"Notes"	"Vaccine Manufacturer"	"Vaccine Manufacturer Code"	"State / Territory"	"State / Territory Code"	"Age"	"Age Code"	"Event Category"	"Event Category Code"	"VAERS ID"	"VAERS ID Code"	Adverse Event Description
	"MODERNA"	"591"	"Alabama"	"01"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1314433-1"	"1314433-1"	"4/29, 8:10 p.m.- Right arm hurts, upper arm is numb (not like my spinal cord damage, but like when your arm is squeezed tight by a blood pressure cuff). The numbness has spread around my back along my shoulder blade.  4/29, 9:40 p.m.- Numbness has spread down my arm and into my little finger. 4/29, 10:06 p.m.- Numbness/pain spread over the upper right side of my body running from spine to sternum, feels numb, but also like I?m on fire. Muscles hurt like someone took a baseball bat to that arm. 4/30, 5:30 a.m.- The burning and numbness spread across my spine and into my left shoulder blade.  I started running a fever. 4/30, 12:46 p.m.-I?m still in pain, but the numbness pulled back some so that it?s only going from spine down my right arm, no left side involvement, but I now can?t feel my ring finger or little finger and it bothers me to use them."
	"MODERNA"	"591"	"Alabama"	"01"	"65-79 years"	"65-79"	"Death"	"DTH"	"0972167-1"	"0972167-1"	"Wife reported that 3 hours after receiving vaccine, pt had MI."
	"MODERNA"	"591"	"Alabama"	"01"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"0972167-1"	"0972167-1"	"Wife reported that 3 hours after receiving vaccine, pt had MI."
	"MODERNA"	"591"	"Alabama"	"01"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1178724-1"	"1178724-1"	"She received the shot the morning of 3/16/2021 at 830am. Starting about 9pm on 3/16/2021 her face started tingling.  By 3am her face had started swelling on the left side. She took benadryl. By 9am on 3/17/2021 the left side of her face neck and lips was severely swollen from the cheekbone down to her throat.  I took her to the emergency room. In the emergency room of on 3/17/2021 she was given benadryl, a steroid and pepcid through an IV.  By the time we had been in the ER for an hour her tongue began to swell on the same side.  The hospital admitted her overnight for observation because of concerns about the swelling in her tongue and throat. She was released from the hospital the next day and was prescribed a steroid and an antibiotic (doxycycline)."
	"MODERNA"	"591"	"Alabama"	"01"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1178724-1"	"1178724-1"	"She received the shot the morning of 3/16/2021 at 830am. Starting about 9pm on 3/16/2021 her face started tingling.  By 3am her face had started swelling on the left side. She took benadryl. By 9am on 3/17/2021 the left side of her face neck and lips was severely swollen from the cheekbone down to her throat.  I took her to the emergency room. In the emergency room of on 3/17/2021 she was given benadryl, a steroid and pepcid through an IV.  By the time we had been in the ER for an hour her tongue began to swell on the same side.  The hospital admitted her overnight for observation because of concerns about the swelling in her tongue and throat. She was released from the hospital the next day and was prescribed a steroid and an antibiotic (doxycycline)."
	"MODERNA"	"591"	"Alaska"	"02"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"1147624-1"	"1147624-1"	"Around 1440 on 3/27 patient arrived to the local ER with difficulty breathing, hoarseness and asymmetrical closing of her throat. Throughout her stay she was intubated and monitored in the ICU. As of today 3/30 patient is alert, resting comfortable in med surg. Complains of a sore throat and should be discharge tomorrow."
	"MODERNA"	"591"	"Alaska"	"02"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1147624-1"	"1147624-1"	"Around 1440 on 3/27 patient arrived to the local ER with difficulty breathing, hoarseness and asymmetrical closing of her throat. Throughout her stay she was intubated and monitored in the ICU. As of today 3/30 patient is alert, resting comfortable in med surg. Complains of a sore throat and should be discharge tomorrow."
	"MODERNA"	"591"	"Alaska"	"02"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1147624-1"	"1147624-1"	"Around 1440 on 3/27 patient arrived to the local ER with difficulty breathing, hoarseness and asymmetrical closing of her throat. Throughout her stay she was intubated and monitored in the ICU. As of today 3/30 patient is alert, resting comfortable in med surg. Complains of a sore throat and should be discharge tomorrow."
	"MODERNA"	"591"	"Alaska"	"02"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"2260571-1"	"2260571-1"	"Client c/o dizziness and weakness about an hour after Moderna booster dose administered. Denied difficulty breathing or chest pain. Blood pressure and pulse normal. EMS called and client transported to hospital for evaluation. Client with multiple health conditions and medications."
	"MODERNA"	"591"	"Arizona"	"04"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"1173988-1"	"1173988-1"	"Daily pressure in head and sinuses. Burning sensation on top of head. It started at night a few hours after my vaccine . Blood sample taken and CT scan performed. Taking  azithromycin 250 mg and steroids but side effects are still present."
	"MODERNA"	"591"	"Arizona"	"04"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"1264303-1"	"1264303-1"	"My husband and I sat down at the same time to get the shot. I got the shot stood up waited for my husband to get his. We then went to the chairs to wait. Right as we sat down I started  having to clear my throat. They gave me water and I couldn?t swallow it. I started struggling  to breath. They had me lay down and I was still having a hard time breathing. They took my oxygen and it was extremely low. I started having convulsions. They used an Epi pen on my right leg and then called 911.  I started convulsing and couldn?t breath or control my body. I lost consciousness right after the ambulance got there. Last thing I remember was somebody picking me up and putting me on the stretcher and then I woke up in the emergency room with them hooking me up to an EEG."
	"MODERNA"	"591"	"Arizona"	"04"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1167416-1"	"1167416-1"	"Heart palpitations and anxiety attacks"
	"MODERNA"	"591"	"Arizona"	"04"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1264303-1"	"1264303-1"	"My husband and I sat down at the same time to get the shot. I got the shot stood up waited for my husband to get his. We then went to the chairs to wait. Right as we sat down I started  having to clear my throat. They gave me water and I couldn?t swallow it. I started struggling  to breath. They had me lay down and I was still having a hard time breathing. They took my oxygen and it was extremely low. I started having convulsions. They used an Epi pen on my right leg and then called 911.  I started convulsing and couldn?t breath or control my body. I lost consciousness right after the ambulance got there. Last thing I remember was somebody picking me up and putting me on the stretcher and then I woke up in the emergency room with them hooking me up to an EEG."
	"MODERNA"	"591"	"Arizona"	"04"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1264303-1"	"1264303-1"	"My husband and I sat down at the same time to get the shot. I got the shot stood up waited for my husband to get his. We then went to the chairs to wait. Right as we sat down I started  having to clear my throat. They gave me water and I couldn?t swallow it. I started struggling  to breath. They had me lay down and I was still having a hard time breathing. They took my oxygen and it was extremely low. I started having convulsions. They used an Epi pen on my right leg and then called 911.  I started convulsing and couldn?t breath or control my body. I lost consciousness right after the ambulance got there. Last thing I remember was somebody picking me up and putting me on the stretcher and then I woke up in the emergency room with them hooking me up to an EEG."
	"MODERNA"	"591"	"Arizona"	"04"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1323446-1"	"1323446-1"	"On 4/20/21 Pt taken to ED by EMS about 10 minutes after vaccination with c/o palpitations, unsteady gait, weakness, dizziness, and right shoulder pain.  Today, 5/17/21 with c/o of ongoing right shpulder pain."
	"MODERNA"	"591"	"Arizona"	"04"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1264303-1"	"1264303-1"	"My husband and I sat down at the same time to get the shot. I got the shot stood up waited for my husband to get his. We then went to the chairs to wait. Right as we sat down I started  having to clear my throat. They gave me water and I couldn?t swallow it. I started struggling  to breath. They had me lay down and I was still having a hard time breathing. They took my oxygen and it was extremely low. I started having convulsions. They used an Epi pen on my right leg and then called 911.  I started convulsing and couldn?t breath or control my body. I lost consciousness right after the ambulance got there. Last thing I remember was somebody picking me up and putting me on the stretcher and then I woke up in the emergency room with them hooking me up to an EEG."
	"MODERNA"	"591"	"Arizona"	"04"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1323446-1"	"1323446-1"	"On 4/20/21 Pt taken to ED by EMS about 10 minutes after vaccination with c/o palpitations, unsteady gait, weakness, dizziness, and right shoulder pain.  Today, 5/17/21 with c/o of ongoing right shpulder pain."
	"MODERNA"	"591"	"Arizona"	"04"	"50-59 years"	"50-59"	"Life Threatening"	"LT"	"2481163-1"	"2481163-1"	"Hypertension stage 4, fast heart beat, shortness of breath after a few steps. I couldn't finish testing cause of not having medical insurance & losing my job."
	"MODERNA"	"591"	"Arizona"	"04"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"2481163-1"	"2481163-1"	"Hypertension stage 4, fast heart beat, shortness of breath after a few steps. I couldn't finish testing cause of not having medical insurance & losing my job."
	"MODERNA"	"591"	"Arizona"	"04"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"2565630-1"	"2565630-1"	"102 degree fever, body aches, headache. Right foot became very sore under the heel the day after the vaccine. Shooting, burning pain in the foot and difficulty walking."
	"MODERNA"	"591"	"Arizona"	"04"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"2481163-1"	"2481163-1"	"Hypertension stage 4, fast heart beat, shortness of breath after a few steps. I couldn't finish testing cause of not having medical insurance & losing my job."
	"MODERNA"	"591"	"Arkansas"	"05"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1375795-1"	"1375795-1"	"No"
	"MODERNA"	"591"	"Arkansas"	"05"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1375795-1"	"1375795-1"	"No"
	"MODERNA"	"591"	"California"	"06"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"2592244-1"	"2592244-1"	"anaphylactic shock, causing choking on food, causing cardiac arrest, given three doses of epinephrine by paramedics, taken to hospital emergency and remains in a coma since 12/01/2022."
	"MODERNA"	"591"	"California"	"06"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"0964048-1"	"0964048-1"	"At 15 min lips began to double in size, by 30 min unable to swallow, medical personal quickly reacted and gave me a shot of steroids and shot of antihistamine. Stabilized and left.  Within 24 hours severe vomiting, by 1/16 hives on face, sensitivity to light, migraine, more vomiting. Spoke with dr got prednisone, continued vomiting, 1/19 spoke to PCP Got higher dose of steroids for hives and 8 mg zofran.  1/20-1/22 developed butterfly rash on face similar to lupus. Prescribed more steroids and Ativan to sleep. Follow up scheduled for two weeks"
	"MODERNA"	"591"	"California"	"06"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"1294163-1"	"1294163-1"	"Upon arrival for second dose, patient stated that she has been experiencing left should joint pain since the time of the first injection. Patient stated that upon the first dose injection,  her vaccinator reported to her resistance in injecting the vaccine. Patient stated concern that the vaccine had ended up in her rotator cuff.   Patient stated continuous pain, tenderness, weakness, and limited range of motion in her left arm since the injection.   Patient rated pain as a 1-2/10 while at rest and 4-5/10 with movement . Patient described pain as pinching , continuous, and increasing with movement.   Patient requested to still receive 2nd dose in her left arm. The site was assessed. A second dose of Moderna Covid-19 vaccine was administered into left deltoid of patient with no resistance felt by author.   Patient was encouraged by Author to follow up with her Primary Care Physician (PCP). Patient stated that she had a plan and date set to meet with her PCP and would discuss her shoulder at that time as well.   Patient stated no further concerns or requests at this time."
	"MODERNA"	"591"	"California"	"06"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"1510223-1"	"1510223-1"	"Intense radiating lower back and leg pain for 1 week. Increasing numbness over weeks in left foot and leg. Left with extreme numbness in left toes and foot."
	"MODERNA"	"591"	"California"	"06"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"2592244-1"	"2592244-1"	"anaphylactic shock, causing choking on food, causing cardiac arrest, given three doses of epinephrine by paramedics, taken to hospital emergency and remains in a coma since 12/01/2022."
	"MODERNA"	"591"	"California"	"06"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"1157908-1"	"1157908-1"	""Patient reported reaction to vaccine at 5:12 pm she stated that she felt that her throat was ""closing up"" and tongue felt heavy. Epipen was used at 5:14 and patient reported that she felt relief at 5:17pm. She stated that she was able to swallow and tongue was no longer feeling thick. at 5:19 her blood pressure was 147/83, Heart rate 108. O2 99%,. EMS picked patient up at 5:40pm to be monitored.""
	"MODERNA"	"591"	"California"	"06"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"2592244-1"	"2592244-1"	"anaphylactic shock, causing choking on food, causing cardiac arrest, given three doses of epinephrine by paramedics, taken to hospital emergency and remains in a coma since 12/01/2022."
	"MODERNA"	"591"	"California"	"06"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1510223-1"	"1510223-1"	"Intense radiating lower back and leg pain for 1 week. Increasing numbness over weeks in left foot and leg. Left with extreme numbness in left toes and foot."
	"MODERNA"	"591"	"California"	"06"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"1115860-1"	"1115860-1"	"Pt had anaphylactic reaction including throat, mouth swelling and SOB, administered Epinephrine 0.3mg, sent patient to ER via ambulance."
	"MODERNA"	"591"	"California"	"06"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1314900-1"	"1314900-1"	""Shoulder Injury Related to Vaccine Administration (SIRVA).  The Nurse Practitioner administered the shot too high on my arm, up near the shoulder.  As a result, the shot was injected in or near the bursa, causing extreme pain, limited range of motion, and potentially long term damage.  I was diagnosed with Bursitis in the hospital two days later following a CT scan.  It does not appear the standard ""two finger width"" approach was followed to ensure injection into the deltoid muscle.  I am still in chronic pain.  I've received tramadol, percocet, and a corticosteroid injection.  I have a consultation with an orthopedic surgeon next week.  My shoulder was fine prior to the administration of the second vaccine, which seems to be due to poor technique by the nurse practitioner who administered it.""
	"MODERNA"	"591"	"California"	"06"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1932945-1"	"1932945-1"	"Very Bad Pain in arm hand Upper back. Unable to move are at time. having lots of pressure in all places. headaches nausea unable to sleep. sever pain!!!!!!"
	"MODERNA"	"591"	"California"	"06"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"2213279-1"	"2213279-1"	""Many symptoms began the same morning as the vaccination and persist to this day, 11 months later, causing disability. No treatment has resolved them.  - Debilitating fatigue, regardless of the amount and quality of sleep. Sleep never is refreshing. Fatigue impacts my ability to work, maintain my household, and take care of my basic needs. My quality of life is low, as I am unable to do most of what I could do prior to 4/30/21 (e.g., exercise, leisure activities, volunteer activities). Fatigue seems to increase with exertion, causing ""crashes.""  - Chronic physical pain, which has not been alleviated by medication, dietary supplements, professional massage, physical therapy, stretching, or stretching exercises. Worst and most persistent pain has been in my lower back, hip flexors, psoas, and right leg.  - Cognitive difficulties, including difficulties with short-term memory, word-finding, speaking, handwriting, typing, spatial understanding, concentration, and thinking. I confuse words that look or sound the same (e.g., ""placate"" and ""complacent,"" ""glucose"" and ""gluten""). I confuse opposites (e.g., horizontal and vertical). I have physical difficulties forming letters when handwriting; my normally neat, consistent handwriting becomes messy, irregular, and unclear. When handwriting, I commonly skip letters, write a different word/letter/number than what I was thinking, skip entire words, and misspell easy words.  - Insomnia, including both trouble falling asleep and waking in the middle of the night and being unable to fall back asleep for hours. Melatonin and other natural sleep aids have helped a lot but not entirely resolved this issue.  - Persistent sore throat (daily for much of the past 11 months).  - Periods of elevated temperature, not to the level of a fever but rather 1 to 1.5 degrees above normal, usually when other symptoms are worse (not correlated with menstrual periods).  - Various skin issues that never were present before (e.g., rashes, bumps).   - Sudden extreme sensitivity to clothing tags around my lower back (an area of chronic pain--see above), causing me to cut tags out of clothing I have had for many years without any prior issues of sensitivity.  - Sensation of electric shocks underneath my left shoulder blade (by ""underneath,"" I mean more internal to my body than the bone).  - Irregular heart beat: Occasional pounding and skipped beats, most often noticed at night.  - Tingling in hands.  - Tinnitus: Mild, rising and falling in short episodes.   Approaches/treatments tried at the direction of health care professionals (most discontinued due to lack of effectiveness): - Dietary changes meant to reduce inflammation (discontinued) - Amitriptyline (discontinued) - Two-day water-only fast, followed by one-month elimination diet (discontinued) - Dietary supplements meant to reduce inflammation (boswellia and curcumin), ""temper immune response"" (quercetin), and help with nerve pain (alpha-lipoic acid) (discontinued) - Vitamin B12 shot (one) - Other dietary supplements: multivitamins, probiotics, fish oils, curcumin, NAC, and Co-Q10 (discontinued) - Natural sleep aids (still use some) - Professional massage (discontinued) - Active Release Techniques (by chiropractor) (discontinued) - Reduction in exercise / keep heart rate down (continued by necessity due to fatigue) - Ibuprofen (discontinued) - Prednisone (discontinued after 2 days due to 5-hour episode of heart palpitations) - Acupuncture and cupping (treatment continues)""
	"MODERNA"	"591"	"California"	"06"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"0924539-1"	"0924539-1"	"At 10:12 am, Client c/o of sore throat, tightness in throat that relieve quickly, nausea, dry heaves, flushed, light headed and dizziness.  Called for EMT. They arrive at 10:25 am and transported her to the local hospital for observation.   01/06/21-Treatment in hospital blood draw, medications given Zofran, Decadron, Benadryl, and Pepcid, and IV fluids.  Discharged home at 1244."
	"MODERNA"	"591"	"California"	"06"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1185123-1"	"1185123-1"	"I felt itchiness throughout my body, starting coughing and wheezing, throat felt tight and closing.  I used my epi-pen and then went to the ER where I was given prednisone and antihistamines.  The following day I was still having trouble breathing, tightness in my chest, wheezing, trouble walking due to not being able to breathe and symptoms persisted. I went to urgent care where I was given a prednisone booster and was sent back to the ER.  ER observed me and sent me back home.  I went back to urgent care and was prescribed higher dose of prednisone and singular.  One week later,  I still had trouble breathing, coughing, and tightness in my chest, my doctor prescribed albuterol solution with nebulized to use 4xs a day. 2 weeks later symptoms worsened when I started walking more and was prescribed another round of prednisone and continue albuterol.  Currently, 7 weeks later, my asthma has not gotten better, still wheezing, coughing, unable to walk without struggling to breathe.  My doctor has now referred me to a pulmonoligist."
	"MODERNA"	"591"	"California"	"06"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1301810-1"	"1301810-1"	"Dizziness"
	"MODERNA"	"591"	"California"	"06"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1115860-1"	"1115860-1"	"Pt had anaphylactic reaction including throat, mouth swelling and SOB, administered Epinephrine 0.3mg, sent patient to ER via ambulance."
	"MODERNA"	"591"	"California"	"06"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1185123-1"	"1185123-1"	"I felt itchiness throughout my body, starting coughing and wheezing, throat felt tight and closing.  I used my epi-pen and then went to the ER where I was given prednisone and antihistamines.  The following day I was still having trouble breathing, tightness in my chest, wheezing, trouble walking due to not being able to breathe and symptoms persisted. I went to urgent care where I was given a prednisone booster and was sent back to the ER.  ER observed me and sent me back home.  I went back to urgent care and was prescribed higher dose of prednisone and singular.  One week later,  I still had trouble breathing, coughing, and tightness in my chest, my doctor prescribed albuterol solution with nebulized to use 4xs a day. 2 weeks later symptoms worsened when I started walking more and was prescribed another round of prednisone and continue albuterol.  Currently, 7 weeks later, my asthma has not gotten better, still wheezing, coughing, unable to walk without struggling to breathe.  My doctor has now referred me to a pulmonoligist."
	"MODERNA"	"591"	"California"	"06"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1314900-1"	"1314900-1"	""Shoulder Injury Related to Vaccine Administration (SIRVA).  The Nurse Practitioner administered the shot too high on my arm, up near the shoulder.  As a result, the shot was injected in or near the bursa, causing extreme pain, limited range of motion, and potentially long term damage.  I was diagnosed with Bursitis in the hospital two days later following a CT scan.  It does not appear the standard ""two finger width"" approach was followed to ensure injection into the deltoid muscle.  I am still in chronic pain.  I've received tramadol, percocet, and a corticosteroid injection.  I have a consultation with an orthopedic surgeon next week.  My shoulder was fine prior to the administration of the second vaccine, which seems to be due to poor technique by the nurse practitioner who administered it.""
	"MODERNA"	"591"	"California"	"06"	"50-59 years"	"50-59"	"Life Threatening"	"LT"	"2008883-1"	"2008883-1"	"Please note I have submitted this report 3 times to your system and been told every time no report was received or exists.  Unacceptable.  Adverse events as reported through your app, daily:  High temp Massive swelling of arm Pain  Shortness of breath Dangerously high BP AND HR Exhaustion Inability to sleep Arthritic activation in every joint in my body, no prior history before Moderna vaccinations"
	"MODERNA"	"591"	"California"	"06"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1362561-1"	"1362561-1"	"Within 2.5 hrs of receiving shot, I had a harsh migraine headache, body aches, with my hands, feet and areas of known arthritis throbbing. I couldn?t think and operate coherently as my thoughts were scattered. I was home from work the rest of the week and weekend. The bigger deal is that I have since experienced shortness of breath, loss of stamina, tire easily and I have loss of mental focus and concentration.  I also can?t remember what what tasks or things that I?ve done short term.  I have regular headaches now (which I never had before) My body constantly aches, especially arthritis zones. I experience sharp ?phantom? pains in my body that have no explanation. Basically, I feel that my body is failing me, whereas I was in very good shape prior."
	"MODERNA"	"591"	"California"	"06"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"2008883-1"	"2008883-1"	"Please note I have submitted this report 3 times to your system and been told every time no report was received or exists.  Unacceptable.  Adverse events as reported through your app, daily:  High temp Massive swelling of arm Pain  Shortness of breath Dangerously high BP AND HR Exhaustion Inability to sleep Arthritic activation in every joint in my body, no prior history before Moderna vaccinations"
	"MODERNA"	"591"	"California"	"06"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"2325823-1"	"2325823-1"	"Within an hour after getting the Vaccine i experianced: body aches, violent chills and body shaking lasting a weed, Red face and extrem high fever, causing some delirium (lasted a week), Profussley sweating, drenching cloths and bedding, lasted 3 monthds, Extreme fatigue couldnt take moRE than 4-5 steps and could not go any further until i could gain some more strenth after having a sweating epidsode and then nausia and  dry heaviing loudly (lasted about three long months) never giving me a break, head ache lasting three months, blurred vision, Seeing double, Depth perception IS WAY out of wack.  The eye problem is still a hudge issue and not getting any better.  I drive a semi and have been unable to drive.  i have extrem pain under my shoulder blade left side middle and all the way to my arm pit.. thAT goes up both side of neck and is constant ,up my neck stright and behind both ears.  Pain shoots down my arms and hurts real bad under shoulder blade near arm pit and arm pit hurts.  Goes don to hands, hands are burning, they go numb and tingle and hurt severly at times.  they do not woork correctly , incapable of grasping items fall out of hand all the time.  pain moves around , fingers swell up, involuntary movement and spasms, Not coordinated and can not make handfuncrion  and do what i want them to do.  They will seizeup and stiffen  up , and do their own thing.  Clearly a nerve issue .  my legs cramp in upper thigh, my feet are always swollen and swell even more at different times of the day, my feeT have stiffining , and cramping and have involuntary m ovement.  my balance is off, i am unsteady on my feet they hurt as well feels like nerve pain.I h After i got past the three plus pmonths of nausea =, sweating, dry heaving heart racing, headaches, extrem fatigue , i have been in a lot of pain. as i sit here typing i am at a pain leval tht i can barley take.  This has been steady for months and months.  I have been dedpressed, i have considered suicide.  i do not have a plan of action, however i am struggling.  i have found myself on my floor countless noght or days crying, uncertian,. my back, neck arms , hands and legs and feet are only getting worse.  My eyes, the sye doctor said the muscles holding dmy eye are not working together and they should be.  that this sort of thing is caused by a stroke. i have been scared my eyes are getting worsei ight anbecause i find myself in the road and not knowing where my lane is.and calling for help.  i sit passenger and have to close my eyes becUE IT IS SO OVERWHELMING GOING DOWN THE ROAD AND WHAT YOU SEE IN ONCOMING TRAFFIC COMING STRAIGHT FOR YOU, OR THE ROAD SIGNS COMING FOR YOU. YOU CAN NOT SEE THE ROAD CONFIDENTLY, AND THAT IS ROUGH.  sO I CLOSE MY EYES.  I LIVE IN FEAR, I AM A TRUCK DRIVER, I AM SINGLE AND I CAN NOT DRIVE LIKE THIS, I DONT KNOW WHAT I WILL DO.it has gotten that i barsley liket to look at my phonE or my computer, ii do not drive at nIGHT to see double during v=certian tactivities and now, it happens a t and I FEAR I AM GOING BLIND.  I KNOW THIS HAS TYPE OS I AM SORRY FOR THAT.  IT TOOK MY MONTHS TO GET THE mri AND IT IS TAKING ME MONTHS TO SEE THE NEUROLOGIST.  EVEERY BIT OF THIS IS FRFOM THE COVID VACCINE.  MY LIFE CHANGED THAT DAY.. AND I NEED MEDICAL HELP.I NEED TO BE TAKEN SERIOUSLY. NOLBODY KNOWS ANYTHINGD. PMY FAMILY THEY HAVENT BEEN SUPPORTIVE BECAUSE THEY DSAY THEY WERE NOT EEFFECTED FROM THEIR SHOT. . AND THEY DONT GET IT. AND THAT HAS LENT TO MY DEPRESSION AS WELL.  I DONT EVENKNO HOW I AM GOING TO PAY MY RENT, NEXT MONTH, I HAVE EXHAUSTED MY SAVING GETTING BY UNTIL NOW, WAITING ,  I DID GO AND GET A COLVID TEST A WEEK AFTER I GOT THE VACCINE, JUST TO SEE IF POSSIBLEY I HAD COVID AND MY TEST WAS NEGATIVE, ALSO I WAS CHECKED FOR THE ANTIBODI TEST AND I HAVDE NEVER HAD COVID.  sO THERE IS THAT, I KKNOW IS M LEAVING A BUNCH OUT. BUT DTHIS ALL I VE GOT FOR NOW, THANK  YOU,"
	"MODERNA"	"591"	"California"	"06"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1290260-1"	"1290260-1"	"Continued to monitor patient & she left by ambulance to hospital. - BP did lower to 156/98"
	"MODERNA"	"591"	"California"	"06"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"2563373-1"	"2563373-1"	""Patient presented for Moderna Bivalent Booster at mobile vaccination clinic. Patient was registered, injected, and placed into observation per SOP. Patient did report an allergy to eggs, so patient was cleared for vaccination with observation of 30 minutes.  Approximately 10 minutes into observation period, patient approached Lead RN and asked ""Is it normal to feel cold in my throat?"". Lead RN & Auxiliary RN began assessments. No obstruction was visualized in airway. Patient continued to feel sensation of cold and and additionally some tightness in throat. Lead RN activated BLS protocol. Lead RN attempted to obtain BP using manual cuff & stethoscope supplied in anaphylaxis kit. However, BP was not auscultatable. Auxiliary RN then attempted and also could not auscultate. Auxiliary RN asked Team LVN to obtain a wrist cuff from the facility. Initial were hypertensive & tachypneic. Additionally, Auxiliary RN was auscultating lungs and assessed diminished upper lobes with anterior/posterior wheezing sounds. Auxiliary RN recommended to Lead RN that assessments are consistent with anaphylactic reaction and that epinephrine should be administered. Lead RN then immediately administered epinephrine 0.3mg via autoinjector to right thigh. Concurrently, one Team LVN was on telephone with Duty Officer and another Team LVN called 911 for EMS. After administration of epinephrine, patient continued to be AOX4, continued to have sensation of difficult breathing, and cold extremities. RNs taught patient to deep breathe and perform vagal maneuver on self.  EMS arrived approximately 15 minutes later at approximately 11:00. Lead RN gave report to Paramedics. Paramedic commented that pulse ox showed ""low SPO2"". During Paramedic interview, patient newly disclosed that she has Hx of asthma and uses an inhaler but does not have it with her. Crucially, staff member reveals at this point that patient ate eggs in the morning and continues to enjoy eggs despite her allergy. Paramedic instructed patient to walk to the gurney, but patient stated ""I don't think I can"". On 2nd request, patient walks to gurney.  Paramedic told Lead RN that patient will be taken to Hospital.  VS: 1040: BP 151/99 & HR 94 & RR 26 & Capillary Refill Greater 3 Seconds. 1046: BP 112/66 & HR 61 & RR 22 & Capillary Refill Under 3 Seconds (epinephrine had been administered) 1051: BP 173/145 & HR 109 & RR 25 & Capillary Refill Greater 3 Seconds.  NAx: 1040: Lung sounds upper lobes diminished. Lungs sounds anterior/posterior wheezing. Patient outwardly nervous but otherwise AOX4 and compliant with instructions to perform vagal maneuvers on self. 1051: Lungs sounds wheezing improved but continues. Patient reports continued sensation of breathing difficulty. Extremities cool to touch. Patient outwardly nervous but otherwise AOX4 and compliant with instructions to perform vagal maneuvers on self.  I called patient's cellphone the day after on 01/13/2023. She answered and stated that she was still at hospital. She sounded lethargic but fully conversational and AOX4. She stated that she still has SOB when walking to the bathroom.""
	"MODERNA"	"591"	"California"	"06"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"2563373-1"	"2563373-1"	""Patient presented for Moderna Bivalent Booster at mobile vaccination clinic. Patient was registered, injected, and placed into observation per SOP. Patient did report an allergy to eggs, so patient was cleared for vaccination with observation of 30 minutes.  Approximately 10 minutes into observation period, patient approached Lead RN and asked ""Is it normal to feel cold in my throat?"". Lead RN & Auxiliary RN began assessments. No obstruction was visualized in airway. Patient continued to feel sensation of cold and and additionally some tightness in throat. Lead RN activated BLS protocol. Lead RN attempted to obtain BP using manual cuff & stethoscope supplied in anaphylaxis kit. However, BP was not auscultatable. Auxiliary RN then attempted and also could not auscultate. Auxiliary RN asked Team LVN to obtain a wrist cuff from the facility. Initial were hypertensive & tachypneic. Additionally, Auxiliary RN was auscultating lungs and assessed diminished upper lobes with anterior/posterior wheezing sounds. Auxiliary RN recommended to Lead RN that assessments are consistent with anaphylactic reaction and that epinephrine should be administered. Lead RN then immediately administered epinephrine 0.3mg via autoinjector to right thigh. Concurrently, one Team LVN was on telephone with Duty Officer and another Team LVN called 911 for EMS. After administration of epinephrine, patient continued to be AOX4, continued to have sensation of difficult breathing, and cold extremities. RNs taught patient to deep breathe and perform vagal maneuver on self.  EMS arrived approximately 15 minutes later at approximately 11:00. Lead RN gave report to Paramedics. Paramedic commented that pulse ox showed ""low SPO2"". During Paramedic interview, patient newly disclosed that she has Hx of asthma and uses an inhaler but does not have it with her. Crucially, staff member reveals at this point that patient ate eggs in the morning and continues to enjoy eggs despite her allergy. Paramedic instructed patient to walk to the gurney, but patient stated ""I don't think I can"". On 2nd request, patient walks to gurney.  Paramedic told Lead RN that patient will be taken to Hospital.  VS: 1040: BP 151/99 & HR 94 & RR 26 & Capillary Refill Greater 3 Seconds. 1046: BP 112/66 & HR 61 & RR 22 & Capillary Refill Under 3 Seconds (epinephrine had been administered) 1051: BP 173/145 & HR 109 & RR 25 & Capillary Refill Greater 3 Seconds.  NAx: 1040: Lung sounds upper lobes diminished. Lungs sounds anterior/posterior wheezing. Patient outwardly nervous but otherwise AOX4 and compliant with instructions to perform vagal maneuvers on self. 1051: Lungs sounds wheezing improved but continues. Patient reports continued sensation of breathing difficulty. Extremities cool to touch. Patient outwardly nervous but otherwise AOX4 and compliant with instructions to perform vagal maneuvers on self.  I called patient's cellphone the day after on 01/13/2023. She answered and stated that she was still at hospital. She sounded lethargic but fully conversational and AOX4. She stated that she still has SOB when walking to the bathroom.""
	"MODERNA"	"591"	"California"	"06"	"60-64 years"	"60-64"	"Permanent Disability"	"DBL"	"2426496-1"	"2426496-1"	""She got her vaccine, went home and started getting really fatigued and sore all over, hot fever.  She was in a different region at the time.  She got in the bed and she curled up and could not move.  Her whole body was hot, red and had a migraine, could not eat or drink, nausea and vomited.  She sweated all the time, did not record her fever.  Her brother assisted with giving her hand towels and would be dry within a few minutes due to the fever, which lasted for about 2 days.  When she came out of this she could not hold things in her hands, her wrists hurt and her joints hurt and she was not able to open things.  She pushed through her symptoms, but they continued and spread.  Within 6 weeks she was curled up and not able to move.  it took 6 months to diagnose her with GCA, she could not take a 2"" walk, her hands would not work, her lips swelled up.  Her skin was all inflamed, but they do not know, and said it was allergies.  She had a biopsy of her artery and diagnosed with GCA.  She now has Reynaud's, PMR, huge Baker cysts in her knees, reactive arthritis and has problems with her joints.  She was diagnosed, but does not have the classic symptoms of these diagnoses.  The more she looks back it makes sense why it is complex.    She has not been sick and has had none of these symptoms prior to the vaccine.  She was riding a bike up to 400 miles a month and very active.  She could not take any steps and was scared and did not tell people how sick she was.  She has lost all balance, and is not able to ride her bike at all and has been disabled.  They can't explain it and they will not address the issues that she is having other than stating that she has an auto-immune process.  She says that some of her doctors tell her it is vaccine related, but they do not want to admit it.  She is scared as she is having a flare up and is on large doses of Prednisone, and a shot of Actemra weekly (biologic), which is lifesaving as she is able to walk again.  Her first sign of the relapse is her lip swells up and her face swelled up a lot this time and was told to lessen the Prednisone and her eyes swelled up and water coming out, and her temples are swollen.  Fluid was building up in her face, going down her neck.  Her right side swelled up and thought she had DVT and/or a stroke, and that didn't show anything and did not know what was wrong, and said it was related to allergy, and feels that she is allergic to the shot.   She was on no medications, no past medical history or any problems prior to the vaccine.  She was able to remodel a house prior to the vaccine.   Her blood vessels swell up, have aneurysms in the head, heart or anywhere and most people go blind, so now she is being watched very very closely.  It has taken 6 months after the shot to get diagnosed and had doctors make jokes about her and her symptoms, and tell her that it's in her head.  Her blood work was messed up and had various work ups.  She now has numerous doctors and takes lots of medications now.   She passed a blood clot through her urine that was huge and did not know what it was from.  All of this has affected her entire body including her stomach.   She is now having her 5th relapse of this condition.    She quit her job as her knees hurt so bad from sitting in a chair all day.  Then the condition continued and felt that her condition would improve and it slowly progressed.  She went to UC at the end of March in 2021, two weeks later her leg was double in size and a nurse told her she could not walk around like that, and was told to go to the hospital.   Her right side then went limp and felt that she had a stroke, felt she may have had heart troubles, and had multiple, multiple tests.    She would like to be in a research study and possibly would contribute her body to science up on her death for people that have been accepted by the vaccine.""
	"MODERNA"	"591"	"California"	"06"	"60-64 years"	"60-64"	"Hospitalized"	"H"	"2426496-1"	"2426496-1"	""She got her vaccine, went home and started getting really fatigued and sore all over, hot fever.  She was in a different region at the time.  She got in the bed and she curled up and could not move.  Her whole body was hot, red and had a migraine, could not eat or drink, nausea and vomited.  She sweated all the time, did not record her fever.  Her brother assisted with giving her hand towels and would be dry within a few minutes due to the fever, which lasted for about 2 days.  When she came out of this she could not hold things in her hands, her wrists hurt and her joints hurt and she was not able to open things.  She pushed through her symptoms, but they continued and spread.  Within 6 weeks she was curled up and not able to move.  it took 6 months to diagnose her with GCA, she could not take a 2"" walk, her hands would not work, her lips swelled up.  Her skin was all inflamed, but they do not know, and said it was allergies.  She had a biopsy of her artery and diagnosed with GCA.  She now has Reynaud's, PMR, huge Baker cysts in her knees, reactive arthritis and has problems with her joints.  She was diagnosed, but does not have the classic symptoms of these diagnoses.  The more she looks back it makes sense why it is complex.    She has not been sick and has had none of these symptoms prior to the vaccine.  She was riding a bike up to 400 miles a month and very active.  She could not take any steps and was scared and did not tell people how sick she was.  She has lost all balance, and is not able to ride her bike at all and has been disabled.  They can't explain it and they will not address the issues that she is having other than stating that she has an auto-immune process.  She says that some of her doctors tell her it is vaccine related, but they do not want to admit it.  She is scared as she is having a flare up and is on large doses of Prednisone, and a shot of Actemra weekly (biologic), which is lifesaving as she is able to walk again.  Her first sign of the relapse is her lip swells up and her face swelled up a lot this time and was told to lessen the Prednisone and her eyes swelled up and water coming out, and her temples are swollen.  Fluid was building up in her face, going down her neck.  Her right side swelled up and thought she had DVT and/or a stroke, and that didn't show anything and did not know what was wrong, and said it was related to allergy, and feels that she is allergic to the shot.   She was on no medications, no past medical history or any problems prior to the vaccine.  She was able to remodel a house prior to the vaccine.   Her blood vessels swell up, have aneurysms in the head, heart or anywhere and most people go blind, so now she is being watched very very closely.  It has taken 6 months after the shot to get diagnosed and had doctors make jokes about her and her symptoms, and tell her that it's in her head.  Her blood work was messed up and had various work ups.  She now has numerous doctors and takes lots of medications now.   She passed a blood clot through her urine that was huge and did not know what it was from.  All of this has affected her entire body including her stomach.   She is now having her 5th relapse of this condition.    She quit her job as her knees hurt so bad from sitting in a chair all day.  Then the condition continued and felt that her condition would improve and it slowly progressed.  She went to UC at the end of March in 2021, two weeks later her leg was double in size and a nurse told her she could not walk around like that, and was told to go to the hospital.   Her right side then went limp and felt that she had a stroke, felt she may have had heart troubles, and had multiple, multiple tests.    She would like to be in a research study and possibly would contribute her body to science up on her death for people that have been accepted by the vaccine.""
	"MODERNA"	"591"	"California"	"06"	"65-79 years"	"65-79"	"Death"	"DTH"	"1191979-1"	"1191979-1"	"Started with intense headaches right after the 2nd dose of the Moderna vaccine on 03/06/2021.  Had the headache for over two weeks, and eventually went to the hospital with loss of speech and movement on her left side of her body. They at first said it was strokes, then after the CT scan results came back they found multiple abscess in her brain. She does not have a history of strokes or brain abscess. Speech and motor functions never returned, and one abscess was so large that it caused a brain shift ( the two hemispheres separated) they performed brain surgery and it was not successful. She passed away on 3/31/2021 at 431 am."
	"MODERNA"	"591"	"California"	"06"	"65-79 years"	"65-79"	"Death"	"DTH"	"2008886-1"	"2008886-1"	"Death- no symptoms or warnings."
	"MODERNA"	"591"	"California"	"06"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1413598-1"	"1413598-1"	"20 min. after delivery of 1st Moderna vac. I experienced chest pressure and pain lasting 30-45 sec.  For 5 days after that 1st event I experienced increased chest pain and pressure upon exersion.  The pain/pressure eventually felt in throat, jaw and head area.  After 5 days  my Dr. sent me to ER where I had numerous tests.  It was determined that I had a left artery that was 99% occluded.  I had 2 stents placed. and was hospitalized for 4 days.  Prior  to the vac., I was symptom free."
	"MODERNA"	"591"	"California"	"06"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"2154955-1"	"2154955-1"	""Severe headaches for 3 nights prior to vaccine (same as headaches periodically following COVID-19 illness), ""hauled butt"" for 90 minutes after vaccine moving furniture, then fatigue, back pain, jaw pain, light chest pain, given 3 - 81 mg ASA, taken to ED, transferred to care center, eventually 3 stents placed 2/19, discharged 2/20.""
	"MODERNA"	"591"	"California"	"06"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1542078-1"	"1542078-1"	""Persistent and severe: fatigue, need much extra sleep, low energy. Later developing: ""brain fog"", worsened hyperacusis, earache, slightly worse hearing.  No consistent improvement since vaccination, though some day to day fluctuation. First few weeks, also experienced: Diminished and distorted smell and taste, recurrent mild nausea, abdominal ""buzz"", dizziness, frequent day naps, episodic but intense smell of tobacco smoke hallucination, episiodic synesthesia. These have improved after first few weeks. First vaccine in series was a known bad batch, for immediate reactions. Very long wait for 2nd vaccine: tired, drained, distressed ... immune suppressed.""
	"MODERNA"	"591"	"California"	"06"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1018228-1"	"1018228-1"	""At 3pm resident was taken by EMS to local hospital.  She had complained of respiratory distress (hx of COPD).   Property manager reported that paramedic said she was ""in cardiac arrest"".   We do not have more information at this time.""
	"MODERNA"	"591"	"California"	"06"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1191979-1"	"1191979-1"	"Started with intense headaches right after the 2nd dose of the Moderna vaccine on 03/06/2021.  Had the headache for over two weeks, and eventually went to the hospital with loss of speech and movement on her left side of her body. They at first said it was strokes, then after the CT scan results came back they found multiple abscess in her brain. She does not have a history of strokes or brain abscess. Speech and motor functions never returned, and one abscess was so large that it caused a brain shift ( the two hemispheres separated) they performed brain surgery and it was not successful. She passed away on 3/31/2021 at 431 am."
	"MODERNA"	"591"	"California"	"06"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1374503-1"	"1374503-1"	"Tied & in bed by 6pm that same evening. Second day concussion, third day, throwing up, not feeling well at all. Called on call nurse twice in this 3 day period & they said to go to ER within an hour. She had an underlying UTI hospital said & her body was working ?overtime? with vaccine & UTI. Still was sick for another 2-3 weeks. Took to dr several times to check. Second vaccine - tired, body aches. Has slept much, much more since vaccine. Seems confused & just not THE SAME!  Went to hospital 6/3/21 by ambulance because she wasn?t feeling well - throwing up yellow bile, extremely clammy (sweating), confused, bp when ambulance got to her, 89/60. ER can every test - urine, blood, cat scan, stroke, heart attack. NOTHING. Came back all normal. A mystery. This is 5 months since first vaccine."
	"MODERNA"	"591"	"California"	"06"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1413598-1"	"1413598-1"	"20 min. after delivery of 1st Moderna vac. I experienced chest pressure and pain lasting 30-45 sec.  For 5 days after that 1st event I experienced increased chest pain and pressure upon exersion.  The pain/pressure eventually felt in throat, jaw and head area.  After 5 days  my Dr. sent me to ER where I had numerous tests.  It was determined that I had a left artery that was 99% occluded.  I had 2 stents placed. and was hospitalized for 4 days.  Prior  to the vac., I was symptom free."
	"MODERNA"	"591"	"California"	"06"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"2076119-1"	"2076119-1"	"Pt.'s partner states that after receiving the 2nd dose of Moderna 03/30/2021, started experiencing symptoms that evening of chronic fatigue. Abdominal pain developed 06/2021, Primary visit between 06/2021-12/2021. Diagnosed with Pancreatic Cancer 01/03/2022, biopsy preformed (waiting for results) 01/27/2022."
	"MODERNA"	"591"	"California"	"06"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"2154955-1"	"2154955-1"	""Severe headaches for 3 nights prior to vaccine (same as headaches periodically following COVID-19 illness), ""hauled butt"" for 90 minutes after vaccine moving furniture, then fatigue, back pain, jaw pain, light chest pain, given 3 - 81 mg ASA, taken to ED, transferred to care center, eventually 3 stents placed 2/19, discharged 2/20.""
	"MODERNA"	"591"	"California"	"06"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1018228-1"	"1018228-1"	""At 3pm resident was taken by EMS to local hospital.  She had complained of respiratory distress (hx of COPD).   Property manager reported that paramedic said she was ""in cardiac arrest"".   We do not have more information at this time.""
	"MODERNA"	"591"	"California"	"06"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1191979-1"	"1191979-1"	"Started with intense headaches right after the 2nd dose of the Moderna vaccine on 03/06/2021.  Had the headache for over two weeks, and eventually went to the hospital with loss of speech and movement on her left side of her body. They at first said it was strokes, then after the CT scan results came back they found multiple abscess in her brain. She does not have a history of strokes or brain abscess. Speech and motor functions never returned, and one abscess was so large that it caused a brain shift ( the two hemispheres separated) they performed brain surgery and it was not successful. She passed away on 3/31/2021 at 431 am."
	"MODERNA"	"591"	"California"	"06"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1374503-1"	"1374503-1"	"Tied & in bed by 6pm that same evening. Second day concussion, third day, throwing up, not feeling well at all. Called on call nurse twice in this 3 day period & they said to go to ER within an hour. She had an underlying UTI hospital said & her body was working ?overtime? with vaccine & UTI. Still was sick for another 2-3 weeks. Took to dr several times to check. Second vaccine - tired, body aches. Has slept much, much more since vaccine. Seems confused & just not THE SAME!  Went to hospital 6/3/21 by ambulance because she wasn?t feeling well - throwing up yellow bile, extremely clammy (sweating), confused, bp when ambulance got to her, 89/60. ER can every test - urine, blood, cat scan, stroke, heart attack. NOTHING. Came back all normal. A mystery. This is 5 months since first vaccine."
	"MODERNA"	"591"	"Colorado"	"08"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"1296691-1"	"1296691-1"	"Tinnitus, ringing in ears, does not subside"
	"MODERNA"	"591"	"Colorado"	"08"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"1323881-1"	"1323881-1"	"Immediate numbness.  Inability to move arm within an hour.  Severe pain which led to ER visit evening of 3/8, pain and immobility continued (possible frozen shoulder).  Multiple doctors visits including Orthopedic Surgeon, Neurologist and general PC.  Have received Steroid shot, steroid taper and have been in Physical Therapy for 6 weeks. Pain is still severe and causes inability to fully use arm."
	"MODERNA"	"591"	"Colorado"	"08"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"1337362-1"	"1337362-1"	"I am a nurse practitioner, so as a healthcare worker, I received a very early vaccine. I have had little time to report what happened to me but not that it remains an issue I think I need to do so.  I had a very serious initial reaction and am now having chronic problems likely related to my vaccine. I received my first dose of Moderna 12/27/20 at POD lot# 025J20A and my second dose 1/24/21 at POD lot#029L20A.  After the first vaccine within a few hours I had significant injection site and arm pain. By the time I went to bed that night I could barely lift my arm over my head it was so stiff and warm. The arm was very painful, and I required Ibuprofen 800 mg TID for 3 days to control the pain. I did not have systemic symptoms from the first vaccine. After the second vaccine, within hours I had systemic symptoms of fatigue, generalized aches in my muscles and severe arm pain in the injection arm. I received the vaccine in the afternoon. I went to bed that night and woke up suddenly at 3 am, about 14 hours later. I had severe myalgias and rigors. I was barely able to move. I was not able to walk or perform fine or gross motor tasks without difficulty. I was unable to dress myself or get up to go to the bathroom. I required almost fulltime care from my husband for three days. On day 4 I developed severe headaches nausea and vomiting. The muscles still ached but I was able to walk and move again. My fine motor was still impaired for a total of 7 days. I was out of work for 8 days and did not feel 100% well for 12-14 days after the vaccine. As the symptoms started to resolve on day 5, I believe I had a mild case of Rhabdomyolysis as my urine was very dark almost brown and there was sediment in the toilet. There was no blood in my urine and no dysuria. I did a urine dip at work and it had protein and ketones but no bacteria. The specific gravity was very concentrated. I did not check my renal function at that time. My renal function a few weeks later was normal Cr 0.88. GFR 85. The dark urine and sediment lasted for about 2-3 days. I was drinking lots of water through this time-period and during then I was very ill. I was not seen at a hospital and rather I treated myself at home. During the above week was the first time I ever had neck or back pain. It did subside but I still had a dull aching in my neck after all of this. I had two episodes, one in late January and one in mid-February of left neck being very sensitive to touch, felt warm, and my ear was very hypersensitive to touch as well. It felt almost like shingles but there was never a rash and I took Acyclovir 800 mg TID for 3-5 days without relief. It subsided each time after about 7 days. This was on the same side of my body on the left as the vaccine was. In the end of March 2021 I began with left trapezoid pain in the same side of the body. I had some numbness in that arm as well so I saw orthopedics and received an MRI of my left brachial plexus which showed C3-4, C4-5, and C6-7 disc herniations that had not been present before. If the herniations were present in the past they were acutely inflamed by the inflammatory process the vaccine caused in my body. The MRI also showed significant and specifically left cervical and left axillary adenopathy this being the side of my vaccine. The pain spread beyond my trapezoid and become progressively worse into my neck and upper back only on the left side. The entire left side of my spine both cervical and thoracic was painful but the right side unaffected. It was very sharp nerve like pain shooting and running up into my head and anterior neck. Another MRI was done of the full cervical spine this time confirming these same herniations, but the discs appear to be pulling to the left with isolated left inflammatory process. The nerve pain became so severe that last week I began having numbness in that left arm and numbness into the left side of my face. A stat MRI of my brain only shows T2 flare pattern consistent with sequela of an inflammatory process of unknown origin. The foraminal stenosis at these spinal levels are very mild and do not explain my symptoms very well. Spine specialist reports that there can be symptoms of this nature but usually not with this mild of a pathology. The facial numbness has been identified as a trigeminal neuropathy of cervical origin but is rarely documented in medical journals and not seen by these spine specialists. There is a very significant amount of left sided nerve over stimulation, inflammation and adenopathy that is not explained. I have never had any spine or neck pain in my life before this and I have no history of traumatic events to explain this sudden change in my condition. I truly feel that ever since I received the Moderna vaccine and had that very severe reaction, my body has been in a constant inflammatory phase and there has been nerve pain in and around only the left upper side of my body where the vaccine was placed. I am scheduled on Monday for epidural spinal injections as I have been unable to find pain relief with any other therapies including dry needling, physical therapy, traction, tramadol, muscle relaxers, oral steroid bursts, etc. I know this may be a very strange and unique case, but I can say confidently that I believe the vaccine stimulated this entire cascade of events. If someone could please contact me related to this, I would appreciate it."
	"MODERNA"	"591"	"Colorado"	"08"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1323881-1"	"1323881-1"	"Immediate numbness.  Inability to move arm within an hour.  Severe pain which led to ER visit evening of 3/8, pain and immobility continued (possible frozen shoulder).  Multiple doctors visits including Orthopedic Surgeon, Neurologist and general PC.  Have received Steroid shot, steroid taper and have been in Physical Therapy for 6 weeks. Pain is still severe and causes inability to fully use arm."
	"MODERNA"	"591"	"Colorado"	"08"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1337362-1"	"1337362-1"	"I am a nurse practitioner, so as a healthcare worker, I received a very early vaccine. I have had little time to report what happened to me but not that it remains an issue I think I need to do so.  I had a very serious initial reaction and am now having chronic problems likely related to my vaccine. I received my first dose of Moderna 12/27/20 at POD lot# 025J20A and my second dose 1/24/21 at POD lot#029L20A.  After the first vaccine within a few hours I had significant injection site and arm pain. By the time I went to bed that night I could barely lift my arm over my head it was so stiff and warm. The arm was very painful, and I required Ibuprofen 800 mg TID for 3 days to control the pain. I did not have systemic symptoms from the first vaccine. After the second vaccine, within hours I had systemic symptoms of fatigue, generalized aches in my muscles and severe arm pain in the injection arm. I received the vaccine in the afternoon. I went to bed that night and woke up suddenly at 3 am, about 14 hours later. I had severe myalgias and rigors. I was barely able to move. I was not able to walk or perform fine or gross motor tasks without difficulty. I was unable to dress myself or get up to go to the bathroom. I required almost fulltime care from my husband for three days. On day 4 I developed severe headaches nausea and vomiting. The muscles still ached but I was able to walk and move again. My fine motor was still impaired for a total of 7 days. I was out of work for 8 days and did not feel 100% well for 12-14 days after the vaccine. As the symptoms started to resolve on day 5, I believe I had a mild case of Rhabdomyolysis as my urine was very dark almost brown and there was sediment in the toilet. There was no blood in my urine and no dysuria. I did a urine dip at work and it had protein and ketones but no bacteria. The specific gravity was very concentrated. I did not check my renal function at that time. My renal function a few weeks later was normal Cr 0.88. GFR 85. The dark urine and sediment lasted for about 2-3 days. I was drinking lots of water through this time-period and during then I was very ill. I was not seen at a hospital and rather I treated myself at home. During the above week was the first time I ever had neck or back pain. It did subside but I still had a dull aching in my neck after all of this. I had two episodes, one in late January and one in mid-February of left neck being very sensitive to touch, felt warm, and my ear was very hypersensitive to touch as well. It felt almost like shingles but there was never a rash and I took Acyclovir 800 mg TID for 3-5 days without relief. It subsided each time after about 7 days. This was on the same side of my body on the left as the vaccine was. In the end of March 2021 I began with left trapezoid pain in the same side of the body. I had some numbness in that arm as well so I saw orthopedics and received an MRI of my left brachial plexus which showed C3-4, C4-5, and C6-7 disc herniations that had not been present before. If the herniations were present in the past they were acutely inflamed by the inflammatory process the vaccine caused in my body. The MRI also showed significant and specifically left cervical and left axillary adenopathy this being the side of my vaccine. The pain spread beyond my trapezoid and become progressively worse into my neck and upper back only on the left side. The entire left side of my spine both cervical and thoracic was painful but the right side unaffected. It was very sharp nerve like pain shooting and running up into my head and anterior neck. Another MRI was done of the full cervical spine this time confirming these same herniations, but the discs appear to be pulling to the left with isolated left inflammatory process. The nerve pain became so severe that last week I began having numbness in that left arm and numbness into the left side of my face. A stat MRI of my brain only shows T2 flare pattern consistent with sequela of an inflammatory process of unknown origin. The foraminal stenosis at these spinal levels are very mild and do not explain my symptoms very well. Spine specialist reports that there can be symptoms of this nature but usually not with this mild of a pathology. The facial numbness has been identified as a trigeminal neuropathy of cervical origin but is rarely documented in medical journals and not seen by these spine specialists. There is a very significant amount of left sided nerve over stimulation, inflammation and adenopathy that is not explained. I have never had any spine or neck pain in my life before this and I have no history of traumatic events to explain this sudden change in my condition. I truly feel that ever since I received the Moderna vaccine and had that very severe reaction, my body has been in a constant inflammatory phase and there has been nerve pain in and around only the left upper side of my body where the vaccine was placed. I am scheduled on Monday for epidural spinal injections as I have been unable to find pain relief with any other therapies including dry needling, physical therapy, traction, tramadol, muscle relaxers, oral steroid bursts, etc. I know this may be a very strange and unique case, but I can say confidently that I believe the vaccine stimulated this entire cascade of events. If someone could please contact me related to this, I would appreciate it."
	"MODERNA"	"591"	"Colorado"	"08"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"1775798-1"	"1775798-1"	"within a few minutes of the shot, I began feeling an itching sensation under my watch band on my left arm.  I very quickly became itchy all over, and then my tongue began to feel thick.  I was given benedryl, and taken by private auto to ER, where I was issued a very painful shot in the arm, of some sort of steroid.   I was given a prescription for an oral steroid and instructed to carry combination of three items, including benedryl, in case the reaction started again.  It did not.    I then utilized Clinic for the second shot in February,  2/4/21.  I was instructed to dose with Benedryl prior to coming in.  The itchy reaction was much slower this time, almost the end of the 30 minutes they had me wait.  when the itching started they gave me a different steroid shot in the hip, which resolved the issue.  I again was told to monitor in case the reaction started again when the steroid wore off, it did not.  I needed no further care after the shot.    my fatigue and other immune reactions were minimal, likely due to the steroid, but I did notice that my menstrual symptoms where stronger n January, February and March. Things considered normal - such as tender breasts or cramping, were more pronounced.  (my symptoms are usually extremely mild, so I noticed this change.  )"
	"MODERNA"	"591"	"Colorado"	"08"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"2327432-1"	"2327432-1"	"Normal effects but disappeared within a week.  Lymph nodes under my left collar bone are still extremely swollen and painful after 7 months.  I have been extremely tired since this shot as well."
	"MODERNA"	"591"	"Colorado"	"08"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1775798-1"	"1775798-1"	"within a few minutes of the shot, I began feeling an itching sensation under my watch band on my left arm.  I very quickly became itchy all over, and then my tongue began to feel thick.  I was given benedryl, and taken by private auto to ER, where I was issued a very painful shot in the arm, of some sort of steroid.   I was given a prescription for an oral steroid and instructed to carry combination of three items, including benedryl, in case the reaction started again.  It did not.    I then utilized Clinic for the second shot in February,  2/4/21.  I was instructed to dose with Benedryl prior to coming in.  The itchy reaction was much slower this time, almost the end of the 30 minutes they had me wait.  when the itching started they gave me a different steroid shot in the hip, which resolved the issue.  I again was told to monitor in case the reaction started again when the steroid wore off, it did not.  I needed no further care after the shot.    my fatigue and other immune reactions were minimal, likely due to the steroid, but I did notice that my menstrual symptoms where stronger n January, February and March. Things considered normal - such as tender breasts or cramping, were more pronounced.  (my symptoms are usually extremely mild, so I noticed this change.  )"
	"MODERNA"	"591"	"Colorado"	"08"	"60-64 years"	"60-64"	"Hospitalized"	"H"	"1178119-1"	"1178119-1"	"Vaccine administered at 11:00 am at 11:10 client reported throat and tongue tingling, dizziness and difficulty breathing. Administered 1 mg epinephrine. EMS was called and transported client to the hospital where he was admitted under observation."
	"MODERNA"	"591"	"Colorado"	"08"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1064447-1"	"1064447-1"	"5 hours after administration developed severe left sided hip pain, skin sensitivity, leg paresthesia's and weakness.  Progressive pain up to back and down to knee after that, weakness led to several falls.  Malaise, diarrhea."
	"MODERNA"	"591"	"Connecticut"	"09"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"1091264-1"	"1091264-1"	"Patient is 4 mos postpartum  and is breast feeding  Became lightheaded, dizziness  and reported visual changes, Supine blood pressure 77/52 HR 100 / min Administered juice . After 5 min supine BP rose to 96/67  Patient continued to feel dizzy and EMS called  Extremities were cool to touch  Standing BP 60/42 following arrival of EMS (Patient felt weak and unable to stand  Placed on stretcher and transported to Hospital   Chest clear Airway Clear No wheezing ."
	"MODERNA"	"591"	"Connecticut"	"09"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"1427992-1"	"1427992-1"	"First Dose:   I took Moderna COVID19 vaccine and passed out immediately onsite. One of the nurse have to call in ambulance services , they checked ECG and transported me to nearby hospital's emergency department. Where I received 3-4 hours of emergency treatment ( a bed, re-do ECG, an emergency doctor's visit and Benadryl I.V. injection). All this life threatening events occured to me because of Moderna COVID19 vaccine. I was very excited and walk on my feet to clinic to take vaccine but I have to go in ambulance and face all this difficulties at the cost of my job day off and all other related inconvenience.    Both ambulatory services and hospital sent a huge bills, which upon my request, they submitted to my health insurance plan. Insurance company paid some amount but not in full. Insurance company said there is no government mandate for insurance companies to pay COVID-19 vaccine related emergiencies. so, they are not liable.     Second Dose:   Despite all this challenges, I decided to go for second dose to protect myself and the people of the from COVID-19. Again the same above story repeated even during the second dose. and they send bills to me.    Now there are close to $3000 bills on me due to above circumstances, which I don't think appropriate for me to pay. I was simply aiming for safety for myself and other general public by getting myself vaccinated without any prior knowledge of this could cost me financially and dangerous to my own health. I was simply following CDC guideline and suggestion.  In this situation, could you help me financial assistant or request ambulatory services and health to waive my financial obligations? Also, I request you to ask Moderna to reimburse for the cost of adverse effects of their vaccines."
	"MODERNA"	"591"	"Connecticut"	"09"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"1714126-1"	"1714126-1"	"Approximately 4 to 5 days after shot, hands were swollen each morning, joints were achy and painful.  On the day of the second shot (1 month later) symptoms were still present and were told to the vaccine administrator.  Second shot was given, within 1 to 2 days of the second shot, swelling began in feet, more joints became affected including hips, shoulders, jaw, knees etc.  Waited 1 month after 2nd dose to see primary care doctor due to worsening symptoms.  Bloodwork was performed and a Prednisone taper was prescribed.  Prednisone taper worked, once discontinued symptoms returned and became severe, limiting mobility to the point of not being able to get out of bed.  Bloodwork came back and antibodies that were never present in prior bloodwork were now present and indicated active systemic lupus with low blood compliment levels.  Referred to a Rheumatologist for further lifelong treatment."
	"MODERNA"	"591"	"Connecticut"	"09"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"1714126-1"	"1714126-1"	"Approximately 4 to 5 days after shot, hands were swollen each morning, joints were achy and painful.  On the day of the second shot (1 month later) symptoms were still present and were told to the vaccine administrator.  Second shot was given, within 1 to 2 days of the second shot, swelling began in feet, more joints became affected including hips, shoulders, jaw, knees etc.  Waited 1 month after 2nd dose to see primary care doctor due to worsening symptoms.  Bloodwork was performed and a Prednisone taper was prescribed.  Prednisone taper worked, once discontinued symptoms returned and became severe, limiting mobility to the point of not being able to get out of bed.  Bloodwork came back and antibodies that were never present in prior bloodwork were now present and indicated active systemic lupus with low blood compliment levels.  Referred to a Rheumatologist for further lifelong treatment."
	"MODERNA"	"591"	"Connecticut"	"09"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"1427992-1"	"1427992-1"	"First Dose:   I took Moderna COVID19 vaccine and passed out immediately onsite. One of the nurse have to call in ambulance services , they checked ECG and transported me to nearby hospital's emergency department. Where I received 3-4 hours of emergency treatment ( a bed, re-do ECG, an emergency doctor's visit and Benadryl I.V. injection). All this life threatening events occured to me because of Moderna COVID19 vaccine. I was very excited and walk on my feet to clinic to take vaccine but I have to go in ambulance and face all this difficulties at the cost of my job day off and all other related inconvenience.    Both ambulatory services and hospital sent a huge bills, which upon my request, they submitted to my health insurance plan. Insurance company paid some amount but not in full. Insurance company said there is no government mandate for insurance companies to pay COVID-19 vaccine related emergiencies. so, they are not liable.     Second Dose:   Despite all this challenges, I decided to go for second dose to protect myself and the people of the from COVID-19. Again the same above story repeated even during the second dose. and they send bills to me.    Now there are close to $3000 bills on me due to above circumstances, which I don't think appropriate for me to pay. I was simply aiming for safety for myself and other general public by getting myself vaccinated without any prior knowledge of this could cost me financially and dangerous to my own health. I was simply following CDC guideline and suggestion.  In this situation, could you help me financial assistant or request ambulatory services and health to waive my financial obligations? Also, I request you to ask Moderna to reimburse for the cost of adverse effects of their vaccines."
	"MODERNA"	"591"	"Connecticut"	"09"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1427992-1"	"1427992-1"	"First Dose:   I took Moderna COVID19 vaccine and passed out immediately onsite. One of the nurse have to call in ambulance services , they checked ECG and transported me to nearby hospital's emergency department. Where I received 3-4 hours of emergency treatment ( a bed, re-do ECG, an emergency doctor's visit and Benadryl I.V. injection). All this life threatening events occured to me because of Moderna COVID19 vaccine. I was very excited and walk on my feet to clinic to take vaccine but I have to go in ambulance and face all this difficulties at the cost of my job day off and all other related inconvenience.    Both ambulatory services and hospital sent a huge bills, which upon my request, they submitted to my health insurance plan. Insurance company paid some amount but not in full. Insurance company said there is no government mandate for insurance companies to pay COVID-19 vaccine related emergiencies. so, they are not liable.     Second Dose:   Despite all this challenges, I decided to go for second dose to protect myself and the people of the from COVID-19. Again the same above story repeated even during the second dose. and they send bills to me.    Now there are close to $3000 bills on me due to above circumstances, which I don't think appropriate for me to pay. I was simply aiming for safety for myself and other general public by getting myself vaccinated without any prior knowledge of this could cost me financially and dangerous to my own health. I was simply following CDC guideline and suggestion.  In this situation, could you help me financial assistant or request ambulatory services and health to waive my financial obligations? Also, I request you to ask Moderna to reimburse for the cost of adverse effects of their vaccines."
	"MODERNA"	"591"	"Connecticut"	"09"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"0974244-1"	"0974244-1"	""PT shared that she had a history of allergic reaction to multiple antibiotics. PT denied that she had had an anaphylactic response and stated she did not carry an epi-pen. PT confirmed reading the fact sheet and review of the pre-vaccination questionnaire prior to coming to the clinic.  At 5-10 min, RN checked with Patient. She stated she was feeling okay. She was reassured by RN that EMT staff were on site if she had any concerns. Pt stated ""Yes, I work at the police department.  They are the reason I came here for the vaccine.""  Within 20 min. of admin. she reported hives and itchy.  Pt was imm. moved to the paramedic team, emergency care was initiated.  Transfered to  Hosp. ED""
	"MODERNA"	"591"	"Connecticut"	"09"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"0974244-1"	"0974244-1"	""PT shared that she had a history of allergic reaction to multiple antibiotics. PT denied that she had had an anaphylactic response and stated she did not carry an epi-pen. PT confirmed reading the fact sheet and review of the pre-vaccination questionnaire prior to coming to the clinic.  At 5-10 min, RN checked with Patient. She stated she was feeling okay. She was reassured by RN that EMT staff were on site if she had any concerns. Pt stated ""Yes, I work at the police department.  They are the reason I came here for the vaccine.""  Within 20 min. of admin. she reported hives and itchy.  Pt was imm. moved to the paramedic team, emergency care was initiated.  Transfered to  Hosp. ED""
	"MODERNA"	"591"	"Connecticut"	"09"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"0974244-1"	"0974244-1"	""PT shared that she had a history of allergic reaction to multiple antibiotics. PT denied that she had had an anaphylactic response and stated she did not carry an epi-pen. PT confirmed reading the fact sheet and review of the pre-vaccination questionnaire prior to coming to the clinic.  At 5-10 min, RN checked with Patient. She stated she was feeling okay. She was reassured by RN that EMT staff were on site if she had any concerns. Pt stated ""Yes, I work at the police department.  They are the reason I came here for the vaccine.""  Within 20 min. of admin. she reported hives and itchy.  Pt was imm. moved to the paramedic team, emergency care was initiated.  Transfered to  Hosp. ED""
	"MODERNA"	"591"	"Connecticut"	"09"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1264107-1"	"1264107-1"	"A few hours after the vaccination I started to feel dizzy and get a headache. I woke a few hours later about midnight and my head was swollen on top and a very bad headache on too of my head, above, through and around  my right eye. I was throwing up and had shaking and chills. My knees and shins were very sore. My hips and lower back and groin area were very sore. I was not able to go to work the next day. Around 9PM the day after the vaccination my symptoms began to clear. However the next day my headache was still too severe to go to work and I had a rash with large itchy bumps on my right elbow which is the same spot I have scars from when I was 10 years old and a suspected case of shingles. Today it is one week after the vaccination and I am still getting headaches on my right head and eye and also my teeth and jaw are sore."
	"MODERNA"	"591"	"Connecticut"	"09"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1243736-1"	"1243736-1"	"Pt did not want this reported, since he did not know if this was related to the vaccine or not.   I tried to explain to him how VAERS works and that it is a monitoring system.  I was not able to get much info as he is in the hospital and our conversation was cut short bc of nurses in the room.  He said he would contact me after discharge.  He said he had a slow progression of cascading symptoms that lead him to being admitted (i believe) on the date he was due for his 2nd dose, which would have been 4/20.  The employee that talked to him originally said he mentioned fever and possible organ damage.  When I talked to him he mentioned possible Steven Johnson Syndrome, but a battery of tests were being run."
	"MODERNA"	"591"	"Connecticut"	"09"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1374511-1"	"1374511-1"	"Within 1 hour of receiving the vaccine, I felt sick. I didn't have a fever, but I had a runny nose, coughing, sore throat, sneezing and body aches, I was sick for a couple of days. I had to take off from work for a couple of days as well. Two months later I went to work with someone who wouldn't wear their mask properly. And then I tested for covid after that and it was positive. My thyroid started to not work properly after receiving the covid vaccine. I was sick for three weeks. I've been dealing with high blood pressure and has been hospitalized on May 20, 2021 because of it."
	"MODERNA"	"591"	"Connecticut"	"09"	"60-64 years"	"60-64"	"Life Threatening"	"LT"	"1403606-1"	"1403606-1"	"7 days after I experienced 3 seizures over a few hours and was hospitalized for 8 days. No link from the eeg could be found to any other reason except a reaction to the vaccine. No history of seizures."
	"MODERNA"	"591"	"Connecticut"	"09"	"60-64 years"	"60-64"	"Hospitalized"	"H"	"1403606-1"	"1403606-1"	"7 days after I experienced 3 seizures over a few hours and was hospitalized for 8 days. No link from the eeg could be found to any other reason except a reaction to the vaccine. No history of seizures."
	"MODERNA"	"591"	"Connecticut"	"09"	"60-64 years"	"60-64"	"Emergency Room *"	"ER"	"1403606-1"	"1403606-1"	"7 days after I experienced 3 seizures over a few hours and was hospitalized for 8 days. No link from the eeg could be found to any other reason except a reaction to the vaccine. No history of seizures."
	"MODERNA"	"591"	"Florida"	"12"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"1003083-1"	"1003083-1"	"I had previous anaphylaxis events that were treated and did not require hospitalization. I brought epinephrine pen and premedicated with Xyzal 5mg 9 hours before and Benadryl 25mg 1.5 hours before vaccine. 20 minutes after vaccine I felt flushing, nausea, low blood pressure. They had released me from the drive through vaccination site and I was driving and felt panicky, so I pulled over. I waited 10 minutes because I wasn't sure if it was anaphylaxis or not. I felt OK after 10 minutes, so I drove to nearest ER and waited in parking lot several hours then drove home. I probably should have administered epinephrine and called 911 when I had that reaction. Continued with 25mg Benadryl every 4 hours and nightly Xyzal 5mg. The next morning (24 hours later)  I woke up scratching my face. I had a diffuse sandpaper rash all over my head and neck and was very itchy. Doubled my dose of Benadryl to 50mg every 4 hours. Also took 400mg of quercetin. The itching resolved and the rash was gone the next day, which was 48 hours after vaccine. I was fatigued for several days but fatigue is my baseline as a narcoleptic plus I was taking benadryl. I continued the Benadryl for a total of 4 days. I normally do not develop rashes unless I rub against hay and I did not have any contact with hay."
	"MODERNA"	"591"	"Florida"	"12"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1371517-1"	"1371517-1"	"March 31, 2021 they give me the vaccine on my left arm, and I get an allergic reaction a few minutes later left side of my throat felt like it was swelling in my throat ganglion and my tongue became numb from the middle back and I felt obstruction in my throat, also my breath as if I was short of air. Walking home I felt my nose dry and inflamed. I took a BENADRYL and the symptom went away but it also gave me a pain in the belly for a few minutes this was 2:30 pm On the 21st and 22nd. I had another allergic reaction itchiness on my body took BENADRYL the two days had never happened to me. On April 27, 2021 I decide to apply the second dose of MODERNA and it gave me a reaction again, I applied it to my right arm and the reaction began on the right side this time my throat, my tongue and my cheek went numb in addition to what I felt like an obstruction in the throat, a few more minutes passed and the rest of my face and throat went numb and my head from the right side from back to front. I stayed there 50 minutes later I vomited liquid and accompanied by foam. On May 8 he gave me another Allergic reaction, the same inflammation in the throat and I felt obstruction, I took a BENADRYL. On May 18, I got an allergic reaction and I had to go to the emergency room. On May 19, the allergic reaction returned accompanied by soreness in my arms, while there my body began to shake, they put me in a CT scan and they told me that I had a transient ischemic attack."
	"MODERNA"	"591"	"Florida"	"12"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1371517-1"	"1371517-1"	"March 31, 2021 they give me the vaccine on my left arm, and I get an allergic reaction a few minutes later left side of my throat felt like it was swelling in my throat ganglion and my tongue became numb from the middle back and I felt obstruction in my throat, also my breath as if I was short of air. Walking home I felt my nose dry and inflamed. I took a BENADRYL and the symptom went away but it also gave me a pain in the belly for a few minutes this was 2:30 pm On the 21st and 22nd. I had another allergic reaction itchiness on my body took BENADRYL the two days had never happened to me. On April 27, 2021 I decide to apply the second dose of MODERNA and it gave me a reaction again, I applied it to my right arm and the reaction began on the right side this time my throat, my tongue and my cheek went numb in addition to what I felt like an obstruction in the throat, a few more minutes passed and the rest of my face and throat went numb and my head from the right side from back to front. I stayed there 50 minutes later I vomited liquid and accompanied by foam. On May 8 he gave me another Allergic reaction, the same inflammation in the throat and I felt obstruction, I took a BENADRYL. On May 18, I got an allergic reaction and I had to go to the emergency room. On May 19, the allergic reaction returned accompanied by soreness in my arms, while there my body began to shake, they put me in a CT scan and they told me that I had a transient ischemic attack."
	"MODERNA"	"591"	"Florida"	"12"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"2538498-1"	"2538498-1"	"4/9/21 2nd Moderna shot at 7 30ish am by 10 pm started to have a headache sever along with hit and cold chills, this lasted 2 days and the hat additional vomiting, muscle soreness all over body, muscle spaz . Headache pain was at 8 out of 10, body aches 6 out is ten. After a few days went to PCP for help. Did some blood work and scan on 4/15/21. Also referred to neurologist. After more scans and mri and LP ruled out neurology, was referred to rheumatologist more tests also in conclusive. Have not been able to work do to pain and headache. 2/23/22 went to the clinic and so Neurologistmore tests answer with NDPH and from rheumatology CSS as clinical diagnosis since there was nothing for reaction to vaccine.  As of Dec 15, 2022, still fighting sevre body pain, tingling and burning down arms and legs, brain fog, short term memory loss, waves of numbness in face nausea and  a 24/7 headache this all with that medicines  aren?t touching"
	"MODERNA"	"591"	"Florida"	"12"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1094021-1"	"1094021-1"	"Around 4pm left arm was swelling (entire) and pain. my left eye closed completely,tears and right eye barely closed. I was very sleepy was driving home.The next day I exp fatigue,diarrhea, chills and headache(right side) for the remainder of the week. I took Tylenol for headache the pain wasn't going away.I went to ER did a test for Paralysis discharged with drops for eyes. I followed up with Ophthalmology clinic they put a light to my eyes due to both being completely closed and did some test. I was told to stop using the drops from the ER because it was toxic for my eyes.Upon my discharge given instructions to due warm compress on my eyes for swelling and blurred vision. As of today I'm still ex blurred vision (both eyes) to see, hard for me to see computer,cell phone, letters."
	"MODERNA"	"591"	"Florida"	"12"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1094021-1"	"1094021-1"	"Around 4pm left arm was swelling (entire) and pain. my left eye closed completely,tears and right eye barely closed. I was very sleepy was driving home.The next day I exp fatigue,diarrhea, chills and headache(right side) for the remainder of the week. I took Tylenol for headache the pain wasn't going away.I went to ER did a test for Paralysis discharged with drops for eyes. I followed up with Ophthalmology clinic they put a light to my eyes due to both being completely closed and did some test. I was told to stop using the drops from the ER because it was toxic for my eyes.Upon my discharge given instructions to due warm compress on my eyes for swelling and blurred vision. As of today I'm still ex blurred vision (both eyes) to see, hard for me to see computer,cell phone, letters."
	"MODERNA"	"591"	"Florida"	"12"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"2538498-1"	"2538498-1"	"4/9/21 2nd Moderna shot at 7 30ish am by 10 pm started to have a headache sever along with hit and cold chills, this lasted 2 days and the hat additional vomiting, muscle soreness all over body, muscle spaz . Headache pain was at 8 out of 10, body aches 6 out is ten. After a few days went to PCP for help. Did some blood work and scan on 4/15/21. Also referred to neurologist. After more scans and mri and LP ruled out neurology, was referred to rheumatologist more tests also in conclusive. Have not been able to work do to pain and headache. 2/23/22 went to the clinic and so Neurologistmore tests answer with NDPH and from rheumatology CSS as clinical diagnosis since there was nothing for reaction to vaccine.  As of Dec 15, 2022, still fighting sevre body pain, tingling and burning down arms and legs, brain fog, short term memory loss, waves of numbness in face nausea and  a 24/7 headache this all with that medicines  aren?t touching"
	"MODERNA"	"591"	"Florida"	"12"	"60-64 years"	"60-64"	"Life Threatening"	"LT"	"0924078-1"	"0924078-1"	""Client received vaccine at approximately 3:50pm, waited in observational area x30min. Left with husband, stated that she got a few miles down the road and starting experiencing tightness in her chest and flushing. She took 50 mg of Benadryl, 30mg of prednisone and two puffs on her inhaler. She returned to the clinic, upon assessment from nursing she looked extremely flushed and anxious, she stated that she still felt tightness and that she had a history of anaphylaxis once before and had used an epi pen in the past. She had an epi pen with her and questioned whether or not she should give it to herself. BP was 190/68, pulse was normal, respirations normal, she continued to experience tightness and ""not able to catch my breath"", encouraged to use epi pen. She administered epi pen to right thigh at approximately 4:45PM, 911 called. Within a few minutes, she stated she was feeling better, less tightness in the chest, flushing was subsiding. BP at 190/70 at 4:52. EMS  on scene at 5:03pm. Vitals normal , EKG normal. Client decided not to transport with EMS.""
	"MODERNA"	"591"	"Florida"	"12"	"60-64 years"	"60-64"	"Hospitalized"	"H"	"2310269-1"	"2310269-1"	"06/10/2021 Shortly after the vaccination, my elbow began hurting again. It did go away faster than with the previous vaccine. At the beginning, I would have bad pain every month which progressed to weekly. In December 2021, I began having the pain daily that lasted around an hour or two. By February 2022, the pain would last every hour all day. I have random pain that will just fire anywhere in my body, from my toes to my head. I also have weakness and imbalance. Last week, I spent 4 days in the hospital. Through multiple tests, they discovered it had attacked my muscles. It is perhaps an auto immune attack on my muscles. I have an appointment with Rheumatologist, next week."
	"MODERNA"	"591"	"Florida"	"12"	"65-79 years"	"65-79"	"Death"	"DTH"	"0958565-1"	"0958565-1"	"Clients wife reported on 1/18/2021, that her husband died unexpectedly the day after receiving the COVID 19 vaccine. I called and spoke with her. She stated that the client had started experienced some tightness in his chest the evening of 1/11/2021. She stated that it was normal for him to have the tightness in his chest if he got stressed. She stated that she found him on the garage floor on 1/12/2021 at 2120. He was taken by ambulance to the hospital. She stated that the hospital told her that his COPD had caused him to go into arrythmia."
	"MODERNA"	"591"	"Florida"	"12"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1525925-1"	"1525925-1"	"The patient received the vaccine and 2 days later suffered a stroke"
	"MODERNA"	"591"	"Florida"	"12"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1525925-1"	"1525925-1"	"The patient received the vaccine and 2 days later suffered a stroke"
	"MODERNA"	"591"	"Florida"	"12"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1656432-1"	"1656432-1"	"shortness of breath, dizzy, tired, slurred speach, dropped blood pressure"
	"MODERNA"	"591"	"Florida"	"12"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"0958565-1"	"0958565-1"	"Clients wife reported on 1/18/2021, that her husband died unexpectedly the day after receiving the COVID 19 vaccine. I called and spoke with her. She stated that the client had started experienced some tightness in his chest the evening of 1/11/2021. She stated that it was normal for him to have the tightness in his chest if he got stressed. She stated that she found him on the garage floor on 1/12/2021 at 2120. He was taken by ambulance to the hospital. She stated that the hospital told her that his COPD had caused him to go into arrythmia."
	"MODERNA"	"591"	"Florida"	"12"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1656432-1"	"1656432-1"	"shortness of breath, dizzy, tired, slurred speach, dropped blood pressure"
	"MODERNA"	"591"	"Georgia"	"13"	"60-64 years"	"60-64"	"Permanent Disability"	"DBL"	"1924997-1"	"1924997-1"	"Left arm immediately felt a sharp hot pain traveling down arm; within hours arm began to swell, throb; Tylenol was taken for discomfort. During night pain kept patient awake and was unable to find a comfortable position for arm. Next day information was sought for adverse reaction ad was told symptoms were ?normal? . Within 48 hours patient had to be rushed to ER  for adverse reaction to vaccine."
	"MODERNA"	"591"	"Georgia"	"13"	"60-64 years"	"60-64"	"Emergency Room *"	"ER"	"1924997-1"	"1924997-1"	"Left arm immediately felt a sharp hot pain traveling down arm; within hours arm began to swell, throb; Tylenol was taken for discomfort. During night pain kept patient awake and was unable to find a comfortable position for arm. Next day information was sought for adverse reaction ad was told symptoms were ?normal? . Within 48 hours patient had to be rushed to ER  for adverse reaction to vaccine."
	"MODERNA"	"591"	"Georgia"	"13"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1292977-1"	"1292977-1"	""Patient states shortly after getting the vaccine and alone in her apt her head began to hurt and her back aching. States her chest began feeling ""funny"" and she tried calling her daughter. With no answer she called the ambulance and was transported to ER. She was told upon arrival she was having a heart attack and transferred to cath lab. Blockages were found and 3 stents placed to right coronary artery.""
	"MODERNA"	"591"	"Georgia"	"13"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1040745-1"	"1040745-1"	""1.  Pain and soreness in my muscles, bones and joints in all parts of my body.  2. It is difficult to move without pain and discomfort. 3.   ""Brain Fog""  I am unable to remember names, exact dates. 4.  Repeating the same information. 5.  Irritability, moodiness - mood disorders.""
	"MODERNA"	"591"	"Georgia"	"13"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1536380-1"	"1536380-1"	"Confusion, trouble speaking, blistered up on the left foot, skin fell over, left foot amputated."
	"MODERNA"	"591"	"Georgia"	"13"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1292977-1"	"1292977-1"	""Patient states shortly after getting the vaccine and alone in her apt her head began to hurt and her back aching. States her chest began feeling ""funny"" and she tried calling her daughter. With no answer she called the ambulance and was transported to ER. She was told upon arrival she was having a heart attack and transferred to cath lab. Blockages were found and 3 stents placed to right coronary artery.""
	"MODERNA"	"591"	"Georgia"	"13"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1536380-1"	"1536380-1"	"Confusion, trouble speaking, blistered up on the left foot, skin fell over, left foot amputated."
	"MODERNA"	"591"	"Georgia"	"13"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"2250023-1"	"2250023-1"	""Moderna COVID-19 Vaccine EUA  Patient states: ""On Thursday afternoon, I started feeling bad. On Friday morning, I could not get out of bed. My husband had to push me out of the bed and I fell  in the bathroom because my left leg was numb and hurting. I fell again in the kitchen. My husband got a chair up under me and drove me to the hospital. They gave me IV fluids and medications. They gave me some medicine for pain. My arm was swollen, with red streaks going down my arm. It was my left arm and left leg that was affected. I was admitted to the hospital and on Saturday they checked my strength on my left side and it was still real weak. I was discharged Sunday, 04/24/2022 when I was able to walk again. I am still weak today, 04/25/2022.""""
	"MODERNA"	"591"	"Georgia"	"13"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1292977-1"	"1292977-1"	""Patient states shortly after getting the vaccine and alone in her apt her head began to hurt and her back aching. States her chest began feeling ""funny"" and she tried calling her daughter. With no answer she called the ambulance and was transported to ER. She was told upon arrival she was having a heart attack and transferred to cath lab. Blockages were found and 3 stents placed to right coronary artery.""
	"MODERNA"	"591"	"Georgia"	"13"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"2250023-1"	"2250023-1"	""Moderna COVID-19 Vaccine EUA  Patient states: ""On Thursday afternoon, I started feeling bad. On Friday morning, I could not get out of bed. My husband had to push me out of the bed and I fell  in the bathroom because my left leg was numb and hurting. I fell again in the kitchen. My husband got a chair up under me and drove me to the hospital. They gave me IV fluids and medications. They gave me some medicine for pain. My arm was swollen, with red streaks going down my arm. It was my left arm and left leg that was affected. I was admitted to the hospital and on Saturday they checked my strength on my left side and it was still real weak. I was discharged Sunday, 04/24/2022 when I was able to walk again. I am still weak today, 04/25/2022.""""
	"MODERNA"	"591"	"Hawaii"	"15"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1144946-1"	"1144946-1"	"patient received dose #2, then had a total of 5 ED visits for dyspnea and other symptoms including overnight admission.  patient with bilateral, sub segmental pulmonary emboli.  no prior history of PE, is a long distance runner.  received at outreach clinic due to being a teacher"
	"MODERNA"	"591"	"Hawaii"	"15"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1144946-1"	"1144946-1"	"patient received dose #2, then had a total of 5 ED visits for dyspnea and other symptoms including overnight admission.  patient with bilateral, sub segmental pulmonary emboli.  no prior history of PE, is a long distance runner.  received at outreach clinic due to being a teacher"
	"MODERNA"	"591"	"Idaho"	"16"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"1015352-1"	"1015352-1"	"Tachycardia and Bright red Rash within 5-10 min of dose. Closing of throat, headache and blurred vision.  EMS called. Epi pen and IM Benadryl.  Severe arm pain with rash and blisters near injection site within 2 hours of injection."
	"MODERNA"	"591"	"Idaho"	"16"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1015352-1"	"1015352-1"	"Tachycardia and Bright red Rash within 5-10 min of dose. Closing of throat, headache and blurred vision.  EMS called. Epi pen and IM Benadryl.  Severe arm pain with rash and blisters near injection site within 2 hours of injection."
	"MODERNA"	"591"	"Illinois"	"17"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"1007047-1"	"1007047-1"	"6 minutes after receiving vaccine patient reported that her tongue was starting to swell and that her heart was racing.  Staff called 911 immediately.  Pulse was 166-169, BP 125/88, O2 sat 97%.  No wheezing, and the patient was moving air and talking.  I had an epi-pen on hand but waited since patient was moving air and had such a high HR.  After a few minutes patient reported she felt better and that her tongue was still swollen but not any more so; HR 120s, O2 sat 97%.  EMTs arrived 10:39 a.m., got the same VS, and they decided not to give epinephrine.  Patient was initially reluctant to be transported by ambulance and intended to have sister drive her to ED.  However she reported her tongue was overlapping her teeth all the way around, and was persuaded to go by ambulance.  She walked out of public health clinic into ambulance.  She was treated with IV Benadryl and steroids.  The ED doctor diagnosed anaphylactic reaction but also did not give epinephrine due to tachycardia.  She felt better, but 4 hours afterward she did have a rebound reaction and was treated with more Benadryl and again felt better.  She was discharged from the ED with 2 epi-pens.  She currently feels well.  States that they are having her take PO Benadryl q 4 hours x 48 hours.  She was treated in the emergency department."
	"MODERNA"	"591"	"Illinois"	"17"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"1233383-1"	"1233383-1"	"After her observation she returned and grabbed neck stated hard to swallow and tight   positive cough and hives   1 amp epinephrine given and had to repeat as symptoms came back  then 911 called"
	"MODERNA"	"591"	"Illinois"	"17"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1007047-1"	"1007047-1"	"6 minutes after receiving vaccine patient reported that her tongue was starting to swell and that her heart was racing.  Staff called 911 immediately.  Pulse was 166-169, BP 125/88, O2 sat 97%.  No wheezing, and the patient was moving air and talking.  I had an epi-pen on hand but waited since patient was moving air and had such a high HR.  After a few minutes patient reported she felt better and that her tongue was still swollen but not any more so; HR 120s, O2 sat 97%.  EMTs arrived 10:39 a.m., got the same VS, and they decided not to give epinephrine.  Patient was initially reluctant to be transported by ambulance and intended to have sister drive her to ED.  However she reported her tongue was overlapping her teeth all the way around, and was persuaded to go by ambulance.  She walked out of public health clinic into ambulance.  She was treated with IV Benadryl and steroids.  The ED doctor diagnosed anaphylactic reaction but also did not give epinephrine due to tachycardia.  She felt better, but 4 hours afterward she did have a rebound reaction and was treated with more Benadryl and again felt better.  She was discharged from the ED with 2 epi-pens.  She currently feels well.  States that they are having her take PO Benadryl q 4 hours x 48 hours.  She was treated in the emergency department."
	"MODERNA"	"591"	"Illinois"	"17"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1233383-1"	"1233383-1"	"After her observation she returned and grabbed neck stated hard to swallow and tight   positive cough and hives   1 amp epinephrine given and had to repeat as symptoms came back  then 911 called"
	"MODERNA"	"591"	"Illinois"	"17"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1396079-1"	"1396079-1"	"The night of the vaccine I spiked a fever of 103.0 that lasted 3 days along with chills, vomiting and body aches. On May 10th I started having problems breathing, I was having coughing fits, trouble getting air and was brought to the emergency room on on May 11th. They did chest xrays, have me albuterol treatments and steroids and sent me home. I tried to go to work on May 13th ( I work at a doctors office) and I was immediately sent to the hospital as I went into respiratory distress with my oxygen levels in the low 80's. I was given more steroids, IV steroids and sent home with an inhaler. I went to my primary care physician for a follow up on May 17th  I was still having trouble breathing, was given 2 breathing treatments at the doctors office and then they called an ambulance for me to take me to the hospital for respiratory distress. I was admitted to the hospital for 4 days where I was given 2 IVs, more chest x-rays, a CT, I.V. steroids, epinephrine,  and breathing treatments every 3-4 hours or as needed. At one point they considered intubating me to let my lungs rest as I could not breathe and would cough until I vomited. No one could figure out the cause and assume it was a vaccine reaction. I was then sent home with at home Duo nebulizer treatments, inhaled steroids, and cough syrup. I also had a lung function test done."
	"MODERNA"	"591"	"Illinois"	"17"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1396079-1"	"1396079-1"	"The night of the vaccine I spiked a fever of 103.0 that lasted 3 days along with chills, vomiting and body aches. On May 10th I started having problems breathing, I was having coughing fits, trouble getting air and was brought to the emergency room on on May 11th. They did chest xrays, have me albuterol treatments and steroids and sent me home. I tried to go to work on May 13th ( I work at a doctors office) and I was immediately sent to the hospital as I went into respiratory distress with my oxygen levels in the low 80's. I was given more steroids, IV steroids and sent home with an inhaler. I went to my primary care physician for a follow up on May 17th  I was still having trouble breathing, was given 2 breathing treatments at the doctors office and then they called an ambulance for me to take me to the hospital for respiratory distress. I was admitted to the hospital for 4 days where I was given 2 IVs, more chest x-rays, a CT, I.V. steroids, epinephrine,  and breathing treatments every 3-4 hours or as needed. At one point they considered intubating me to let my lungs rest as I could not breathe and would cough until I vomited. No one could figure out the cause and assume it was a vaccine reaction. I was then sent home with at home Duo nebulizer treatments, inhaled steroids, and cough syrup. I also had a lung function test done."
	"MODERNA"	"591"	"Illinois"	"17"	"50-59 years"	"50-59"	"Life Threatening"	"LT"	"1401314-1"	"1401314-1"	"Around 6:30 p.m. my skin started to burn all over my face begin to swell shortly after that my tongue and throat begin to swell I feel pressure on my chest I can barely breathe when I was put into the ambulance I passed out when I woke back up the symptoms seems to have gotten worse the EMT called in a head to the hospital and ask what to do she was told to give me an EpiPen as we got closer to the hospital I begin to shake and tremble uncontrollably that lasted for at least another 30 40 minutes after being admitted to the emergency room my diagnosis was anaphylaxis."
	"MODERNA"	"591"	"Illinois"	"17"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"2189138-1"	"2189138-1"	"Losing the ability to move my arms"
	"MODERNA"	"591"	"Illinois"	"17"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1498642-1"	"1498642-1"	"I had a headache. I was very fatigued. I had a fever and diarrhea. I had chills, sweats and I actually missed two days of work after that. I went to the ER July 5th at 4AM. I was vomiting and started having pain in my left jaw. I started having a cough and felt like my chest was filling up with fluid. My husband took me to the ER. They did run bloodwork, and everything came back negative, and it showed something for my EKG. The next day they gave me a stress test which was medication induced. It was found during this test that I had an anomality which they transported me to hospital. I was admitted to hospital on the telemetry where they had me hooked up to a heart monitor and scheduled me for an angiogram. They went through my wrist instead of the artery of my leg. On Thursday, I was released from the hospital. They changed my meds due to the test results at that time."
	"MODERNA"	"591"	"Illinois"	"17"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1401314-1"	"1401314-1"	"Around 6:30 p.m. my skin started to burn all over my face begin to swell shortly after that my tongue and throat begin to swell I feel pressure on my chest I can barely breathe when I was put into the ambulance I passed out when I woke back up the symptoms seems to have gotten worse the EMT called in a head to the hospital and ask what to do she was told to give me an EpiPen as we got closer to the hospital I begin to shake and tremble uncontrollably that lasted for at least another 30 40 minutes after being admitted to the emergency room my diagnosis was anaphylaxis."
	"MODERNA"	"591"	"Illinois"	"17"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1498642-1"	"1498642-1"	"I had a headache. I was very fatigued. I had a fever and diarrhea. I had chills, sweats and I actually missed two days of work after that. I went to the ER July 5th at 4AM. I was vomiting and started having pain in my left jaw. I started having a cough and felt like my chest was filling up with fluid. My husband took me to the ER. They did run bloodwork, and everything came back negative, and it showed something for my EKG. The next day they gave me a stress test which was medication induced. It was found during this test that I had an anomality which they transported me to hospital. I was admitted to hospital on the telemetry where they had me hooked up to a heart monitor and scheduled me for an angiogram. They went through my wrist instead of the artery of my leg. On Thursday, I was released from the hospital. They changed my meds due to the test results at that time."
	"MODERNA"	"591"	"Illinois"	"17"	"60-64 years"	"60-64"	"Permanent Disability"	"DBL"	"1654077-1"	"1654077-1"	"VISUAL DISTURBANCE  SHORTNESS OF BREATH  SLEEP DISTURBANCE  ANXIETY FATIGUE LEG SWELLING NECK AND BACK PAIN  COVID MULTIPLE INFLAMMATORY SYNDROME   COAGULOPATHYT"
	"MODERNA"	"591"	"Illinois"	"17"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1163003-1"	"1163003-1"	"Acute GI bleed, hematemesis 3/28 occurred 1 hour after 2nd COVID-19 vaccine"
	"MODERNA"	"591"	"Illinois"	"17"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1778842-1"	"1778842-1"	"Heart Attack approximately 20-30 minutes after receiving 2nd dose.  8 days in Hospital  1or 2 days on a ventilator 4 stents  initially then 6 more stents put in to me at beginning of May"
	"MODERNA"	"591"	"Illinois"	"17"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1954786-1"	"1954786-1"	"Lost feeling, fell down. Transferred to Hospital. At first Doctors treated her for A-fib. Then neurologist seen her, diagnosed as Guillain Barre Syndrome."
	"MODERNA"	"591"	"Illinois"	"17"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1148336-1"	"1148336-1"	"3/26/21 HPI: 72 y.o. male who presents with SLURRED SPEECH, WEAKNESS AND CONFUSION.  PT SENT OVER FROM DOCTOR'S OFFICE WHERE WAS NOTED TO HAVE ACCUCHECK OF 59.  PT STATES HAS NOT EATEN SINCE 7 AM AND HAD EGGS AND SAUSAGE.  PT HAD SECOND COVID VACCINE TODAY AND HAS TAKEN ALL HIS MEDS INCLUDING INSULIN AT REGULAR TIMES.  PT DENIES ANY RECENT ILLNESS. PT WAS RECENTLY HOSPITALIZED 3/5/2021 FOR CELLULITIS AND DECONDITIONING AND IS GETTING HOME HEALTH FOR PT.  3/26/21 Transferred to HOME MEDICAL dx: inferior MI, hypoglycemia, right middle lob pulmonary infiltrate 3/30/21 returning to HOSPITAL for swingbed admission"
	"MODERNA"	"591"	"Illinois"	"17"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1163003-1"	"1163003-1"	"Acute GI bleed, hematemesis 3/28 occurred 1 hour after 2nd COVID-19 vaccine"
	"MODERNA"	"591"	"Illinois"	"17"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1229283-1"	"1229283-1"	"3/21 admit HPI: 80-year-old white female with a past medical history for oxygen-dependent COPD who presents to the emergency room today due to falls and possible confusion.  According to the family member, he does not think her oxygen was set at the right level.  He thinks it was set up higher because she tends to get confused and fall when this happens.  The patient really has fallen twice of late.  She said she aches all over. She also cites dizziness when she stands up.   Because of the symptomatology, she came to the emergency room for evaluation.  Workup, including chest x-ray imaging, was fairly unremarkable.  The patient did not, however, feel safe going directly home.  At the present again, she just feels achy.  There is no chest pain or shortness of breath.  No abdominal pain or urinary symptoms.  No rash.  3/26/21 admitted 80 y.o. female with a PMH notable for COPD, atrial fibrillation, hypertension, diabetes and obesity who presented on 3/26/2021 for evaluation of physical deconditioning.  Patient presents to our facility yesterday after hospital stay from hospital from 03/21 through 3/26/2021.    Hospital course - The patient is an 80-year-old white female with a past medical history for oxygen-dependent COPD who presents to the emergency room today due to falls and possible confusion.  According to the family member, he does not think her oxygen was set at the right level.  He thinks it was set up higher because she tends to get confused and fall when this happens. The patient really has fallen twice of late.  She said she aches all over. She also states dizziness when she stands up.   Because of the symptomatology, she came to the emergency room for evaluation.  Workup, including chest x-ray imaging, was fairly unremarkable.  The patient did not, however, feel safe going directly home.  In ER, patient's ABG showed significant CO2 retention. Pt is supposed to be using CPAP at home but admits it has not been used lately because of some problem with the machine.    Since admit, patient admitted to pain in her back. CT spine showed L1 compression fracture which appeared new. PT worked with patient and felt she should go to rehab for continued therapies.Neurosurgery has ordered bracing for patient. No surgical intervention required. They also consulted neurology for myoclonic jerking and essential tremor.  Patient is then to follow-up with neuro surgery and 3-4 weeks.  4/17 ER: 80 y.o. female who presents with increased somnolence and lethargy.  Patient was discharged from the hospital 2 days ago after having a stay on swing bed.  She has multiple medical problems and was admitted following a hospitalization at Hospital.  She has generalized debilitation and advanced COPD with CO2 retention.  Patient has been instructed to utilize a BiPAP machine.  According to her family, she has been none a compliant with this and did not utilize it last night.  Patient noted this morning that she was somnolent and lethargic.  Prior to that she had been doing well since discharge.  Other than the lethargy and somnolence there are no other complaints. 4/18/21  ER to admit: dx sepsis  80 y/o F with PMHx COPD with chronic CO2 retention and respiratory failure on 2L NC, OSA, non-compliant with CPAP, myoclonic jerks, essential tremor, type 2 DM, HTN, paroxysmal a.fib on eliquis, essential tremor and recurrent falls with recent L1 compression fracture s/p brace placement, presented to ED on 4/18/2021 for shaking and AMS."
	"MODERNA"	"591"	"Illinois"	"17"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1778842-1"	"1778842-1"	"Heart Attack approximately 20-30 minutes after receiving 2nd dose.  8 days in Hospital  1or 2 days on a ventilator 4 stents  initially then 6 more stents put in to me at beginning of May"
	"MODERNA"	"591"	"Illinois"	"17"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1954786-1"	"1954786-1"	"Lost feeling, fell down. Transferred to Hospital. At first Doctors treated her for A-fib. Then neurologist seen her, diagnosed as Guillain Barre Syndrome."
	"MODERNA"	"591"	"Illinois"	"17"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1148336-1"	"1148336-1"	"3/26/21 HPI: 72 y.o. male who presents with SLURRED SPEECH, WEAKNESS AND CONFUSION.  PT SENT OVER FROM DOCTOR'S OFFICE WHERE WAS NOTED TO HAVE ACCUCHECK OF 59.  PT STATES HAS NOT EATEN SINCE 7 AM AND HAD EGGS AND SAUSAGE.  PT HAD SECOND COVID VACCINE TODAY AND HAS TAKEN ALL HIS MEDS INCLUDING INSULIN AT REGULAR TIMES.  PT DENIES ANY RECENT ILLNESS. PT WAS RECENTLY HOSPITALIZED 3/5/2021 FOR CELLULITIS AND DECONDITIONING AND IS GETTING HOME HEALTH FOR PT.  3/26/21 Transferred to HOME MEDICAL dx: inferior MI, hypoglycemia, right middle lob pulmonary infiltrate 3/30/21 returning to HOSPITAL for swingbed admission"
	"MODERNA"	"591"	"Illinois"	"17"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1163003-1"	"1163003-1"	"Acute GI bleed, hematemesis 3/28 occurred 1 hour after 2nd COVID-19 vaccine"
	"MODERNA"	"591"	"Illinois"	"17"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1229283-1"	"1229283-1"	"3/21 admit HPI: 80-year-old white female with a past medical history for oxygen-dependent COPD who presents to the emergency room today due to falls and possible confusion.  According to the family member, he does not think her oxygen was set at the right level.  He thinks it was set up higher because she tends to get confused and fall when this happens.  The patient really has fallen twice of late.  She said she aches all over. She also cites dizziness when she stands up.   Because of the symptomatology, she came to the emergency room for evaluation.  Workup, including chest x-ray imaging, was fairly unremarkable.  The patient did not, however, feel safe going directly home.  At the present again, she just feels achy.  There is no chest pain or shortness of breath.  No abdominal pain or urinary symptoms.  No rash.  3/26/21 admitted 80 y.o. female with a PMH notable for COPD, atrial fibrillation, hypertension, diabetes and obesity who presented on 3/26/2021 for evaluation of physical deconditioning.  Patient presents to our facility yesterday after hospital stay from hospital from 03/21 through 3/26/2021.    Hospital course - The patient is an 80-year-old white female with a past medical history for oxygen-dependent COPD who presents to the emergency room today due to falls and possible confusion.  According to the family member, he does not think her oxygen was set at the right level.  He thinks it was set up higher because she tends to get confused and fall when this happens. The patient really has fallen twice of late.  She said she aches all over. She also states dizziness when she stands up.   Because of the symptomatology, she came to the emergency room for evaluation.  Workup, including chest x-ray imaging, was fairly unremarkable.  The patient did not, however, feel safe going directly home.  In ER, patient's ABG showed significant CO2 retention. Pt is supposed to be using CPAP at home but admits it has not been used lately because of some problem with the machine.    Since admit, patient admitted to pain in her back. CT spine showed L1 compression fracture which appeared new. PT worked with patient and felt she should go to rehab for continued therapies.Neurosurgery has ordered bracing for patient. No surgical intervention required. They also consulted neurology for myoclonic jerking and essential tremor.  Patient is then to follow-up with neuro surgery and 3-4 weeks.  4/17 ER: 80 y.o. female who presents with increased somnolence and lethargy.  Patient was discharged from the hospital 2 days ago after having a stay on swing bed.  She has multiple medical problems and was admitted following a hospitalization at Hospital.  She has generalized debilitation and advanced COPD with CO2 retention.  Patient has been instructed to utilize a BiPAP machine.  According to her family, she has been none a compliant with this and did not utilize it last night.  Patient noted this morning that she was somnolent and lethargic.  Prior to that she had been doing well since discharge.  Other than the lethargy and somnolence there are no other complaints. 4/18/21  ER to admit: dx sepsis  80 y/o F with PMHx COPD with chronic CO2 retention and respiratory failure on 2L NC, OSA, non-compliant with CPAP, myoclonic jerks, essential tremor, type 2 DM, HTN, paroxysmal a.fib on eliquis, essential tremor and recurrent falls with recent L1 compression fracture s/p brace placement, presented to ED on 4/18/2021 for shaking and AMS."
	"MODERNA"	"591"	"Illinois"	"17"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1778842-1"	"1778842-1"	"Heart Attack approximately 20-30 minutes after receiving 2nd dose.  8 days in Hospital  1or 2 days on a ventilator 4 stents  initially then 6 more stents put in to me at beginning of May"
	"MODERNA"	"591"	"Indiana"	"18"	"60-64 years"	"60-64"	"Death"	"DTH"	"1365034-1"	"1365034-1"	"unknown"
	"MODERNA"	"591"	"Indiana"	"18"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1052662-1"	"1052662-1"	"Went to pcp two hours after vaccine. EKG given and was told by my doctor I was in AFIB and needed to go to the ER immediately. Spent a couple hours in the ER and then admitted for six days. I am still in AFIB"
	"MODERNA"	"591"	"Indiana"	"18"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1217817-1"	"1217817-1"	"Immediately I could taste a metallic salty taste in my throat. About 1 minute later my throat was burning and itching and I began coughing. The nurses put me in a room with another nurse, gave me cold water and watched me.  5 minutes later I began feeling dizzy and nauseated.  My throat seemed to settle a bit and I finally told them I felt good enough to leave about 45 minutes later.  Around 5 pm  my throat was still burning and throbbing, so I took a benedryl, claritin and a pecid. My head felt fuzzy.  I ate ice cream for dinner because my throat kept throbbing and I was still nauseated.  I went to bed at 6 PM and around 10 PM I woke up with my throat throbbing and burning and I ached all over as if I'd been beaten in my sleep.  I considered using my epi pen, but took another claritin and Hydrocondone instead because I never had trouble breathing and my lips didn't swell.  The worst was the swollen, itchy, throbbing throat and body aches.  By morning my throat had cleared up, but the body aches and headaches, and fuzzy headed are still with me 10 days later. I feel permanently damaged by the vaccine."
	"MODERNA"	"591"	"Indiana"	"18"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1052662-1"	"1052662-1"	"Went to pcp two hours after vaccine. EKG given and was told by my doctor I was in AFIB and needed to go to the ER immediately. Spent a couple hours in the ER and then admitted for six days. I am still in AFIB"
	"MODERNA"	"591"	"Indiana"	"18"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"2225418-1"	"2225418-1"	""The injection was given on 03/03/21. The next day, 03/04/21, I woke up from sleeping to have my middle left finger's first joint above the fingernail bent downward; appears to look like osteoarthritis; however, I have no arthritis elsewhere. My fingernail is now bent inwards into the skin such as ingrown toenails do. It's painful, hard to use, and has never gone away. I think this synchronized with the COVID-19 vaccination. My Dr. already knows about this as I showed him. Arthritis is an autoimmune disorder and the vaccination ""hits"" the autoimmune system as well.""
	"MODERNA"	"591"	"Indiana"	"18"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1052662-1"	"1052662-1"	"Went to pcp two hours after vaccine. EKG given and was told by my doctor I was in AFIB and needed to go to the ER immediately. Spent a couple hours in the ER and then admitted for six days. I am still in AFIB"
	"MODERNA"	"591"	"Indiana"	"18"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1052662-1"	"1052662-1"	"Went to pcp two hours after vaccine. EKG given and was told by my doctor I was in AFIB and needed to go to the ER immediately. Spent a couple hours in the ER and then admitted for six days. I am still in AFIB"
	"MODERNA"	"591"	"Iowa"	"19"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"0959400-1"	"0959400-1"	"12 hours after vaccination began experiencing fever, chills, body aches, slight head ache - lasted around 12 hours Had slight pain above eye prior to getting vaccination Saw PCP on 01/08/2021 due to eye pain - had CT scan for possible aneurysm, found 2 spots on brain, thought patient had shingles On 01/10/2021 shingles rash appeared"
	"MODERNA"	"591"	"Iowa"	"19"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"1080851-1"	"1080851-1"	"Received vaccine Thursday afternoon. Waited for a half hour after receiving the vaccine, as there is a history of anaphylaxis. On the drive home lips began to swell and the lips felt numb. Patient went home and took some Benadryl which seemed to help.  Friday 3/5  Patient woke and her arm was swollen at the injection site and was very painful. Patient also complained of a headache at that time. Later that same day, Patient developed a rash at the injection site and intense itching all over her body including her face. Patient went to the Medical Center ER. At ER the staff evaluated her and administered IV steroids and Benadryl and sent her home with instructions to return in worsens. Saturday Patient complained that her throat began swelling and so she went back to the ER. The  ER gave more IV steroids and Benadryl, a breathing treatment (nebulizer), and gave 2 doses of epinephrine. Due to Patient's continued symptoms and gradual worsening condition the medical provider at ER felt  it necessary for Patient to be admitted, however, due to the smaller size and limited resources at ER it was decided for Patient to be transported to Hospital. Patient has remained admitted at Hospital since then, and yesterday (Sunday) she required another dose of epinephrine due to tongue swelling.  Patient reports that she is being given IV Benadryl and steroids, and she will not be discharged today. Today Patient is also reporting a burning sensation with urination."
	"MODERNA"	"591"	"Iowa"	"19"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"0959400-1"	"0959400-1"	"12 hours after vaccination began experiencing fever, chills, body aches, slight head ache - lasted around 12 hours Had slight pain above eye prior to getting vaccination Saw PCP on 01/08/2021 due to eye pain - had CT scan for possible aneurysm, found 2 spots on brain, thought patient had shingles On 01/10/2021 shingles rash appeared"
	"MODERNA"	"591"	"Iowa"	"19"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"1080851-1"	"1080851-1"	"Received vaccine Thursday afternoon. Waited for a half hour after receiving the vaccine, as there is a history of anaphylaxis. On the drive home lips began to swell and the lips felt numb. Patient went home and took some Benadryl which seemed to help.  Friday 3/5  Patient woke and her arm was swollen at the injection site and was very painful. Patient also complained of a headache at that time. Later that same day, Patient developed a rash at the injection site and intense itching all over her body including her face. Patient went to the Medical Center ER. At ER the staff evaluated her and administered IV steroids and Benadryl and sent her home with instructions to return in worsens. Saturday Patient complained that her throat began swelling and so she went back to the ER. The  ER gave more IV steroids and Benadryl, a breathing treatment (nebulizer), and gave 2 doses of epinephrine. Due to Patient's continued symptoms and gradual worsening condition the medical provider at ER felt  it necessary for Patient to be admitted, however, due to the smaller size and limited resources at ER it was decided for Patient to be transported to Hospital. Patient has remained admitted at Hospital since then, and yesterday (Sunday) she required another dose of epinephrine due to tongue swelling.  Patient reports that she is being given IV Benadryl and steroids, and she will not be discharged today. Today Patient is also reporting a burning sensation with urination."
	"MODERNA"	"591"	"Iowa"	"19"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"0959400-1"	"0959400-1"	"12 hours after vaccination began experiencing fever, chills, body aches, slight head ache - lasted around 12 hours Had slight pain above eye prior to getting vaccination Saw PCP on 01/08/2021 due to eye pain - had CT scan for possible aneurysm, found 2 spots on brain, thought patient had shingles On 01/10/2021 shingles rash appeared"
	"MODERNA"	"591"	"Iowa"	"19"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1080851-1"	"1080851-1"	"Received vaccine Thursday afternoon. Waited for a half hour after receiving the vaccine, as there is a history of anaphylaxis. On the drive home lips began to swell and the lips felt numb. Patient went home and took some Benadryl which seemed to help.  Friday 3/5  Patient woke and her arm was swollen at the injection site and was very painful. Patient also complained of a headache at that time. Later that same day, Patient developed a rash at the injection site and intense itching all over her body including her face. Patient went to the Medical Center ER. At ER the staff evaluated her and administered IV steroids and Benadryl and sent her home with instructions to return in worsens. Saturday Patient complained that her throat began swelling and so she went back to the ER. The  ER gave more IV steroids and Benadryl, a breathing treatment (nebulizer), and gave 2 doses of epinephrine. Due to Patient's continued symptoms and gradual worsening condition the medical provider at ER felt  it necessary for Patient to be admitted, however, due to the smaller size and limited resources at ER it was decided for Patient to be transported to Hospital. Patient has remained admitted at Hospital since then, and yesterday (Sunday) she required another dose of epinephrine due to tongue swelling.  Patient reports that she is being given IV Benadryl and steroids, and she will not be discharged today. Today Patient is also reporting a burning sensation with urination."
	"MODERNA"	"591"	"Iowa"	"19"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"1111684-1"	"1111684-1"	"short of breath, heart race, dizzy, rash, temp 99.9,"
	"MODERNA"	"591"	"Iowa"	"19"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1124001-1"	"1124001-1"	"Noticed low grade fever on 3/19/21 at 1400. Then on 3/20/21 reported weak, poor intake, low grade fever and vomiting. Reported to the ER 3/20/21 at 1945, admitted to observation and given IV hydration, Zofran, Tylenol and closely monitored blood sugars. Ultrasound performed to assess liver/biliary system on 3/22/21. Discharged home 3/22/21."
	"MODERNA"	"591"	"Iowa"	"19"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1967836-1"	"1967836-1"	"I had low grade fever for 5 days and after 5 days it went up to 103.0 and I was unable to get it down. I went to the hospital and was admitted. My inflammation markers were higher than a patient with cancer. My markers were around 16 when they should be around 5. I was given potassium, Tylenol, and ibuprofen to get my fever down. I was admitted around noon and had to stay in the hospital for approximately 2 days. I had to follow up with my PCP multiple times and my inflammation markers began to come back down. I still suffer from low energy levels, aches, and elevated inflammation levels. I was unable to eat initially and did not have any energy."
	"MODERNA"	"591"	"Iowa"	"19"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1124001-1"	"1124001-1"	"Noticed low grade fever on 3/19/21 at 1400. Then on 3/20/21 reported weak, poor intake, low grade fever and vomiting. Reported to the ER 3/20/21 at 1945, admitted to observation and given IV hydration, Zofran, Tylenol and closely monitored blood sugars. Ultrasound performed to assess liver/biliary system on 3/22/21. Discharged home 3/22/21."
	"MODERNA"	"591"	"Kansas"	"20"	"50-59 years"	"50-59"	"Life Threatening"	"LT"	"1272011-1"	"1272011-1"	"Around 1 and a half hour after my 2nd dose of the vaccination, 8 started feeling chest pain a fast heartbeat. My friend and her husband were about to take me to the emergency room, but I told them if I could just rest first at their house. The chest pa8n and heartbeat lasted for about 2 hours. I was not able to sleep well that night due to headache, on and off fever, muscle/body aches, feeling nauseated  and a general feeling of being unwell. I was absent from work for two days because of these  adverse reactions/side effects."
	"MODERNA"	"591"	"Kansas"	"20"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1371307-1"	"1371307-1"	"after first shot I hurt all over for 3 wks.. seemed to get better but then after 2nd I can't get control of my pain all joints and back its unreal,, my swelling is horrible, having constant problems with bathroom #1 and #2 its like I have lost control , I can not focus, I feel tired all the time... I can't function normally anymore its so sad"
	"MODERNA"	"591"	"Kansas"	"20"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"0997743-1"	"0997743-1"	""Client phoned with concerns of chest tightness and ""just didn't feel right."" Client has past med hx of a MI. Nurse was unable to establish date of previous MI""
	"MODERNA"	"591"	"Kansas"	"20"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1289770-1"	"1289770-1"	"After vaccination at 915 AM,  patient developed isolated shortness of breath at 1730. The shortness of breath was progressive and not relieved by albuterol. Presented to a local ED at 1930 where she was given an unknown dose of steroid and was, by history, hypoxic enough that intubation was discussed.  She was not intubated, but was transferred to hospital for allergy and cardiology assessment. This SOB was the only symptom that she developed. She was euvolemic on my exam today and does not appear to have had diuresis prior to my assessment. Her asthma is well controlled by history.  She was placed on high flow o2 via NC and improved substantially overnight. She was on 3L of o2 at the time of my assessment (1215) today.   There are several confounders to her case. She has a history of methamphetamine abuse and though she denies recent ingestion (last use was reportedly months ago) her UDS is positive at 0600 today."
	"MODERNA"	"591"	"Kansas"	"20"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1289770-1"	"1289770-1"	"After vaccination at 915 AM,  patient developed isolated shortness of breath at 1730. The shortness of breath was progressive and not relieved by albuterol. Presented to a local ED at 1930 where she was given an unknown dose of steroid and was, by history, hypoxic enough that intubation was discussed.  She was not intubated, but was transferred to hospital for allergy and cardiology assessment. This SOB was the only symptom that she developed. She was euvolemic on my exam today and does not appear to have had diuresis prior to my assessment. Her asthma is well controlled by history.  She was placed on high flow o2 via NC and improved substantially overnight. She was on 3L of o2 at the time of my assessment (1215) today.   There are several confounders to her case. She has a history of methamphetamine abuse and though she denies recent ingestion (last use was reportedly months ago) her UDS is positive at 0600 today."
	"MODERNA"	"591"	"Kansas"	"20"	"60-64 years"	"60-64"	"Permanent Disability"	"DBL"	"1474400-1"	"1474400-1"	"Beginning 1.5 hours after the 2nd Moderna dose, my hands began shaking, and my arm was sore. These symptoms continue today and have not gotten better.  Beginning 2 days after the shot, my left foot from my toes to my ankle turned black and green.  Beginning 1 week after the shot, my toes turned purple; this has continued on and off since May 5, 2021.  Beginning 2 weeks after the shot, the lymph nodes in my neck, roof of my mouth, nose, and ears were swollen and tender. At random times, I would get hot and begin to sweat profusely 2-3 times per day, and my ears would get extremely red. At this time, my temperature would be between 100F and 101F, and my blood pressure was elevated. These symptoms lasted about 4 weeks.  Beginning 3 weeks after the shot, I developed a walnut-sized, squishy knot on the inside of the joint of my left elbow. I also began losing the hair in my armpits and have since completely lost all the hair in my armpits and on my legs.   Beginning 4 weeks after the shot, I developed a golf-ball-sized, squishy knot on the inside of my right knee, similar to the one that appeared on my elbow. I also developed a walnut-sized, squishy knot on my left knee just below the kneecap.  Beginning 5 weeks after the shot, I developed shin splints but had not completed any running or other activities that could explain the tenderness in my shins.  Beginning 6 weeks after the shot, I noticed a loss of muscle mass in my arms and legs.   Beginning 7 weeks after the shot, I have had severe chest pain three times. Each felt like I was having a heart attack; 2 times were in the middle of the night and 1 time was early in the morning.   Beginning 8 weeks after the shot, I began getting lightheaded at random which has caused me to fall multiple times. In addition, I have begun bruising very easily; the bruises take weeks to heal. My left eye is also extremely tender and waters more than normal.   Beginning 9 weeks after the shot, I notice that I have begun drooling even though I have never drooled in the past. My gums occasionally feel tender when I brush my teeth."
	"MODERNA"	"591"	"Kansas"	"20"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1129967-1"	"1129967-1"	"Pt. arrived just prior to the clinic at 4:00pm  for her scheduled vaccination.  While there she informed the educator and the vaccinator that she had unknown environmental allergies and indicated that she had a history of anaphylaxis.  She and the nurse reviewed the ingredients in the fact sheet and the patient stated that she was not aware/did not have any allergies to the ingredients to the Moderna vaccine.  She stated that she had had other vaccinations Flu and pneumonia with no issues.  After discussing with the nurse, she decided to proceed with getting the vaccine.  0.5 ML of Moderna vaccine was administered to her right Deltoid at approximately 4:00 pm.  She was informed that she would need to stay and be evaluated for 30 due to her history of anaphylaxis.  At 4:17 patient reported to the monitors that she was starting to feel like her throat was tightening and that she was having difficulty breathing.  At 4:19 pm she began pulling out her epinephrine to draw it up.  RN took over for her as she was struggling and administer 0.5 mg SQ to her right lower abdomen. BP was 180/80 at 4:19 pm.  911 was called.  Pt. continued to have difficulty breathing  and talking.  At 4:27 pm 50mg Benadryl IM was administered to her right deltoid.  She was still having difficulty breathing and her respirations were rapid.  At 4:28 pm  Epinephrine 0.5mg SQ was administered to her lower left abdomen.  BP at 4:28 pm was 150/100, Pulse was 154.  At approximately 4:33 pt. reported some relief, her respirations were not noted to be as rapid but she reported continued difficulty breathing.  At approximately 4:35 EMS was on scene.  EMS intubated patient in the EMS and transported to Hospital.  Pt. is in critical condition in the ICU.  This RN called to check on patient on 03/24/2021 and it was reported by her nurse that she coded multiple times through the night and was made a DNR and will be placed on comfort care and it was anticipated she may pass in the next day or two."
	"MODERNA"	"591"	"Kansas"	"20"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1129967-1"	"1129967-1"	"Pt. arrived just prior to the clinic at 4:00pm  for her scheduled vaccination.  While there she informed the educator and the vaccinator that she had unknown environmental allergies and indicated that she had a history of anaphylaxis.  She and the nurse reviewed the ingredients in the fact sheet and the patient stated that she was not aware/did not have any allergies to the ingredients to the Moderna vaccine.  She stated that she had had other vaccinations Flu and pneumonia with no issues.  After discussing with the nurse, she decided to proceed with getting the vaccine.  0.5 ML of Moderna vaccine was administered to her right Deltoid at approximately 4:00 pm.  She was informed that she would need to stay and be evaluated for 30 due to her history of anaphylaxis.  At 4:17 patient reported to the monitors that she was starting to feel like her throat was tightening and that she was having difficulty breathing.  At 4:19 pm she began pulling out her epinephrine to draw it up.  RN took over for her as she was struggling and administer 0.5 mg SQ to her right lower abdomen. BP was 180/80 at 4:19 pm.  911 was called.  Pt. continued to have difficulty breathing  and talking.  At 4:27 pm 50mg Benadryl IM was administered to her right deltoid.  She was still having difficulty breathing and her respirations were rapid.  At 4:28 pm  Epinephrine 0.5mg SQ was administered to her lower left abdomen.  BP at 4:28 pm was 150/100, Pulse was 154.  At approximately 4:33 pt. reported some relief, her respirations were not noted to be as rapid but she reported continued difficulty breathing.  At approximately 4:35 EMS was on scene.  EMS intubated patient in the EMS and transported to Hospital.  Pt. is in critical condition in the ICU.  This RN called to check on patient on 03/24/2021 and it was reported by her nurse that she coded multiple times through the night and was made a DNR and will be placed on comfort care and it was anticipated she may pass in the next day or two."
	"MODERNA"	"591"	"Kansas"	"20"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1070583-1"	"1070583-1"	"He complained of dizziness the evening of the shot.  He went to bed and when he woke up the next morning he was having double vision.  Is eye drifted off to the side and he was too dizzy to get up.  He was taken to the hospital.  They did a CT scan which didn't give a diagnosis, and they were unable to do a MRI scan due to a medical reason,  so they could not determine for sure if he had a stroke.  They are assuming that he did have a stroke and he has oculomotor nerve paralysis on the right side.  The nurse practitioner saw him today and she reports he is doing very well now.  He had been staying in a assisted living type facility when this occurred, but he is expected to return home tomorrow."
	"MODERNA"	"591"	"Kansas"	"20"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1129967-1"	"1129967-1"	"Pt. arrived just prior to the clinic at 4:00pm  for her scheduled vaccination.  While there she informed the educator and the vaccinator that she had unknown environmental allergies and indicated that she had a history of anaphylaxis.  She and the nurse reviewed the ingredients in the fact sheet and the patient stated that she was not aware/did not have any allergies to the ingredients to the Moderna vaccine.  She stated that she had had other vaccinations Flu and pneumonia with no issues.  After discussing with the nurse, she decided to proceed with getting the vaccine.  0.5 ML of Moderna vaccine was administered to her right Deltoid at approximately 4:00 pm.  She was informed that she would need to stay and be evaluated for 30 due to her history of anaphylaxis.  At 4:17 patient reported to the monitors that she was starting to feel like her throat was tightening and that she was having difficulty breathing.  At 4:19 pm she began pulling out her epinephrine to draw it up.  RN took over for her as she was struggling and administer 0.5 mg SQ to her right lower abdomen. BP was 180/80 at 4:19 pm.  911 was called.  Pt. continued to have difficulty breathing  and talking.  At 4:27 pm 50mg Benadryl IM was administered to her right deltoid.  She was still having difficulty breathing and her respirations were rapid.  At 4:28 pm  Epinephrine 0.5mg SQ was administered to her lower left abdomen.  BP at 4:28 pm was 150/100, Pulse was 154.  At approximately 4:33 pt. reported some relief, her respirations were not noted to be as rapid but she reported continued difficulty breathing.  At approximately 4:35 EMS was on scene.  EMS intubated patient in the EMS and transported to Hospital.  Pt. is in critical condition in the ICU.  This RN called to check on patient on 03/24/2021 and it was reported by her nurse that she coded multiple times through the night and was made a DNR and will be placed on comfort care and it was anticipated she may pass in the next day or two."
	"MODERNA"	"591"	"Kansas"	"20"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1168003-1"	"1168003-1"	"Hives/itching Scratchy Throat Pruritus Angioedema of lips Urticaria"
	"MODERNA"	"591"	"Kansas"	"20"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1129967-1"	"1129967-1"	"Pt. arrived just prior to the clinic at 4:00pm  for her scheduled vaccination.  While there she informed the educator and the vaccinator that she had unknown environmental allergies and indicated that she had a history of anaphylaxis.  She and the nurse reviewed the ingredients in the fact sheet and the patient stated that she was not aware/did not have any allergies to the ingredients to the Moderna vaccine.  She stated that she had had other vaccinations Flu and pneumonia with no issues.  After discussing with the nurse, she decided to proceed with getting the vaccine.  0.5 ML of Moderna vaccine was administered to her right Deltoid at approximately 4:00 pm.  She was informed that she would need to stay and be evaluated for 30 due to her history of anaphylaxis.  At 4:17 patient reported to the monitors that she was starting to feel like her throat was tightening and that she was having difficulty breathing.  At 4:19 pm she began pulling out her epinephrine to draw it up.  RN took over for her as she was struggling and administer 0.5 mg SQ to her right lower abdomen. BP was 180/80 at 4:19 pm.  911 was called.  Pt. continued to have difficulty breathing  and talking.  At 4:27 pm 50mg Benadryl IM was administered to her right deltoid.  She was still having difficulty breathing and her respirations were rapid.  At 4:28 pm  Epinephrine 0.5mg SQ was administered to her lower left abdomen.  BP at 4:28 pm was 150/100, Pulse was 154.  At approximately 4:33 pt. reported some relief, her respirations were not noted to be as rapid but she reported continued difficulty breathing.  At approximately 4:35 EMS was on scene.  EMS intubated patient in the EMS and transported to Hospital.  Pt. is in critical condition in the ICU.  This RN called to check on patient on 03/24/2021 and it was reported by her nurse that she coded multiple times through the night and was made a DNR and will be placed on comfort care and it was anticipated she may pass in the next day or two."
	"MODERNA"	"591"	"Kansas"	"20"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1168003-1"	"1168003-1"	"Hives/itching Scratchy Throat Pruritus Angioedema of lips Urticaria"
	"MODERNA"	"591"	"Kentucky"	"21"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"1208133-1"	"1208133-1"	"I got the shot around 2 in the afternoon.  By supper time, I was feeling really nauseous and having pain in my stomach.  By bedtime I was doubled over in pain.  That lasted for several hours before my husband took me to the ER.  They found that my appendix was going to rupture and took me to emergency surgery.  I never had a problem with my appendix before then and have never had another major surgery (only other surgery was ear tubes as a child)."
	"MODERNA"	"591"	"Kentucky"	"21"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1208133-1"	"1208133-1"	"I got the shot around 2 in the afternoon.  By supper time, I was feeling really nauseous and having pain in my stomach.  By bedtime I was doubled over in pain.  That lasted for several hours before my husband took me to the ER.  They found that my appendix was going to rupture and took me to emergency surgery.  I never had a problem with my appendix before then and have never had another major surgery (only other surgery was ear tubes as a child)."
	"MODERNA"	"591"	"Kentucky"	"21"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"1586856-1"	"1586856-1"	"Arm was painful, arm was swollen, Headache, Fatigue, Fever, Slept the rest of the afternoon. Extreme fatigue, Had to go to bed early every day after that.  After I recieved  the second shot on 02/17/2021 Moderna  013M20A  It was worse. It was the same symptoms. I never recovered from the first and the second only made it worse."
	"MODERNA"	"591"	"Kentucky"	"21"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1586856-1"	"1586856-1"	"Arm was painful, arm was swollen, Headache, Fatigue, Fever, Slept the rest of the afternoon. Extreme fatigue, Had to go to bed early every day after that.  After I recieved  the second shot on 02/17/2021 Moderna  013M20A  It was worse. It was the same symptoms. I never recovered from the first and the second only made it worse."
	"MODERNA"	"591"	"Kentucky"	"21"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1586856-1"	"1586856-1"	"Arm was painful, arm was swollen, Headache, Fatigue, Fever, Slept the rest of the afternoon. Extreme fatigue, Had to go to bed early every day after that.  After I recieved  the second shot on 02/17/2021 Moderna  013M20A  It was worse. It was the same symptoms. I never recovered from the first and the second only made it worse."
	"MODERNA"	"591"	"Kentucky"	"21"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1586856-1"	"1586856-1"	"Arm was painful, arm was swollen, Headache, Fatigue, Fever, Slept the rest of the afternoon. Extreme fatigue, Had to go to bed early every day after that.  After I recieved  the second shot on 02/17/2021 Moderna  013M20A  It was worse. It was the same symptoms. I never recovered from the first and the second only made it worse."
	"MODERNA"	"591"	"Kentucky"	"21"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1151640-1"	"1151640-1"	"Per mom who called to report- about 2 hrs after vaccine on saturday 03/27/21 pt started to have a headache, she gave him some ibuprofen. He was still having headache and sick at stomach she gave him phenegran that evening. States he is paralyzed on left side of body and uses wheelchair but still gets around some on own- he fell 3 times that evening- lost strength in right arm. Monday he slept a lot of the day and when he woke up at 5pm mom states he couldnt talk right- he kept repeating words and trying to smoke a cigarette but had not cigarette in his hand.  Was taken to hospital monday evening and at hospital now- mom states some confusion and trying to be combative with nurses. Per mom doctor believed he had  a stroke on Saturday."
	"MODERNA"	"591"	"Kentucky"	"21"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1143638-1"	"1143638-1"	"Patient advised Health Dept. (at time of 2nd dose) that approximately 45 minutes after 1st Moderna vaccine that he began experiencing blood in his urine. Patient contacted PCP and was admited to for further evaluation and treatment. Pt developed pneumonia while in hospital and spent a total of 4 days inpatient. Treating physician at hospital unable to identify cause of blood in urine. DR ADVISED  THAT HE TREATED ANOTHER PATIENT  WITH SAME SYMPTOMS AFTER INITIAL COVID VACCINATION but could NOT specifically attribute cause of blood in urine to COVID vaccination."
	"MODERNA"	"591"	"Louisiana"	"22"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1818318-1"	"1818318-1"	"Slept 6 days and night - collapsed twice - still extremely weak and brain fog"
	"MODERNA"	"591"	"Maine"	"23"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1190281-1"	"1190281-1"	"High fevers. Acute respiratory failure"
	"MODERNA"	"591"	"Maine"	"23"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1190281-1"	"1190281-1"	"High fevers. Acute respiratory failure"
	"MODERNA"	"591"	"Maryland"	"24"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"1175464-1"	"1175464-1"	"At the time of my first vaccine on 1/14/21 I was 9 weeks pregnant and on lovenox for DVT and progesterone for pregnancy maintenance. On 2/5/21 I miscarried the baby and ended up hemmoraging thus requiring a blood transfusion. The fetus was sent to pathology and I was informed that at 12 weeks when I miscarried that the baby had termed at 9 weeks which was the time of my first vaccine injection."
	"MODERNA"	"591"	"Maryland"	"24"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"2038194-1"	"2038194-1"	"Immediate metallic taste in my mouth, followed by itchiness all over. The next day, my tongue felt scorched, pain in my right side, lower back and hip, which cause me to limp, itchiness and taste continued. I started having headaches and pains in my jaw on both side and severe abdominal pain, shortness of breath and it felt like a lump in my throat. My symptoms continued to get worse. I've been to the urgent care, doctor's offices and the hospital 4 times. I started having seizure/uncontrollable spasms, shortness of breath, racing heartbeat, loss of consciousness, sensation of my throat closing, chest pain and the list goes on. Each day my symptoms either gets worse or I form new ones. It's been over a week and I am still not well. Was advised to follow up with multiple specialists for treatment. Scheduled upcoming appointments.  I've been administered steroids, pain meds and muscle relaxers. I've been given little to no relief and my symptoms are continuing even after the meds."
	"MODERNA"	"591"	"Maryland"	"24"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"1175464-1"	"1175464-1"	"At the time of my first vaccine on 1/14/21 I was 9 weeks pregnant and on lovenox for DVT and progesterone for pregnancy maintenance. On 2/5/21 I miscarried the baby and ended up hemmoraging thus requiring a blood transfusion. The fetus was sent to pathology and I was informed that at 12 weeks when I miscarried that the baby had termed at 9 weeks which was the time of my first vaccine injection."
	"MODERNA"	"591"	"Maryland"	"24"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1175464-1"	"1175464-1"	"At the time of my first vaccine on 1/14/21 I was 9 weeks pregnant and on lovenox for DVT and progesterone for pregnancy maintenance. On 2/5/21 I miscarried the baby and ended up hemmoraging thus requiring a blood transfusion. The fetus was sent to pathology and I was informed that at 12 weeks when I miscarried that the baby had termed at 9 weeks which was the time of my first vaccine injection."
	"MODERNA"	"591"	"Maryland"	"24"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"2038194-1"	"2038194-1"	"Immediate metallic taste in my mouth, followed by itchiness all over. The next day, my tongue felt scorched, pain in my right side, lower back and hip, which cause me to limp, itchiness and taste continued. I started having headaches and pains in my jaw on both side and severe abdominal pain, shortness of breath and it felt like a lump in my throat. My symptoms continued to get worse. I've been to the urgent care, doctor's offices and the hospital 4 times. I started having seizure/uncontrollable spasms, shortness of breath, racing heartbeat, loss of consciousness, sensation of my throat closing, chest pain and the list goes on. Each day my symptoms either gets worse or I form new ones. It's been over a week and I am still not well. Was advised to follow up with multiple specialists for treatment. Scheduled upcoming appointments.  I've been administered steroids, pain meds and muscle relaxers. I've been given little to no relief and my symptoms are continuing even after the meds."
	"MODERNA"	"591"	"Maryland"	"24"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1260622-1"	"1260622-1"	"Extreme headache, experienced with both dose one and two; resulting in random  but historically  and employment significant memory loss."
	"MODERNA"	"591"	"Maryland"	"24"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"2005443-1"	"2005443-1"	"tingling in hands and lightheadedness like drifting off. memory issues and attention issues, seizure-like symptoms both doses."
	"MODERNA"	"591"	"Maryland"	"24"	"50-59 years"	"50-59"	"Life Threatening"	"LT"	"1164877-1"	"1164877-1"	"Reaction started ~25mins after shot with itchy and swelling eyes. Progressed to anaphylactic reaction requiring Ambulance to ER, admission, four day stay."
	"MODERNA"	"591"	"Maryland"	"24"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1487404-1"	"1487404-1"	"Approximately 4-5 hours after the injection.....fever 102, severe muscle aches, headache, and fatigue, vomiting every 15 minutes.  Vomiting was severe enough to require treatment by primary care provider with Zofran.  Symptoms resolved by 24 hours post vaccination.  Approximately 2 weeks after injection new onset of Raynaud's, which  has persisted."
	"MODERNA"	"591"	"Maryland"	"24"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1164877-1"	"1164877-1"	"Reaction started ~25mins after shot with itchy and swelling eyes. Progressed to anaphylactic reaction requiring Ambulance to ER, admission, four day stay."
	"MODERNA"	"591"	"Maryland"	"24"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1164877-1"	"1164877-1"	"Reaction started ~25mins after shot with itchy and swelling eyes. Progressed to anaphylactic reaction requiring Ambulance to ER, admission, four day stay."
	"MODERNA"	"591"	"Maryland"	"24"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1246829-1"	"1246829-1"	""Pt started to feel ""funny"" within 3 minutes of 2nd vaccination, had tingling in mouth.  Pt took Benadryl 25 mg at 11:04. At 11:15  gave 0.5 ml of epi due to developing cough and flushing.  Pt started on 02@10L via nonrebreather by EMS.  SP02 stayed between 98%-100% during duration of treatment at clinic, lungs clear.   Sent to ER via ambulance.""
	"MODERNA"	"591"	"Maryland"	"24"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"0959293-1"	"0959293-1"	"Sudden Sensorineural Hearing Loss in left ear. Symptoms began Friday evening Jan. 8, 2021. Sounded like muffled sound in my ear, water running, ringing. Then on Saturday Jan.9, 2021 my left ear felt like it had to pop and I felt my hearing was impaired.  By Sunday evening Jan. 10, 2021, I could barely hear out of my left ear. I called MD immediately Monday morning, Jan. 11, 2021 and was seen that afternoon. I was examined and had a hearing test. I was diagnosed with SSHL and started treatment of a series of steroid injections directly into my eardrum to save my hearing immediately. I have had 2 injections and hearing test since then. The doctors feel this was a side effect of the COVID vaccine due to my compromised immune system, but not an allergic reaction, but a side effect. I had the same condition about 15 years ago from a virus."
	"MODERNA"	"591"	"Maryland"	"24"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1273522-1"	"1273522-1"	"Severe, debilitating Tinnitus. Described as a loud swooshing noise in-ears that has not subsided at the time of this report. The Tinnitus started immediately after the first vaccination and became stronger and more debilitating immediately after the second Moderna shot. The patient has seen multiple doctors and they cannot give an explanation or cure."
	"MODERNA"	"591"	"Maryland"	"24"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1116698-1"	"1116698-1"	"Patient had chills and low fever (99.4) 8 hours after vaccine.  Patient went to bed early (8 PM).  Patient awoke about 2 AM on 03/09/2021, walked through a dark hallway, and fell down a flight of steps.  Injuries include 17 fractures (5 vertebrae, 9 ribs, 1 clavicle, 1 area of lower rear skull, and nose), collapsed lung, brain bleed, and cognition issues.  This may be a sleep walking or hallucination issue.  Patient has no previous history of sleep walking or hallucinations."
	"MODERNA"	"591"	"Maryland"	"24"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1164441-1"	"1164441-1"	""Routine home care provided by PA-C of MD 3/10/2021 11:40 am vaccinated at home since bedbound with myositis. Unclear when began to feel bad. 3/11/2021  9:07 pm EMS transported to Hospital Center ED for altered mental status following vaccination. ED physician note states ""70 y/o male with pmhx of CAD, CVA, HTN, DM, myopathy and DVT on  Xarelto presents to ED with complaints of generalized weakness and change in mental status onset yesterday. Patient received his COVID vaccine yesterday and since then, patients wife is concerned he is not behaving himself and appears confused. Wife is also concerned he has a deceased appetite and decreased PO intake. Patient has no complaints at this time. Patient denies chest pain, shortness of breath, abdominal pain and back pain. HPI is limited due to patients mental status.""  4/3/2021 when being scheduled for follow-up dose on 4/7/2021 his wife informed us ""He had a bad reaction  to the first dose of the vaccine, had to go to the hospital, was admitted and had to stay for 3 days does not want the 2nd dose.""  4/3/2021 Dr (one reporting) checked system and talked to wife to obtain this history. Agreed with her that he should not receive the second dose due to how badly he felt after the first. In addition, his prior history of COVID likely gives him sufficient protection against COVID-19.""
	"MODERNA"	"591"	"Maryland"	"24"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1116698-1"	"1116698-1"	"Patient had chills and low fever (99.4) 8 hours after vaccine.  Patient went to bed early (8 PM).  Patient awoke about 2 AM on 03/09/2021, walked through a dark hallway, and fell down a flight of steps.  Injuries include 17 fractures (5 vertebrae, 9 ribs, 1 clavicle, 1 area of lower rear skull, and nose), collapsed lung, brain bleed, and cognition issues.  This may be a sleep walking or hallucination issue.  Patient has no previous history of sleep walking or hallucinations."
	"MODERNA"	"591"	"Maryland"	"24"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1246829-1"	"1246829-1"	""Pt started to feel ""funny"" within 3 minutes of 2nd vaccination, had tingling in mouth.  Pt took Benadryl 25 mg at 11:04. At 11:15  gave 0.5 ml of epi due to developing cough and flushing.  Pt started on 02@10L via nonrebreather by EMS.  SP02 stayed between 98%-100% during duration of treatment at clinic, lungs clear.   Sent to ER via ambulance.""
	"MODERNA"	"591"	"Massachusetts"	"25"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"2031403-1"	"2031403-1"	"Bursitis in left shoulder at injection site"
	"MODERNA"	"591"	"Massachusetts"	"25"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"2214013-1"	"2214013-1"	"Immediately after both doses of Moderna I had heart palpitations, low blood pressure, lightheadedness, sweating. However, about 12 hours after I had the second shot of Moderna, all of my joints and limbs swelled and became extremely painful. Since that very day I have been battling extreme inflammatory arthritis and seeking medical help from both my primary care doctor as well as a Rheumatologist. After an entire year of this I am now on Humira and Methotrexate (chemo) medications as well as a 24hr pain patch. I can't work, drive, or barely take care of myself. This is HORRIBLE and given the immediate onset of symptoms right after my second dose of Moderna, it is the cause of the pain and suffering I have been in for the last year!"
	"MODERNA"	"591"	"Massachusetts"	"25"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"2214013-1"	"2214013-1"	"Immediately after both doses of Moderna I had heart palpitations, low blood pressure, lightheadedness, sweating. However, about 12 hours after I had the second shot of Moderna, all of my joints and limbs swelled and became extremely painful. Since that very day I have been battling extreme inflammatory arthritis and seeking medical help from both my primary care doctor as well as a Rheumatologist. After an entire year of this I am now on Humira and Methotrexate (chemo) medications as well as a 24hr pain patch. I can't work, drive, or barely take care of myself. This is HORRIBLE and given the immediate onset of symptoms right after my second dose of Moderna, it is the cause of the pain and suffering I have been in for the last year!"
	"MODERNA"	"591"	"Massachusetts"	"25"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"2214013-1"	"2214013-1"	"Immediately after both doses of Moderna I had heart palpitations, low blood pressure, lightheadedness, sweating. However, about 12 hours after I had the second shot of Moderna, all of my joints and limbs swelled and became extremely painful. Since that very day I have been battling extreme inflammatory arthritis and seeking medical help from both my primary care doctor as well as a Rheumatologist. After an entire year of this I am now on Humira and Methotrexate (chemo) medications as well as a 24hr pain patch. I can't work, drive, or barely take care of myself. This is HORRIBLE and given the immediate onset of symptoms right after my second dose of Moderna, it is the cause of the pain and suffering I have been in for the last year!"
	"MODERNA"	"591"	"Massachusetts"	"25"	"65-79 years"	"65-79"	"Death"	"DTH"	"1326498-1"	"1326498-1"	"5 minutes after vaccination, patient suffered cardiac arrest in clinic.  CPR started immediately, shocked, EPI given.  EMS transported to hospital patient expired in ED."
	"MODERNA"	"591"	"Massachusetts"	"25"	"65-79 years"	"65-79"	"Death"	"DTH"	"1402355-1"	"1402355-1"	"day after vax she became weak, couldn't walk, couldn't move arms/legs"
	"MODERNA"	"591"	"Massachusetts"	"25"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1402355-1"	"1402355-1"	"day after vax she became weak, couldn't walk, couldn't move arms/legs"
	"MODERNA"	"591"	"Michigan"	"26"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"1136014-1"	"1136014-1"	"Modern a Covid-19 vaccine Eua Tachycardia, shortness of breath, rash, lightheaded"
	"MODERNA"	"591"	"Michigan"	"26"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1136014-1"	"1136014-1"	"Modern a Covid-19 vaccine Eua Tachycardia, shortness of breath, rash, lightheaded"
	"MODERNA"	"591"	"Michigan"	"26"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1741835-1"	"1741835-1"	"I had cognitive problems, felt sick body aches pain in joints, shoulder, have an unexplained rash on buttocks and back since May 2021 still have rash can't get rid of steroid cream was prescribed antibiotics prescribed sinus  infections several of them! Coughing in mornings throwing up in morning after coughing And can't smell still haven't been able to since vaccine"
	"MODERNA"	"591"	"Michigan"	"26"	"50-59 years"	"50-59"	"Life Threatening"	"LT"	"1127025-1"	"1127025-1"	"Client started with chest tightening she believed was due to COPD, took her personal inhaler, c/o hand tingling, quickly progressed to wheezing, difficulty breathing, Epi pen administered, O2 started and 911 called"
	"MODERNA"	"591"	"Michigan"	"26"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1036074-1"	"1036074-1"	"Patient had an allergic reaction after the vaccine . Onsite EMS was called vitals were taken BP 162/88  99% O2 room air HR 86. Patient was treated, Transported by the EMS  to the hospital."
	"MODERNA"	"591"	"Michigan"	"26"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1129868-1"	"1129868-1"	"About 10:30pm on 2-27-2021 patient became short of breath and ended up with O2 Saturation of low 70%. This was explained to our staff when she returned for her second dose. it was discussed and decided not to receive second dose. 3 day in the hostipal."
	"MODERNA"	"591"	"Michigan"	"26"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1430171-1"	"1430171-1"	"Lost memory for remainder of day. The night of the 5th and through approximately 9pm on the 6th I was incapacitated. Couldn't walk, talk, move. Semi unresponsive. No recollection of those hours."
	"MODERNA"	"591"	"Michigan"	"26"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1836517-1"	"1836517-1"	"A few hours after the vaccine, my heart went to racing at 140 beats per minute for over an hour.  I went to the ER, where I was admitted and eventually had to stay for 3 days. During that time, I was given various medications to try to regulate my HR. I continued to have arrhythmia for months following the vaccine, resulting in me having to have a Catheter Ablation surgery on 8/9. I am currently being monitored with new additional meds that have been added and so far, I am doing pretty good."
	"MODERNA"	"591"	"Michigan"	"26"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1036074-1"	"1036074-1"	"Patient had an allergic reaction after the vaccine . Onsite EMS was called vitals were taken BP 162/88  99% O2 room air HR 86. Patient was treated, Transported by the EMS  to the hospital."
	"MODERNA"	"591"	"Michigan"	"26"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1127025-1"	"1127025-1"	"Client started with chest tightening she believed was due to COPD, took her personal inhaler, c/o hand tingling, quickly progressed to wheezing, difficulty breathing, Epi pen administered, O2 started and 911 called"
	"MODERNA"	"591"	"Michigan"	"26"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1836517-1"	"1836517-1"	"A few hours after the vaccine, my heart went to racing at 140 beats per minute for over an hour.  I went to the ER, where I was admitted and eventually had to stay for 3 days. During that time, I was given various medications to try to regulate my HR. I continued to have arrhythmia for months following the vaccine, resulting in me having to have a Catheter Ablation surgery on 8/9. I am currently being monitored with new additional meds that have been added and so far, I am doing pretty good."
	"MODERNA"	"591"	"Michigan"	"26"	"60-64 years"	"60-64"	"Life Threatening"	"LT"	"1058028-1"	"1058028-1"	"Moderna COVID-19 Vaccine EUA adverse event.   Approximately 7 hours after the 1st COVID vaccination on 2/22/2021, patient developed symptoms of fatigue, aches, chills & fever. Her symptoms worsened into 2/23/21 with increasing shortness of breath. On arrival in the emergency center on 2/23/21,  she was hypoxic with  SpO2 81% on room air.  Oxygen supplement via nasal cannula was given which improved her oxygenation. Covid 19 test negative. Chest Xray shows pulmonary edema and CTA chest shows no PE.  She was admitted to the hospital and provided supportive care.   Pulmonary Edema and inflammatory process is likely associated with the vaccine. Patient appeared to be improving, however, on 2/26/21, she was working with Physical Therapy/Occupational Therapy and had a pulse ox reading of 75% on room air. She was on 10 Liters of oxygen via nasal cannula by the time she make it back to bed and her pulse ox was 89%. Neurology exam shortly afterward the above event demonstrated an NIHSS of 21.  Patient became non-verbal and stat imaging revealed an acute hemorrhage in the left occipatal lobe likely representing a SAH.  Patient then transferred to another hospital that could provide neurosurgical intervention."
	"MODERNA"	"591"	"Michigan"	"26"	"60-64 years"	"60-64"	"Permanent Disability"	"DBL"	"2591073-1"	"2591073-1"	"Immediately after each dose: Severe Uncontrolled Asthma  About two or three weeks after the second vaccine  Hyperimmune reaction - Exacerbation of Myasthenia Gravis  - Developed Stiff Person Syndrome"
	"MODERNA"	"591"	"Michigan"	"26"	"60-64 years"	"60-64"	"Hospitalized"	"H"	"1058028-1"	"1058028-1"	"Moderna COVID-19 Vaccine EUA adverse event.   Approximately 7 hours after the 1st COVID vaccination on 2/22/2021, patient developed symptoms of fatigue, aches, chills & fever. Her symptoms worsened into 2/23/21 with increasing shortness of breath. On arrival in the emergency center on 2/23/21,  she was hypoxic with  SpO2 81% on room air.  Oxygen supplement via nasal cannula was given which improved her oxygenation. Covid 19 test negative. Chest Xray shows pulmonary edema and CTA chest shows no PE.  She was admitted to the hospital and provided supportive care.   Pulmonary Edema and inflammatory process is likely associated with the vaccine. Patient appeared to be improving, however, on 2/26/21, she was working with Physical Therapy/Occupational Therapy and had a pulse ox reading of 75% on room air. She was on 10 Liters of oxygen via nasal cannula by the time she make it back to bed and her pulse ox was 89%. Neurology exam shortly afterward the above event demonstrated an NIHSS of 21.  Patient became non-verbal and stat imaging revealed an acute hemorrhage in the left occipatal lobe likely representing a SAH.  Patient then transferred to another hospital that could provide neurosurgical intervention."
	"MODERNA"	"591"	"Michigan"	"26"	"65-79 years"	"65-79"	"Death"	"DTH"	"0943362-1"	"0943362-1"	"Pt collapsed at home approx 5:30 pm and died"
	"MODERNA"	"591"	"Michigan"	"26"	"65-79 years"	"65-79"	"Death"	"DTH"	"1123247-1"	"1123247-1"	"Our agency was alerted that the patient passed away on 3/16/2021"
	"MODERNA"	"591"	"Michigan"	"26"	"65-79 years"	"65-79"	"Death"	"DTH"	"1242950-1"	"1242950-1"	"Receiver of vaccine was reported dead on 04-22-2021 TOD 0809 to Medical Examiner's Office Report # 052-EMF-79-21"
	"MODERNA"	"591"	"Michigan"	"26"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1087764-1"	"1087764-1"	"Two hours after receiving the vaccine on 3/4/21, he started feeling very tired and had a 100.2 temp. By evening he was feeling very cold and  not eating much. On 3/5/21 he was sleeping alot, had headache, chills and fever, no appetite, diaphoretic.  At 8pm he could not get up out of his chair and was disoriented.  Wife call an ambulance.  He was admitted for altered mental status.  Blood cultures showed streptococcus pneumoniae. He was hypoxic at 89%.  BP 171/96, pulse 85, temp 37.3C.  Chest xray showed bilteral infiltrates and a masslike density in the right lung apex. Encephalopathy, pneumonia and sepsis diagnosed. Ct of head normal.WBC count 19 and amonia 24. Wife told me he had a spinal tap on 3/9/21 and that it showed bacterial meningitis. I do not have the lab reports on that yet.  THe infection control doctor told wife he is critical."
	"MODERNA"	"591"	"Michigan"	"26"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1087764-1"	"1087764-1"	"Two hours after receiving the vaccine on 3/4/21, he started feeling very tired and had a 100.2 temp. By evening he was feeling very cold and  not eating much. On 3/5/21 he was sleeping alot, had headache, chills and fever, no appetite, diaphoretic.  At 8pm he could not get up out of his chair and was disoriented.  Wife call an ambulance.  He was admitted for altered mental status.  Blood cultures showed streptococcus pneumoniae. He was hypoxic at 89%.  BP 171/96, pulse 85, temp 37.3C.  Chest xray showed bilteral infiltrates and a masslike density in the right lung apex. Encephalopathy, pneumonia and sepsis diagnosed. Ct of head normal.WBC count 19 and amonia 24. Wife told me he had a spinal tap on 3/9/21 and that it showed bacterial meningitis. I do not have the lab reports on that yet.  THe infection control doctor told wife he is critical."
	"MODERNA"	"591"	"Michigan"	"26"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1151160-1"	"1151160-1"	"Approximately 10 minutes after vaccine administration, patient became lethargic and unresponsive. Ambulance was called and arrived within 5 minutes. By that time he was alert and was transported to hospital."
	"MODERNA"	"591"	"Michigan"	"26"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1123247-1"	"1123247-1"	"Our agency was alerted that the patient passed away on 3/16/2021"
	"MODERNA"	"591"	"Minnesota"	"27"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1175371-1"	"1175371-1"	"Shortness of breath, fatigue, fever, muscle soreness / aching.  Shortness of breath was immediate; paramedics called.  Transportation to hospital refused due to lack of health insurance.  Other symptoms began the next evening.  Six days later, as I complete this form, the symptoms have improved.  The fever is gone.  The muscle soreness is gone except in the arm that received the injection.  The shortness of breath has improved.  It was really quite concerning.  It is still present but to a lesser degree.  The fatigue is somewhat better but still very much an issue.  There is no appropriate field below regarding the outcome because after only approximately one week, I am expecting that the remaining issues will resolve.  Since I was not hospitalized and did not die, I will mark 'Disability or Permanent Damage' since I definitely can not currently do many of the things I normally do, however, I expect to recover those abilities."
	"MODERNA"	"591"	"Minnesota"	"27"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1940714-1"	"1940714-1"	"Within 1-2 hours of both shots headache, fatigue, nausea, fever, 100-101.3 degrees F. Headache, fatigue, fever laster approx 36-48 hours.  Between the two shots not sure what day, noticed  intermittent tingling and numbness in the left arm. The tingling and numbness have not gone away. Tingling/numbness seems permanent, at least has lasted 9 months."
	"MODERNA"	"591"	"Minnesota"	"27"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1275844-1"	"1275844-1"	"Soon after, and constantly since, first dose of COVID-19 Vaccination I have had ringing in both ears  - at times (such as following 2nd dose) level has amplified for several hours, then returned to the more constant level."
	"MODERNA"	"591"	"Minnesota"	"27"	"60-64 years"	"60-64"	"Death"	"DTH"	"0993072-1"	"0993072-1"	"Pt. presented to the ER with abd pain and septic shock.   Pt. reported to feel ill shortly after receiving the vaccine."
	"MODERNA"	"591"	"Minnesota"	"27"	"60-64 years"	"60-64"	"Life Threatening"	"LT"	"1232617-1"	"1232617-1"	"about 10 hours later increased sob and chest tightness and then hypoxia and hospitalization x 4 days and IV steroids    Patient is a 64 y.o. female with PMH notable for von Willebrand disease, asthma, OSA on CPAP, DMT2, HLD, lumbar stenosis, chronic opioid use, GERD, PUD, and anxiety who presents with SOB, weakness, fever.   Patient with history asthma, controlled on symbicort and PRN albuterol, now with progressive worsening SOB since the day prior to admission, patient received 2nd dose of Moderna COVID-19 vaccine on 03/10/21. Also, with chest tightness, body aches, headache and chills. Was up last night with fever 101F, took ibuprofen. She had worsening wheezing and SOB while bring dog to dog groomer and had groomer call ambulance. EMS called, received albuterol nebs in route with some improvement in symptoms. Chest tightness has improved. SOB improved now at rest but still winded when up to bathroom. Vitals on arrival notable for BP 144/55, HR 125 (sinus tach on EKG), temp 102.1F, RR 22, 92% on RA. Labs notable for WBC 8.6, CR 0.54. Normal LFTs. Lactate 3.3. D-dimer 0.9. pBNP 56, troponin <0.012. COVID-19 PCR panel negative. CXR with Chronic linear atelectasis or scarring at the lung bases, unchanged. CT PE study negative for PE, possibly some mild pulm congestion, increased interstitial markings. Patient given 2L NS in ED as well as ceftriaxone 2g and doxycycline 100mg. Patient will be admitted to inpatient for further evaluation and management of sepsis. Met sepsis criteria given fever, tachycardia, elevated lactate. Infectious source most likely pneumonia (though only slight increase interstitial markings on CT). Could be atypical or viral pneumonia. However, timing of symptoms could also fit with reaction to COVID-19 vaccine and asthma exacerbation.  COVID-19 negative and influenza negative. Was treated with abx for CAP and prednisone + albuterol for asthma exacerbation. Lactate normalized with IVFs, fevers and tachycardia resolved. Patient able to wean to RA, dyspnea and wheezing slowly improved. Abx narrowed to cefzil, doxycycline. 1/2 admission blood cultures positive for streptococcuss. Patient was febrile and septic on admission. Subsequent blood culture without growth to date. Abx returned to IV ceftriaxone given strep + BCx.. Low blood cultures x2 were negative at 48 hours.  Dr. was consulted over the phone and he recommended 5 days of oral amoxicillin on discharge. Chronic medical conditions were stable while hospitalized.  No medication changes were made."
	"MODERNA"	"591"	"Minnesota"	"27"	"60-64 years"	"60-64"	"Hospitalized"	"H"	"0993072-1"	"0993072-1"	"Pt. presented to the ER with abd pain and septic shock.   Pt. reported to feel ill shortly after receiving the vaccine."
	"MODERNA"	"591"	"Minnesota"	"27"	"60-64 years"	"60-64"	"Hospitalized"	"H"	"1232617-1"	"1232617-1"	"about 10 hours later increased sob and chest tightness and then hypoxia and hospitalization x 4 days and IV steroids    Patient is a 64 y.o. female with PMH notable for von Willebrand disease, asthma, OSA on CPAP, DMT2, HLD, lumbar stenosis, chronic opioid use, GERD, PUD, and anxiety who presents with SOB, weakness, fever.   Patient with history asthma, controlled on symbicort and PRN albuterol, now with progressive worsening SOB since the day prior to admission, patient received 2nd dose of Moderna COVID-19 vaccine on 03/10/21. Also, with chest tightness, body aches, headache and chills. Was up last night with fever 101F, took ibuprofen. She had worsening wheezing and SOB while bring dog to dog groomer and had groomer call ambulance. EMS called, received albuterol nebs in route with some improvement in symptoms. Chest tightness has improved. SOB improved now at rest but still winded when up to bathroom. Vitals on arrival notable for BP 144/55, HR 125 (sinus tach on EKG), temp 102.1F, RR 22, 92% on RA. Labs notable for WBC 8.6, CR 0.54. Normal LFTs. Lactate 3.3. D-dimer 0.9. pBNP 56, troponin <0.012. COVID-19 PCR panel negative. CXR with Chronic linear atelectasis or scarring at the lung bases, unchanged. CT PE study negative for PE, possibly some mild pulm congestion, increased interstitial markings. Patient given 2L NS in ED as well as ceftriaxone 2g and doxycycline 100mg. Patient will be admitted to inpatient for further evaluation and management of sepsis. Met sepsis criteria given fever, tachycardia, elevated lactate. Infectious source most likely pneumonia (though only slight increase interstitial markings on CT). Could be atypical or viral pneumonia. However, timing of symptoms could also fit with reaction to COVID-19 vaccine and asthma exacerbation.  COVID-19 negative and influenza negative. Was treated with abx for CAP and prednisone + albuterol for asthma exacerbation. Lactate normalized with IVFs, fevers and tachycardia resolved. Patient able to wean to RA, dyspnea and wheezing slowly improved. Abx narrowed to cefzil, doxycycline. 1/2 admission blood cultures positive for streptococcuss. Patient was febrile and septic on admission. Subsequent blood culture without growth to date. Abx returned to IV ceftriaxone given strep + BCx.. Low blood cultures x2 were negative at 48 hours.  Dr. was consulted over the phone and he recommended 5 days of oral amoxicillin on discharge. Chronic medical conditions were stable while hospitalized.  No medication changes were made."
	"MODERNA"	"591"	"Minnesota"	"27"	"60-64 years"	"60-64"	"Emergency Room *"	"ER"	"0993072-1"	"0993072-1"	"Pt. presented to the ER with abd pain and septic shock.   Pt. reported to feel ill shortly after receiving the vaccine."
	"MODERNA"	"591"	"Minnesota"	"27"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1670173-1"	"1670173-1"	"The night of the 24th around 1:30AM, I woke up with severe chest pains and I did not seek medical attention. Ever since that same night I started to experience short episodes of where I could not breathe. On June 15th I experienced two sharp chest pains that caused me to not be able to walk. I did seek medical attention and I decided to go to the emergency room, where they found out that I had a very large blood clot that had formed in my right leg. I was admitted on the 16th and they did a scan of my leg where they found the blood clot. They prescribed me Eliquis and I was able to leave the hospital on the 18th of June."
	"MODERNA"	"591"	"Mississippi"	"28"	"65-79 years"	"65-79"	"Death"	"DTH"	"1026443-1"	"1026443-1"	"Received first 1/15/2021 with no adverse reaction.  Received 2nd dose 2/9 @ 0846 with no adverse reaction or report of feeling ill.  Traveled to store and arrived approx. 2 hours after receiving vaccine.  Daughter stated patient felt well and had to go to the restroom to have BM.  Collapsed in bathroom.  Transported by ambulance to Hospital @ 1439 in cardiac arrest.  Was in PEA and went in v fib back to PEA. Resuscitation efforts initiated and patient expired with time noted at hospital records at 15:11."
	"MODERNA"	"591"	"Missouri"	"29"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"1268352-1"	"1268352-1"	"Approximately 10 minutes after recieving the vaccine, the patient honked her horn to call a staff member over. RN approached vehicle and the patient stated she didn't feel well. Patient appeared pale. RN sent another staff member to get water, at which time the patient stopped responding to questions. The patient remained in her car, with the seat belt on - her eyes rolled into the back of her head and she began having jerky movements. 911 was called. HR was feint and BP was not able to be felt (too low, even with manual cuff). The patient came to, after about 45 seconds. RN asked the patient her children's names and the patient talked gibberish. About 1 minute later the patient began speaking in clear sentences. 0.5mL of epinephrine were administered. Blood glucose was 123. At 1:50 we were able to get a HR of 80 and a BP of 128/100. Oxygen was 100% with 2L via nasal canula. Patient was transported to Hospital."
	"MODERNA"	"591"	"Missouri"	"29"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1268352-1"	"1268352-1"	"Approximately 10 minutes after recieving the vaccine, the patient honked her horn to call a staff member over. RN approached vehicle and the patient stated she didn't feel well. Patient appeared pale. RN sent another staff member to get water, at which time the patient stopped responding to questions. The patient remained in her car, with the seat belt on - her eyes rolled into the back of her head and she began having jerky movements. 911 was called. HR was feint and BP was not able to be felt (too low, even with manual cuff). The patient came to, after about 45 seconds. RN asked the patient her children's names and the patient talked gibberish. About 1 minute later the patient began speaking in clear sentences. 0.5mL of epinephrine were administered. Blood glucose was 123. At 1:50 we were able to get a HR of 80 and a BP of 128/100. Oxygen was 100% with 2L via nasal canula. Patient was transported to Hospital."
	"MODERNA"	"591"	"Missouri"	"29"	"65-79 years"	"65-79"	"Death"	"DTH"	"1321835-1"	"1321835-1"	"Almost immediated  weakness within 3 or four hours, collapsed the next day, repeated falls, taken to Emergency Room on Thursday, March 25, 2021--admitted to Heart Hospital with heart failure, lung failure ( no history of lung problems), and severe sepsis, placed on ventilator until Saturday, March 27, 2021.  Died on March 28, 2021."
	"MODERNA"	"591"	"Missouri"	"29"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1259993-1"	"1259993-1"	"hernia; stomach strangulation, extreme nausea; unable to eat; hospitalized on April 3; emergency surgery to repair hernia and put stomach in proper position on April 6."
	"MODERNA"	"591"	"Missouri"	"29"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"2209757-1"	"2209757-1"	"Raise in blood pressure to 220/110. I took another dose of my medication with no results. . I proceeded to the hospital  and spent the evening at the ER.  I was advised it was a reaction to the vaccine and was sent home around 2AM, after my blood pressure was under control. they let me rest and I was monitored."
	"MODERNA"	"591"	"Missouri"	"29"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1082235-1"	"1082235-1"	"Pt rec'd vaccine in AM and felt ill in PM (chills, fever, N/V, weak, body aches); got worse next day, went to ER.  Temp 101, HR 122, BP 125/95, o2 sat 92, RR 32, in ER.   Echo was abnormal (hypokinesis in posterior walls, possible aneurysm), CT abd/pelvis ileus, enteritis, gallstone.  PT transferred to ? for higher level of care same day."
	"MODERNA"	"591"	"Missouri"	"29"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1258744-1"	"1258744-1"	""Within one hour pt began feeling ""weird"" and developed right sided pain.  Went to local fire department and was transferred to hospital with severe right side pain. On 3/26 underwent removal of galbladder. Discharged to home 3/27 Has since consulted her liver sp3cialist regarding the galbladder attach and her liver failure and the effect of the vaccine on her condition""
	"MODERNA"	"591"	"Missouri"	"29"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1259993-1"	"1259993-1"	"hernia; stomach strangulation, extreme nausea; unable to eat; hospitalized on April 3; emergency surgery to repair hernia and put stomach in proper position on April 6."
	"MODERNA"	"591"	"Missouri"	"29"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1082235-1"	"1082235-1"	"Pt rec'd vaccine in AM and felt ill in PM (chills, fever, N/V, weak, body aches); got worse next day, went to ER.  Temp 101, HR 122, BP 125/95, o2 sat 92, RR 32, in ER.   Echo was abnormal (hypokinesis in posterior walls, possible aneurysm), CT abd/pelvis ileus, enteritis, gallstone.  PT transferred to ? for higher level of care same day."
	"MODERNA"	"591"	"Missouri"	"29"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1258744-1"	"1258744-1"	""Within one hour pt began feeling ""weird"" and developed right sided pain.  Went to local fire department and was transferred to hospital with severe right side pain. On 3/26 underwent removal of galbladder. Discharged to home 3/27 Has since consulted her liver sp3cialist regarding the galbladder attach and her liver failure and the effect of the vaccine on her condition""
	"MODERNA"	"591"	"Missouri"	"29"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1259993-1"	"1259993-1"	"hernia; stomach strangulation, extreme nausea; unable to eat; hospitalized on April 3; emergency surgery to repair hernia and put stomach in proper position on April 6."
	"MODERNA"	"591"	"Missouri"	"29"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"2209757-1"	"2209757-1"	"Raise in blood pressure to 220/110. I took another dose of my medication with no results. . I proceeded to the hospital  and spent the evening at the ER.  I was advised it was a reaction to the vaccine and was sent home around 2AM, after my blood pressure was under control. they let me rest and I was monitored."
	"MODERNA"	"591"	"Montana"	"30"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1011967-1"	"1011967-1"	"3:15 - Pt was leaning against wall c/o being dizzy and going to pass out - Pt was moved to reclining position - BP 144/100, RR 44, HR 120 - No itching ect. - Respirations rapid - O2 62 - Cannula applied - Pt continued c/o thinking he would pass out - Color pink - 3:15 1 cc Benedryl administered in R arm - 3:27 Epi 1 dose (0.7 cc) administered in R thigh - 3:30 EMS arrived - 3:34 EMS transferred pt to Medical Center"
	"MODERNA"	"591"	"Montana"	"30"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1536409-1"	"1536409-1"	"After the vaccine, I had felt bad enough to miss a day of work. I was having nausea, and vomited the afternoon after the vaccine; body aches, chills and low grade fever. Fatigued. That lasted about 48 hours. March 26th, I had episodes (six) of near fainting. Very confusing to me since I don't ever faint. I had a very bad headache on my left side of head later that day. The next day, still had headache. I left sensations back part of throat and left part of my tongue. I was looking up what that was, I thought I would give it some time. In mid-April I was having more severe headaches and couldn't lay down. Whooshing noises in left ear, Pulsatile tinnitus. I reached out to my doctor.  I was having memory issues and having trouble doing my job as a physician. Mid-April doctor apt. I still do not have numbness in the back of my throat I don't taste things very well still caused Cranial Nerve 9 that was impinged since the end of March. Occasionally, cranial nerve 10, pre-fainting spells, I get them; pre-syncable spells, but not very frequent. I am working now but only 70% time and I cannot drive right now. Note: I had COVID in July 2020 the muscle aches I noticed after the vaccine were similar to what I had with COVID."
	"MODERNA"	"591"	"Montana"	"30"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1011967-1"	"1011967-1"	"3:15 - Pt was leaning against wall c/o being dizzy and going to pass out - Pt was moved to reclining position - BP 144/100, RR 44, HR 120 - No itching ect. - Respirations rapid - O2 62 - Cannula applied - Pt continued c/o thinking he would pass out - Color pink - 3:15 1 cc Benedryl administered in R arm - 3:27 Epi 1 dose (0.7 cc) administered in R thigh - 3:30 EMS arrived - 3:34 EMS transferred pt to Medical Center"
	"MODERNA"	"591"	"Montana"	"30"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"2190032-1"	"2190032-1"	"Hospitalized with Covid-19 on 09/14/2021 through 09/24/2021."
	"MODERNA"	"591"	"Montana"	"30"	"60-64 years"	"60-64"	"Hospitalized"	"H"	"1150754-1"	"1150754-1"	"3 days of severe nausea/ vomitting, temp of 104, chills, shaking, hacking cough"
	"MODERNA"	"591"	"Montana"	"30"	"65-79 years"	"65-79"	"Death"	"DTH"	"1637396-1"	"1637396-1"	"Family states patient never recovered after 2nd Moderna dose.  Entered hospital with extreme shortness of breath.  Ventilated after several days.  Passed away while in hospital."
	"MODERNA"	"591"	"Montana"	"30"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"2162083-1"	"2162083-1"	"Auto Immune system kicked in. Extreme pain in all joints. Fingers and feet constantly painful.  Then had 3 days of pain in a left knee, right hip, left shoulder, and left knee again.  5 day treatment of steriods and back to normal, and then crippling hand and foot pain back in mid February.."
	"MODERNA"	"591"	"Montana"	"30"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1034158-1"	"1034158-1"	""Chills, headache, body aches, oral mucous membrane burning, runny and stuffy nose, feet ""hot"", cough, chest pain, difficulty breathing, crampy abdominal pain, rash - Henoch-Schonlien purpura purpura and petechiae, edema, proteinuria, hematuria, decreased appetite, dizziness""
	"MODERNA"	"591"	"Montana"	"30"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1637396-1"	"1637396-1"	"Family states patient never recovered after 2nd Moderna dose.  Entered hospital with extreme shortness of breath.  Ventilated after several days.  Passed away while in hospital."
	"MODERNA"	"591"	"Montana"	"30"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1034158-1"	"1034158-1"	""Chills, headache, body aches, oral mucous membrane burning, runny and stuffy nose, feet ""hot"", cough, chest pain, difficulty breathing, crampy abdominal pain, rash - Henoch-Schonlien purpura purpura and petechiae, edema, proteinuria, hematuria, decreased appetite, dizziness""
	"MODERNA"	"591"	"Montana"	"30"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1637396-1"	"1637396-1"	"Family states patient never recovered after 2nd Moderna dose.  Entered hospital with extreme shortness of breath.  Ventilated after several days.  Passed away while in hospital."
	"MODERNA"	"591"	"Nebraska"	"31"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1116486-1"	"1116486-1"	"weakness, dizziness. admitted to hospital and dx with new onset Afib"
	"MODERNA"	"591"	"Nebraska"	"31"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1116486-1"	"1116486-1"	"weakness, dizziness. admitted to hospital and dx with new onset Afib"
	"MODERNA"	"591"	"Nevada"	"32"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"1098995-1"	"1098995-1"	"Within 3 hours of getting g the vaccine my blood pressure went up, my breathing became difficult & the whole left side of my body went into paralysis. I was taken to the ER, later that day was admitted to the hospital. I spent 5 days there getting tested. I was released with 0 use of my left arm or hand, and my left leg was weak. It?s been 3 months and I still can?t use my left arm. I am seeing multiple different doctors to try & help me."
	"MODERNA"	"591"	"Nevada"	"32"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"1098995-1"	"1098995-1"	"Within 3 hours of getting g the vaccine my blood pressure went up, my breathing became difficult & the whole left side of my body went into paralysis. I was taken to the ER, later that day was admitted to the hospital. I spent 5 days there getting tested. I was released with 0 use of my left arm or hand, and my left leg was weak. It?s been 3 months and I still can?t use my left arm. I am seeing multiple different doctors to try & help me."
	"MODERNA"	"591"	"Nevada"	"32"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1098995-1"	"1098995-1"	"Within 3 hours of getting g the vaccine my blood pressure went up, my breathing became difficult & the whole left side of my body went into paralysis. I was taken to the ER, later that day was admitted to the hospital. I spent 5 days there getting tested. I was released with 0 use of my left arm or hand, and my left leg was weak. It?s been 3 months and I still can?t use my left arm. I am seeing multiple different doctors to try & help me."
	"MODERNA"	"591"	"New Hampshire"	"33"	"50-59 years"	"50-59"	"Life Threatening"	"LT"	"1058900-1"	"1058900-1"	"24 hours of flu like symptoms and headache  Then fainted and suffered a skull fracture and subdues hematoma and frontal lobe edema"
	"MODERNA"	"591"	"New Hampshire"	"33"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1928684-1"	"1928684-1"	"1st shot: 4/16: immediate unconfortable, itchy, got home and arms and neck had welts / hives. looked like chicken pocks in my throact and nose. vacination area did not heal for over a month.  I still have scar.  Cloudy feeling, unable to concentrate. Never have felt the same.   2nd shot: 5/14; still  not healed, immediate uncomforable again, redness itcheness, medics made me stay for 20 minutes. Arrived home and a huge hive appeared on my neck are only.  Itchy still. Cloudy effect, never have felt the same. just a weird over all feeling.   aske d husband to move beds, suicial thoughs anda plan. I had anappointmentfor doctor and she asked to speak with him and  made me go to ER."
	"MODERNA"	"591"	"New Hampshire"	"33"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"0921091-1"	"0921091-1"	"Pt received vaccination and left after 15 min. observation symptom free. He drove a short distance away from the clinical site when he felt profuse sweating and had syncope (seconds) crashing into curb. He was aroused from impact and was able to stop car. He then developed profuse nausea and sudden urge to defecate. He went to restroom. Given these events he returned to the clinical site in another vehicle. Upon arrival he denied chest pain, shortness of breath or ongoing nausea or abdominal pain. He reported his AM blood sugar was 72 and does not take insulin. No history of coronary disease or syncope. EMS was activated and assumed care."
	"MODERNA"	"591"	"New Hampshire"	"33"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1058900-1"	"1058900-1"	"24 hours of flu like symptoms and headache  Then fainted and suffered a skull fracture and subdues hematoma and frontal lobe edema"
	"MODERNA"	"591"	"New Hampshire"	"33"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1928684-1"	"1928684-1"	"1st shot: 4/16: immediate unconfortable, itchy, got home and arms and neck had welts / hives. looked like chicken pocks in my throact and nose. vacination area did not heal for over a month.  I still have scar.  Cloudy feeling, unable to concentrate. Never have felt the same.   2nd shot: 5/14; still  not healed, immediate uncomforable again, redness itcheness, medics made me stay for 20 minutes. Arrived home and a huge hive appeared on my neck are only.  Itchy still. Cloudy effect, never have felt the same. just a weird over all feeling.   aske d husband to move beds, suicial thoughs anda plan. I had anappointmentfor doctor and she asked to speak with him and  made me go to ER."
	"MODERNA"	"591"	"New Hampshire"	"33"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"0921091-1"	"0921091-1"	"Pt received vaccination and left after 15 min. observation symptom free. He drove a short distance away from the clinical site when he felt profuse sweating and had syncope (seconds) crashing into curb. He was aroused from impact and was able to stop car. He then developed profuse nausea and sudden urge to defecate. He went to restroom. Given these events he returned to the clinical site in another vehicle. Upon arrival he denied chest pain, shortness of breath or ongoing nausea or abdominal pain. He reported his AM blood sugar was 72 and does not take insulin. No history of coronary disease or syncope. EMS was activated and assumed care."
	"MODERNA"	"591"	"New Hampshire"	"33"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1058900-1"	"1058900-1"	"24 hours of flu like symptoms and headache  Then fainted and suffered a skull fracture and subdues hematoma and frontal lobe edema"
	"MODERNA"	"591"	"New Hampshire"	"33"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1928684-1"	"1928684-1"	"1st shot: 4/16: immediate unconfortable, itchy, got home and arms and neck had welts / hives. looked like chicken pocks in my throact and nose. vacination area did not heal for over a month.  I still have scar.  Cloudy feeling, unable to concentrate. Never have felt the same.   2nd shot: 5/14; still  not healed, immediate uncomforable again, redness itcheness, medics made me stay for 20 minutes. Arrived home and a huge hive appeared on my neck are only.  Itchy still. Cloudy effect, never have felt the same. just a weird over all feeling.   aske d husband to move beds, suicial thoughs anda plan. I had anappointmentfor doctor and she asked to speak with him and  made me go to ER."
	"MODERNA"	"591"	"New Jersey"	"34"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"1034309-1"	"1034309-1"	"Approximately 10-15 minutes after vaccine administration patient reported mild purtius. flat blotchy areas of redness noted on  both sides of neck.  Denied any difficulty breathing.  Client already took 25 mg of bendaryl, singulair and pepcid at 9 am as prophalaxis.  Denied having any side effects from 1st vaccine other then soreness at injection site.  Declined epipen  when blotches occured.  Case did agree and take bendaryl 25mg approximately 10:15-10:20.  Puritus continued to increase.  redness only around neck and upper chest.  no other rashes.  Pulse 104  Respirations 24.  Developed slight coughing.  Did report has history of cough and chronic cystic lung.  Denied any difficulty breathing, however, puritus  increased and still with occasional coughing.  Alert and oriented.  Mother was also present and had received vaccine at same time today.  Agreed to take epi-pen since symtpoms were not improving.  Sheriff's dispatched 911, before this nurse administered epi pen into Left thigh.  Case remained alert and oriented.  No respiratory distress.  EMT arrived at scene, followed by paramedics and ambulance.   Paramedics administered nebulizer outside of facility prior to getting in ambulance.  Case was taken to Medical Center.  Case had already called and notified her MD. Called hospital tonight at pm. Spoke with nurse who reported she is stable and in the ICU for observation.  She received additional epinepherine and solumedrol in hospital.  She is alert and oriented x3"
	"MODERNA"	"591"	"New Jersey"	"34"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1034309-1"	"1034309-1"	"Approximately 10-15 minutes after vaccine administration patient reported mild purtius. flat blotchy areas of redness noted on  both sides of neck.  Denied any difficulty breathing.  Client already took 25 mg of bendaryl, singulair and pepcid at 9 am as prophalaxis.  Denied having any side effects from 1st vaccine other then soreness at injection site.  Declined epipen  when blotches occured.  Case did agree and take bendaryl 25mg approximately 10:15-10:20.  Puritus continued to increase.  redness only around neck and upper chest.  no other rashes.  Pulse 104  Respirations 24.  Developed slight coughing.  Did report has history of cough and chronic cystic lung.  Denied any difficulty breathing, however, puritus  increased and still with occasional coughing.  Alert and oriented.  Mother was also present and had received vaccine at same time today.  Agreed to take epi-pen since symtpoms were not improving.  Sheriff's dispatched 911, before this nurse administered epi pen into Left thigh.  Case remained alert and oriented.  No respiratory distress.  EMT arrived at scene, followed by paramedics and ambulance.   Paramedics administered nebulizer outside of facility prior to getting in ambulance.  Case was taken to Medical Center.  Case had already called and notified her MD. Called hospital tonight at pm. Spoke with nurse who reported she is stable and in the ICU for observation.  She received additional epinepherine and solumedrol in hospital.  She is alert and oriented x3"
	"MODERNA"	"591"	"New Jersey"	"34"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1124324-1"	"1124324-1"	"I developed severe shoulder pain within 3 hours of my vaccination.  The injection was given high on my shoulder, and after consultation with a physician it became apparent that the injection was into a bursa of my shoulder instead of intramuscularly. I am currently in a sling and unable to use my affected arm."
	"MODERNA"	"591"	"New Jersey"	"34"	"50-59 years"	"50-59"	"Life Threatening"	"LT"	"1332422-1"	"1332422-1"	"High blood pressure, over 180;  Pulse rate over 115,  Sweating, Dizziness, Chest pressure, Difficulty Breathing"
	"MODERNA"	"591"	"New Jersey"	"34"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"2529014-1"	"2529014-1"	"Angina, Chest pain, Arrhythmia, Palpitations, Dizziness, Shortness of breath, Headache"
	"MODERNA"	"591"	"New Jersey"	"34"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1332422-1"	"1332422-1"	"High blood pressure, over 180;  Pulse rate over 115,  Sweating, Dizziness, Chest pressure, Difficulty Breathing"
	"MODERNA"	"591"	"New Jersey"	"34"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"2529014-1"	"2529014-1"	"Angina, Chest pain, Arrhythmia, Palpitations, Dizziness, Shortness of breath, Headache"
	"MODERNA"	"591"	"New Jersey"	"34"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"2582128-1"	"2582128-1"	"S: I feel shakey and c/o headache O: AAO x 3, BP 250/140, P=100 regular O2 99 mild diaphoresis; (-) SOB (-) wheezing skin: mild B/L arm flat macular rash  chest - upper chest & neck - red, small raised papules. A/P R/O allergic reaction - called ambulance @ 2:50pm gave benadryl 50 mg PO; EMT & RN present"
	"MODERNA"	"591"	"New Jersey"	"34"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"2582129-1"	"2582129-1"	"9:45AM Patient pale; diaphoretic, unresponsive x 10 sec O: BP 80 palpable, P 70 irregular O2 99% 9:50AM pt admits to no food intake; feels nausea A/P hypotensive - gave H2O, check BP, called ambulance RN and EMT with patient; elevated legs 9:55A BP 110/60 - transported to hospital; wife present"
	"MODERNA"	"591"	"New Jersey"	"34"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"2529014-1"	"2529014-1"	"Angina, Chest pain, Arrhythmia, Palpitations, Dizziness, Shortness of breath, Headache"
	"MODERNA"	"591"	"New Jersey"	"34"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"2582128-1"	"2582128-1"	"S: I feel shakey and c/o headache O: AAO x 3, BP 250/140, P=100 regular O2 99 mild diaphoresis; (-) SOB (-) wheezing skin: mild B/L arm flat macular rash  chest - upper chest & neck - red, small raised papules. A/P R/O allergic reaction - called ambulance @ 2:50pm gave benadryl 50 mg PO; EMT & RN present"
	"MODERNA"	"591"	"New Jersey"	"34"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1122581-1"	"1122581-1"	"itching,breathing short and quick, weakness all over light headness"
	"MODERNA"	"591"	"New Jersey"	"34"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"2499812-1"	"2499812-1"	"Within hours of receiving my 5th COVID booster shot, I began to have severe breathing problems and severe pain in my chest,  I was admitted to the Hospital and after many test it was determined that I did not have a heart attack but instead I had pericarditis which is inflammation of the heart sac tissue.  I now take colchicine 6mg and I am beginning to feel better."
	"MODERNA"	"591"	"New Jersey"	"34"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"2499812-1"	"2499812-1"	"Within hours of receiving my 5th COVID booster shot, I began to have severe breathing problems and severe pain in my chest,  I was admitted to the Hospital and after many test it was determined that I did not have a heart attack but instead I had pericarditis which is inflammation of the heart sac tissue.  I now take colchicine 6mg and I am beginning to feel better."
	"MODERNA"	"591"	"New Jersey"	"34"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1218461-1"	"1218461-1"	"Patient received second dose of COVID-19 vaccine on 3/22/2021. Patient presented to ED on 03/29/2021 at 7:45AM complaining of dyspnea on exertion for 1 week since COVID-19 vaccine. Patient also complains of R lower ribcage pain on inspiration for 3 days. Patient became unresponsive and was revived twice. Patient became unresponsive a third time and could not be revived."
	"MODERNA"	"591"	"New Jersey"	"34"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"2485459-1"	"2485459-1"	"5:00 PM-Pt sent to our observation unit immediately after administering vaccine. Became dizzy, weak, lightheaded, skin pale and clammy. Started to lose consciousness, experienced loss of bladder control.MD in attendance. EMTs called. Initially unable to obtain pusle or BP. 5:03 PM VS- BP 107/68 HR 64 Pulse ox- 99%. Pt coming around. No memory of what happened. 05:13- VS- BP 110/65 HR-54 Pulse Ox 99%. Pt c/o feeling nauseous. Denies chest pain. EMTs arrived to take pt to hospital."
	"MODERNA"	"591"	"New Jersey"	"34"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"2499812-1"	"2499812-1"	"Within hours of receiving my 5th COVID booster shot, I began to have severe breathing problems and severe pain in my chest,  I was admitted to the Hospital and after many test it was determined that I did not have a heart attack but instead I had pericarditis which is inflammation of the heart sac tissue.  I now take colchicine 6mg and I am beginning to feel better."
	"MODERNA"	"591"	"New Jersey"	"34"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"2499812-1"	"2499812-1"	"Within hours of receiving my 5th COVID booster shot, I began to have severe breathing problems and severe pain in my chest,  I was admitted to the Hospital and after many test it was determined that I did not have a heart attack but instead I had pericarditis which is inflammation of the heart sac tissue.  I now take colchicine 6mg and I am beginning to feel better."
	"MODERNA"	"591"	"New Mexico"	"35"	"40-49 years"	"40-49"	"Death"	"DTH"	"1304434-1"	"1304434-1"	"Patient found dead after receiving vaccine. At 11:44 on 3-30-2021 Medical Investigator was able to return call  after leaving scene where there was no phone service. Police were on the scene requesting Medical Investigator Contact was made between Medical Investigator and member of the police force. Narrative was that the patient, who is handicap with considerable health issues which he was born with, and his parents had been to healthcare facility to receive COVID vaccination. Returning they had traveled in order to arrive at their residence. The decedent had asked to be dropped off close to parents home. The parents arrived at the residence and after waiting ten to fifteen minutes walked searching for the decedent. He was located unresponsive and 911 was initiated."
	"MODERNA"	"591"	"New Mexico"	"35"	"60-64 years"	"60-64"	"Permanent Disability"	"DBL"	"2032399-1"	"2032399-1"	"Paralyzed in left hand, numbness in left foot, electricity going up and down  left arm, burning sensation in back of hand, weakness in left arm and hand. Currently on long term disability. Employed as a city bus driver. Currently not working.  Currently being reviewed for Social Security disability."
	"MODERNA"	"591"	"New Mexico"	"35"	"60-64 years"	"60-64"	"Emergency Room *"	"ER"	"2032399-1"	"2032399-1"	"Paralyzed in left hand, numbness in left foot, electricity going up and down  left arm, burning sensation in back of hand, weakness in left arm and hand. Currently on long term disability. Employed as a city bus driver. Currently not working.  Currently being reviewed for Social Security disability."
	"MODERNA"	"591"	"New Mexico"	"35"	"65-79 years"	"65-79"	"Death"	"DTH"	"1352518-1"	"1352518-1"	"My father had a reaction soon after the first dose in which he vomited violently. The vomiting continued over the next several months but less frequent along with dizziness and fatigue. On April 10 he was admitted to the emergency room with low hemoglobin numbers. Things quickly escalated from there. He was admitted to the ICU and diagnosed with autoimmune hemolytic anemia. After a month in the ICU, over 60 blood transfusions, 20 dialysis, multiple pharmaceutical treatments and a splenectomy, my father died on May 13."
	"MODERNA"	"591"	"New Mexico"	"35"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1352518-1"	"1352518-1"	"My father had a reaction soon after the first dose in which he vomited violently. The vomiting continued over the next several months but less frequent along with dizziness and fatigue. On April 10 he was admitted to the emergency room with low hemoglobin numbers. Things quickly escalated from there. He was admitted to the ICU and diagnosed with autoimmune hemolytic anemia. After a month in the ICU, over 60 blood transfusions, 20 dialysis, multiple pharmaceutical treatments and a splenectomy, my father died on May 13."
	"MODERNA"	"591"	"New Mexico"	"35"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1919594-1"	"1919594-1"	"Pt lost ability to ambulate with his walker.  Extreme weakness.  Fever.  Flulike body aches."
	"MODERNA"	"591"	"New Mexico"	"35"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1919594-1"	"1919594-1"	"Pt lost ability to ambulate with his walker.  Extreme weakness.  Fever.  Flulike body aches."
	"MODERNA"	"591"	"New York"	"36"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"1091936-1"	"1091936-1"	"45min post 1st moderna covid vac developed rash across chest, throat tightness, pt self administered epi pen"
	"MODERNA"	"591"	"New York"	"36"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1091936-1"	"1091936-1"	"45min post 1st moderna covid vac developed rash across chest, throat tightness, pt self administered epi pen"
	"MODERNA"	"591"	"New York"	"36"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1358815-1"	"1358815-1"	"1-2 hours after receiving second vaccine injection, noted severe weakness and heavy feeling in legs. Had to leave work to go home. 2 days later noted onset of tongue numbness and unable to sip coffee. Noted progressive drooping left side of face, difficulty speaking clearly,  and tearing of left eye; also numbness and burning of tops of feet. Evaluated in the ED on 4/27/2021. Noted to have dysarthria and left facial nerve palsy.  CT head and MRI head demonstrated no hemorrhage, mass effect. On CT scan, intracranial vessel calcification noted c/w cranial atherosclerosis.  On MRI few nonspecific high T2-weighted foci within the subcortical white matter of the frontal lobes of uncertain clinical significance. Pt given scripts for Valtrex and 7 day course of steroids."
	"MODERNA"	"591"	"New York"	"36"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1358815-1"	"1358815-1"	"1-2 hours after receiving second vaccine injection, noted severe weakness and heavy feeling in legs. Had to leave work to go home. 2 days later noted onset of tongue numbness and unable to sip coffee. Noted progressive drooping left side of face, difficulty speaking clearly,  and tearing of left eye; also numbness and burning of tops of feet. Evaluated in the ED on 4/27/2021. Noted to have dysarthria and left facial nerve palsy.  CT head and MRI head demonstrated no hemorrhage, mass effect. On CT scan, intracranial vessel calcification noted c/w cranial atherosclerosis.  On MRI few nonspecific high T2-weighted foci within the subcortical white matter of the frontal lobes of uncertain clinical significance. Pt given scripts for Valtrex and 7 day course of steroids."
	"MODERNA"	"591"	"New York"	"36"	"50-59 years"	"50-59"	"Death"	"DTH"	"2050467-1"	"2050467-1"	"Arrhythmia signs and symptoms, Cardiomyopathy"
	"MODERNA"	"591"	"New York"	"36"	"50-59 years"	"50-59"	"Life Threatening"	"LT"	"1046209-1"	"1046209-1"	"initially, nausea and dizziness, followed by feeling that throat was closing. Self administered Epipen. Taken to Hospital, given 50mg Benadryl and 10mg Decadron IV en route. Hands and feet turning purple, patient c/o being very cold. In ED, met by MDs, given another dose of Benadry and Decadron and pepcid. She started to have difficulty breathing and they stopped the IV meds, bolused her with fluids and she responded well. Additionally, she was put in sitting position and chest and back were massaged."
	"MODERNA"	"591"	"New York"	"36"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1540766-1"	"1540766-1"	"1. Right side of face tingling numbness began the afternoon after receiving 2nd dose.  After 1 week sought neurologist consultation. Had MRI of Brain w/wo contrast.  Nothing found.  2.  On June 21, 2021, left eye vision became impaired.  Sought eye specialist consult who advised that the left eye's optic nerve was swollen and the right eye was beginning to swell.  He stated it was neurological and consulted with my Neurologist.  Had additional MRI, blood tests performed. No clots, tumors, diseases or illnesses found.  Had a spinal tap to relieve any spinal fluid pressure.  Pressure was normal at time of the spinal tap.  3. As of this date, the left side vision of left eye is still impaired."
	"MODERNA"	"591"	"New York"	"36"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1642291-1"	"1642291-1"	"I have severely  limited mobility in my right shoulder, and sharp pain when I lift objects. Initially I thought it was the standard side effect of the shot, but this condition has remained since March 15. I reported it to a doctor at a urgent care clinic and they recommend I see an orthopedic doctor. I am not able to get an appointment until September."
	"MODERNA"	"591"	"New York"	"36"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"0924029-1"	"0924029-1"	"after 20-30 minutes my throat started to get tight, I could not swallow properly, I felt dizzy & my heart was beating fast."
	"MODERNA"	"591"	"New York"	"36"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1046209-1"	"1046209-1"	"initially, nausea and dizziness, followed by feeling that throat was closing. Self administered Epipen. Taken to Hospital, given 50mg Benadryl and 10mg Decadron IV en route. Hands and feet turning purple, patient c/o being very cold. In ED, met by MDs, given another dose of Benadry and Decadron and pepcid. She started to have difficulty breathing and they stopped the IV meds, bolused her with fluids and she responded well. Additionally, she was put in sitting position and chest and back were massaged."
	"MODERNA"	"591"	"New York"	"36"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1258838-1"	"1258838-1"	"After receiving dose #2 of Moderna vaccine, patient had proceeded to waiting are for 15 minute observation. After approximately 5 minutes her brother-in-law approached staff asking for a nurse to check on patient. Patient walked on her own to triage area and laid on a cot. She c/o chest pain and heaviness, feeling faint, headache all over her head, shoulder tightness, dry mouth, and was visibly shaking. Vital signs were taken every 5 minutes while awaiting EMS. BP range: systolic 172-190, diastolic 80-94; Pulse 96-100; Respirations 24 per minute. EMS arrive and immediately did an EKG with was within normal limits. Patient was transported to hospital. Upon arrival at hospital patient c/o right sided headache, reported weakness on left side and slurred speech. CT was done and the decision was made to transport her to another healthcare facility. She was give TPA enroute. Patient was admitted. Healthcare facility contacted patient on 4/26/21 and patient reports that she was still in hospital but was expecting to be discharged that day. She stated that she was started on Plavix and aspirin and will be following up with her neurologist as she has had TIAs in the past. Patient reported feeling back to normal."
	"MODERNA"	"591"	"New York"	"36"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"0924029-1"	"0924029-1"	"after 20-30 minutes my throat started to get tight, I could not swallow properly, I felt dizzy & my heart was beating fast."
	"MODERNA"	"591"	"New York"	"36"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1046209-1"	"1046209-1"	"initially, nausea and dizziness, followed by feeling that throat was closing. Self administered Epipen. Taken to Hospital, given 50mg Benadryl and 10mg Decadron IV en route. Hands and feet turning purple, patient c/o being very cold. In ED, met by MDs, given another dose of Benadry and Decadron and pepcid. She started to have difficulty breathing and they stopped the IV meds, bolused her with fluids and she responded well. Additionally, she was put in sitting position and chest and back were massaged."
	"MODERNA"	"591"	"New York"	"36"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1258838-1"	"1258838-1"	"After receiving dose #2 of Moderna vaccine, patient had proceeded to waiting are for 15 minute observation. After approximately 5 minutes her brother-in-law approached staff asking for a nurse to check on patient. Patient walked on her own to triage area and laid on a cot. She c/o chest pain and heaviness, feeling faint, headache all over her head, shoulder tightness, dry mouth, and was visibly shaking. Vital signs were taken every 5 minutes while awaiting EMS. BP range: systolic 172-190, diastolic 80-94; Pulse 96-100; Respirations 24 per minute. EMS arrive and immediately did an EKG with was within normal limits. Patient was transported to hospital. Upon arrival at hospital patient c/o right sided headache, reported weakness on left side and slurred speech. CT was done and the decision was made to transport her to another healthcare facility. She was give TPA enroute. Patient was admitted. Healthcare facility contacted patient on 4/26/21 and patient reports that she was still in hospital but was expecting to be discharged that day. She stated that she was started on Plavix and aspirin and will be following up with her neurologist as she has had TIAs in the past. Patient reported feeling back to normal."
	"MODERNA"	"591"	"New York"	"36"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1642291-1"	"1642291-1"	"I have severely  limited mobility in my right shoulder, and sharp pain when I lift objects. Initially I thought it was the standard side effect of the shot, but this condition has remained since March 15. I reported it to a doctor at a urgent care clinic and they recommend I see an orthopedic doctor. I am not able to get an appointment until September."
	"MODERNA"	"591"	"New York"	"36"	"60-64 years"	"60-64"	"Life Threatening"	"LT"	"1170155-1"	"1170155-1"	"High fever up to 104.8 on evening of receiving vaccination, severe mylagias"
	"MODERNA"	"591"	"New York"	"36"	"65-79 years"	"65-79"	"Death"	"DTH"	"0970412-1"	"0970412-1"	"Fever  Feeling tired  short of breath all night and morning after the vaccine  My grandma had to be intubated and then passed away to a heart distress we think it was the vaccine because she was fine even with dialysis. When she got the vaccine it took hours and her health conditions changed."
	"MODERNA"	"591"	"New York"	"36"	"65-79 years"	"65-79"	"Death"	"DTH"	"1198939-1"	"1198939-1"	"Per Medical Examiner, fourteen hours after receiving vaccine presenting symptoms were fatigue and muscle aches, went to Hospital Emergency Room and was released.  Six hours later family stated symptoms had worsened, fever, shortness of breath and fatigue, admitted to Medical Center, diagnosed with sepsis and died within 48 hours of vaccination, deceased 4/7/2021, cause of death neutropenic sepsis with multi-lobar pneumonia, autopsy scheduled 4/13/2021."
	"MODERNA"	"591"	"New York"	"36"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"0970412-1"	"0970412-1"	"Fever  Feeling tired  short of breath all night and morning after the vaccine  My grandma had to be intubated and then passed away to a heart distress we think it was the vaccine because she was fine even with dialysis. When she got the vaccine it took hours and her health conditions changed."
	"MODERNA"	"591"	"New York"	"36"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1012842-1"	"1012842-1"	"74 yo woman living in a group home for people with developmental disabilities. She has longstanding difficult-to-control seizure disorder, on valproate, lamotrigine, and levetiracetam. She had asymptomatic COVID-19 infection in November 2020, probably discovered in the course of surveillance testing of residents/staff, perhaps in relation to an outbreak in the residence.  Sometime during the night following her vaccination earlier that morning, she developed a fever, and then was found to be having a generalized tonic-clonic seizure. Estimates of duration in the records range from 20 to 40 minutes. She was brought by ambulance to Hospital ED, and then admitted. Her temperature was said to be 103 F.  She received midazolam, and at least one dose of IV antibiotics. By the evening of admission on 5 February 2021, she was still unresponsive.  On arrival, her COVID-19 PCR was again/still positive. She had no prodromal symptoms suggesting COVID-19 reinfection, nor did anyone in the group home, staff or residents.  Her initial WBC was normal but with a slight left shift. UA was normal. Head CT showed her known cerebral atrophy and chronic microvascular disease.  Admitting valproate serum level was subtherapeutic; levatiracetam and lamotrigine levels were therapeutic.  Blood cultures are no growth at 2 days. Urine culture negative.  By hospital day 2, her transaminases had bumped to over 1000."
	"MODERNA"	"591"	"New York"	"36"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1141819-1"	"1141819-1"	"I received the 2nd Moderna Covid 19 Vaccine 2/5/21. That evening I experienced explosive diarrhea every 20- 30minutes from 11pm 2/5/21--7am 2/6/21 the next morning along with the regular aches and shivers expected. The diarrhea continued for 4 weeks when I sought help with a doctor 3/8/21. He prescribed Sulfasalazine to help the inflammation in my colon. I proceeded to get sicker on this med as I was allergic to it but was unaware of the allergy. I was finally sent to the Hospital where I was admitted on 3/17/21. I was immediately taken off the Sulfa Drug due to fever and bright red rash all over my body that just started 3/17/21. Colonoscopy performed 3/19/21 with biopsies taken. Results of the biopsies showed there was an event that caused a lack of circulation to my colon that started the diarrhea and colitis 2/5/21. I am now on decreasing dosage of Prednisone which is treating the inflammation. The Dr. who performed the colonoscopy and did the biopsies feels that this episode was somehow related the receiving the 2nd Moderna vaccine."
	"MODERNA"	"591"	"New York"	"36"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1198939-1"	"1198939-1"	"Per Medical Examiner, fourteen hours after receiving vaccine presenting symptoms were fatigue and muscle aches, went to Hospital Emergency Room and was released.  Six hours later family stated symptoms had worsened, fever, shortness of breath and fatigue, admitted to Medical Center, diagnosed with sepsis and died within 48 hours of vaccination, deceased 4/7/2021, cause of death neutropenic sepsis with multi-lobar pneumonia, autopsy scheduled 4/13/2021."
	"MODERNA"	"591"	"New York"	"36"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1804534-1"	"1804534-1"	"Immediately after receiving my vaccine, I felt a burning in my lungs. I have had asthma my entire life, so I figured that was why. Within two weeks, I developed a severe outbreak of shingles on my face and my head. At the same time I developed pneumonia. I ended  up hospitalized Winter Haven Hospital in Winter Haven As of today, I still have shingles, but the pneumonia has cleared."
	"MODERNA"	"591"	"New York"	"36"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1198939-1"	"1198939-1"	"Per Medical Examiner, fourteen hours after receiving vaccine presenting symptoms were fatigue and muscle aches, went to Hospital Emergency Room and was released.  Six hours later family stated symptoms had worsened, fever, shortness of breath and fatigue, admitted to Medical Center, diagnosed with sepsis and died within 48 hours of vaccination, deceased 4/7/2021, cause of death neutropenic sepsis with multi-lobar pneumonia, autopsy scheduled 4/13/2021."
	"MODERNA"	"591"	"North Carolina"	"37"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"0924690-1"	"0924690-1"	"Three to four hours after vaccine had bruising, major loss of range of motion, severe sharp pain, elevated temp and chills due to reaction of injection site  Treatment given 24 hrs later- strong antibiotics, anti inflammatory, exercise, and three days out of work Due to loss of function of left arm due to inflammation"
	"MODERNA"	"591"	"North Carolina"	"37"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"2555968-1"	"2555968-1"	"No menstruation April 2021 - June 2021. Normal menstruation July 2021 - December 2021. Received Covid Booster 01/06/2022. Moderna Lot 068H21A at Pharmacy. No menstruation and extreme hot flashes January 2022 - April 2022. Dr ordered Progesterone challenge early May to try and jumpstart system.  Mild menstruation May 2022 - September 2022.  No menstruation since. Dr guess is the vaccine pushed me into menopause/infertility. Ongoing investigation for answers."
	"MODERNA"	"591"	"North Carolina"	"37"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1429584-1"	"1429584-1"	"I lost all feeling on my right side. I lost feeling in my neck, arm, leg, and foot. I also lost feeling in my tongue. The hospital treated me for stroke symptoms. I was given a cat scan. I was given an ultrasound of my heart.  They checked my thyroid levels.   I also had issues with my heart racing. My nurses kept running into my hospital room to check on me. They said my heart was racing like I was running around the room. But I was just laying there or slowly walking to the bathroom. These symptoms lasted for 3 days."
	"MODERNA"	"591"	"North Carolina"	"37"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1753692-1"	"1753692-1"	"Within 10 minutes after the vaccine broke out in hives, face, chest and back with a 180 BP, nausea feeling and I  was given Benadryl the hives was continuing. I went to the ER given a steroid of Pepcid and Prednisone within a hour everything seemed to subside. After 2-3 weeks I continued to break out into hives along with a  rash."
	"MODERNA"	"591"	"North Carolina"	"37"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1753692-1"	"1753692-1"	"Within 10 minutes after the vaccine broke out in hives, face, chest and back with a 180 BP, nausea feeling and I  was given Benadryl the hives was continuing. I went to the ER given a steroid of Pepcid and Prednisone within a hour everything seemed to subside. After 2-3 weeks I continued to break out into hives along with a  rash."
	"MODERNA"	"591"	"North Carolina"	"37"	"50-59 years"	"50-59"	"Death"	"DTH"	"1115944-1"	"1115944-1"	"1-2 hours after receiving Moderna vaccination patient began complaining of chest pain to family members but refused to seek medical attention. He was found deceased this morning (03/19/21) by his family. Medical Examiner determined time of death was around 8:40pm on 03/18/21."
	"MODERNA"	"591"	"North Carolina"	"37"	"50-59 years"	"50-59"	"Life Threatening"	"LT"	"0972363-1"	"0972363-1"	""1/6/21  5:30 pm  Client was as her patients house and stood up to leave and was ""walking like I was drunk.""  Felt like her leg was asleep. Got to her car and drove to next patients house.  Noticed Rt. sided weakness and knee buckling. Drove herself home and went to bed.   1/7/21  Woke up to increased symptoms, Rt hand and Rt. leg weak, slurring speech.   hospital by rescue. Admitted X 7 days. CT SCAN with and without contrast showed no bleed. Telemed Visit,  MD ordered MRI to rule out Cerebellum Stroke. MRI showed cerebellum stroke. Transferred to A Rehabilitation X 7 days. Has regained most of her normal functions, continues outpatient therapy.""
	"MODERNA"	"591"	"North Carolina"	"37"	"50-59 years"	"50-59"	"Life Threatening"	"LT"	"1333833-1"	"1333833-1"	"After vaccine by 6pm husband had high fever all night long, we woke up he took Tylenol and fever went down. He went out side for a little bit, his body temperature was still hot without chills and this lasted for 3 days and night. I talked to the pharmacist and he recommended Ibuprofen and I gave it to him for two days but he kept the fever. He started shaking and by the 5th day I took him to the clinic and both his eyes were red and hands and feet were hot. I was told to take him home because all vital signs were ok, but I took him back to the ER on day 8 because he was not getting better, they said he had multi organ issues and now he's confused and he doesn't know who I am or where he is and cannot remember and confused. He is now on dialysis and he was on life support, he was never hospitalized or taken prescription drugs and now he's in this condition. He is still in ICU and his body looks so weird.  He don't remember words or when I talk to him."
	"MODERNA"	"591"	"North Carolina"	"37"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"0972363-1"	"0972363-1"	""1/6/21  5:30 pm  Client was as her patients house and stood up to leave and was ""walking like I was drunk.""  Felt like her leg was asleep. Got to her car and drove to next patients house.  Noticed Rt. sided weakness and knee buckling. Drove herself home and went to bed.   1/7/21  Woke up to increased symptoms, Rt hand and Rt. leg weak, slurring speech.   hospital by rescue. Admitted X 7 days. CT SCAN with and without contrast showed no bleed. Telemed Visit,  MD ordered MRI to rule out Cerebellum Stroke. MRI showed cerebellum stroke. Transferred to A Rehabilitation X 7 days. Has regained most of her normal functions, continues outpatient therapy.""
	"MODERNA"	"591"	"North Carolina"	"37"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1205843-1"	"1205843-1"	"Tinnitus.  Ringing in both ears.  Louder in the left ear.  Loud 6000hz.  Louder than my own voice.  Moderna shot #1 administered at 3:10pm, ringing in ears started at 4:55pm.  Took one Tylenol 30 minutes after the vaccine administration.  Took a second Tylenol two hours after that."
	"MODERNA"	"591"	"North Carolina"	"37"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"0972363-1"	"0972363-1"	""1/6/21  5:30 pm  Client was as her patients house and stood up to leave and was ""walking like I was drunk.""  Felt like her leg was asleep. Got to her car and drove to next patients house.  Noticed Rt. sided weakness and knee buckling. Drove herself home and went to bed.   1/7/21  Woke up to increased symptoms, Rt hand and Rt. leg weak, slurring speech.   hospital by rescue. Admitted X 7 days. CT SCAN with and without contrast showed no bleed. Telemed Visit,  MD ordered MRI to rule out Cerebellum Stroke. MRI showed cerebellum stroke. Transferred to A Rehabilitation X 7 days. Has regained most of her normal functions, continues outpatient therapy.""
	"MODERNA"	"591"	"North Carolina"	"37"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1333833-1"	"1333833-1"	"After vaccine by 6pm husband had high fever all night long, we woke up he took Tylenol and fever went down. He went out side for a little bit, his body temperature was still hot without chills and this lasted for 3 days and night. I talked to the pharmacist and he recommended Ibuprofen and I gave it to him for two days but he kept the fever. He started shaking and by the 5th day I took him to the clinic and both his eyes were red and hands and feet were hot. I was told to take him home because all vital signs were ok, but I took him back to the ER on day 8 because he was not getting better, they said he had multi organ issues and now he's confused and he doesn't know who I am or where he is and cannot remember and confused. He is now on dialysis and he was on life support, he was never hospitalized or taken prescription drugs and now he's in this condition. He is still in ICU and his body looks so weird.  He don't remember words or when I talk to him."
	"MODERNA"	"591"	"North Carolina"	"37"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"0972363-1"	"0972363-1"	""1/6/21  5:30 pm  Client was as her patients house and stood up to leave and was ""walking like I was drunk.""  Felt like her leg was asleep. Got to her car and drove to next patients house.  Noticed Rt. sided weakness and knee buckling. Drove herself home and went to bed.   1/7/21  Woke up to increased symptoms, Rt hand and Rt. leg weak, slurring speech.   hospital by rescue. Admitted X 7 days. CT SCAN with and without contrast showed no bleed. Telemed Visit,  MD ordered MRI to rule out Cerebellum Stroke. MRI showed cerebellum stroke. Transferred to A Rehabilitation X 7 days. Has regained most of her normal functions, continues outpatient therapy.""
	"MODERNA"	"591"	"North Carolina"	"37"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1333833-1"	"1333833-1"	"After vaccine by 6pm husband had high fever all night long, we woke up he took Tylenol and fever went down. He went out side for a little bit, his body temperature was still hot without chills and this lasted for 3 days and night. I talked to the pharmacist and he recommended Ibuprofen and I gave it to him for two days but he kept the fever. He started shaking and by the 5th day I took him to the clinic and both his eyes were red and hands and feet were hot. I was told to take him home because all vital signs were ok, but I took him back to the ER on day 8 because he was not getting better, they said he had multi organ issues and now he's confused and he doesn't know who I am or where he is and cannot remember and confused. He is now on dialysis and he was on life support, he was never hospitalized or taken prescription drugs and now he's in this condition. He is still in ICU and his body looks so weird.  He don't remember words or when I talk to him."
	"MODERNA"	"591"	"North Carolina"	"37"	"65-79 years"	"65-79"	"Death"	"DTH"	"1230283-1"	"1230283-1"	"Reported to the vaccination clinic by county EMS: Pt expired at his home following a call to 911 for a cardiac event for which resuscitation efforts were unsuccessful. This occured on the same day as his last dose of the Moderna vaccine."
	"MODERNA"	"591"	"North Carolina"	"37"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1939549-1"	"1939549-1"	""Patient reports immediately after her vaccination she started noticing she did not feel well, the nurse checked her BP and HR and per immunization clinic note: ""Patient c/o of rapid heart beat, BP- 146/108, HR 154, recheck BP 140/94, HR 94. Advised to follow up with PCP concerning next vaccine"". She was sent home and that night she felt very fatigued. The next night she had chest pain with palpitations and continued to have repeated episodes where she felt like her heart was very fast. On 3/11/2021 while raking leaves in her yard she had worsening chest pain and shortness of breath and felt like her heart was beating fast so she presented to the emergency department. Upon presentation to the emergency room.  Upon presentation to the emergency room, blood pressure was 164/117 with a heart rate of 156 and respiratory to 35 pulse currently 93% on room air and later 94. EKG showed atrial fibrillation with rapid ventricular response of 151. Labs revealed hypokalemia of 3.1 and BNP of 359 with high-sensitivity troponin I of 18 and fibrin derivatives D-dimer of 2597.24 with unremarkable CBC except for mild anemia. Her influenza antigens came back negative and COVID-19 PCR came back negative. Chest x-ray showed cardiomegaly with small bilateral pleural effusions and interstitial thickening suspicious for pulmonary edema with overall findings consistent with CHF. Given elevated D-dimer chest CTA came back negative for PE and did confirm CHF with moderate bilateral pleural effusions and adjacent compressive atelectasis, pulmonary edema and cardiomegaly with prominent subcarinal and mediastinal lymph nodes that are likely reactive.. The patient was given 10 mg of IV Cardizem twice as well as 40 mg of IV Lasix. She was still tachycardic and started on IV Cardizem drip after an additional bolus of 10 mg given elevated blood pressure. She was admitted to stepdown unit for further evaluation and management.  Cardiology consult 3/12/21: HPI: 72 y.o. female with no apparent previous history of cardiovascular disease who has had significant progression of severe shortness of breath weakness fatigue PND and orthopnea over the last several weeks. The patient did get apparent Covid shot for which she has had a significant amount of symptoms thereafter. Currently the patient was admitted to the hospital with chest x-ray with pleural effusions and pulmonary edema troponin level has elevated to 18. She did have an EKG showing atrial fibrillation with rapid ventricular rate now slightly improved with diltiazem drip. She was placed on Eliquis with no bleeding complications. Currently with intravenous Lasix she has had some improvements of her pulmonary edema and shortness of breath. There is no evidence of angina or myocardial infarction at this time Assessment: 72-year-old female with acute systolic dysfunction congestive heart failure and acute atrial fibrillation with rapid ventricular rate without evidence of myocardial infarction Plan: 1. Continue intravenous Lasix due to continued pulmonary edema throughout the next 24 hours, 2. Continue anticoagulation for further risk reduction in stroke with atrial fibrillation, 3. Continue diltiazem drip for heart rate control below 100bpm although will add oral beta-blocker for better heart rate control, 4. Echocardiogram to evaluate for LV systolic dysfunction or valvular heart disease  Discharge Summary 3/13/2021:  1. New onset atrial fibrillation with rapid ventricular response: on metoprolol 100 mg bid. Cardiology added cardizem CD--much improved in 100's, TSH wnl. Her CHA2DS2-VASc score is 4.  She will beon p.o. Eliquis. 2D echo Left Ventricle: LV EF 35-40%. The LV has moderately decreased function. The LV demonstrates global hypokinesis. The LV internal cavity size was mildly to moderately dilated. There is mild LVH. LA, RA dilated   2. New onset acute systolic CHF: Diuresed with IV Lasix-- change to PO Lasix for 20 mg daily. 3.  uncontrolled HTN--new-pt's BP on ER 164/117, 148/83-- much improved with Metoprolol and cardizem. Cardiology Follow up:  NM stress test (5/11/2021) EF 46% with fixed defect in anterior, mid anterolateral, apical anterior and ischemia in the mid anteroseptal distribution. EKG 10/18/21: Sinus bradycardia, Atrial premature complex, RSR' in V1 or V2, Prolonged QT  Echo 10/25/21: EF: >55%, NORMAL LV SYSTOLIC FUNCTION, NORMAL RV SYSTOLIC FUNCTION, MILD AR, MILD MR, MILD PR, MILD TR, NO VALVULAR STENOSIS, TRIVIAL PERICARDIAL EFFUSION Left Heart Cath (11/5/2021): mild non-obstructive CAD Pa""
	"MODERNA"	"591"	"North Carolina"	"37"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1740923-1"	"1740923-1"	""Covid arm with swelling and pain. Antiboitics at ER. Used ice packs. Swelling has gone to almost normal. Severe pain in legs, ""worse than child birth),  lasted almost 3 days. Has to be under the care a spine doctor. Ongoing injections in lower back to control pain. S1 and L5  in spine were affected. Bursa in hip was affected. Ability to walk has been affected. Now using upright walker.""
	"MODERNA"	"591"	"North Carolina"	"37"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1939549-1"	"1939549-1"	""Patient reports immediately after her vaccination she started noticing she did not feel well, the nurse checked her BP and HR and per immunization clinic note: ""Patient c/o of rapid heart beat, BP- 146/108, HR 154, recheck BP 140/94, HR 94. Advised to follow up with PCP concerning next vaccine"". She was sent home and that night she felt very fatigued. The next night she had chest pain with palpitations and continued to have repeated episodes where she felt like her heart was very fast. On 3/11/2021 while raking leaves in her yard she had worsening chest pain and shortness of breath and felt like her heart was beating fast so she presented to the emergency department. Upon presentation to the emergency room.  Upon presentation to the emergency room, blood pressure was 164/117 with a heart rate of 156 and respiratory to 35 pulse currently 93% on room air and later 94. EKG showed atrial fibrillation with rapid ventricular response of 151. Labs revealed hypokalemia of 3.1 and BNP of 359 with high-sensitivity troponin I of 18 and fibrin derivatives D-dimer of 2597.24 with unremarkable CBC except for mild anemia. Her influenza antigens came back negative and COVID-19 PCR came back negative. Chest x-ray showed cardiomegaly with small bilateral pleural effusions and interstitial thickening suspicious for pulmonary edema with overall findings consistent with CHF. Given elevated D-dimer chest CTA came back negative for PE and did confirm CHF with moderate bilateral pleural effusions and adjacent compressive atelectasis, pulmonary edema and cardiomegaly with prominent subcarinal and mediastinal lymph nodes that are likely reactive.. The patient was given 10 mg of IV Cardizem twice as well as 40 mg of IV Lasix. She was still tachycardic and started on IV Cardizem drip after an additional bolus of 10 mg given elevated blood pressure. She was admitted to stepdown unit for further evaluation and management.  Cardiology consult 3/12/21: HPI: 72 y.o. female with no apparent previous history of cardiovascular disease who has had significant progression of severe shortness of breath weakness fatigue PND and orthopnea over the last several weeks. The patient did get apparent Covid shot for which she has had a significant amount of symptoms thereafter. Currently the patient was admitted to the hospital with chest x-ray with pleural effusions and pulmonary edema troponin level has elevated to 18. She did have an EKG showing atrial fibrillation with rapid ventricular rate now slightly improved with diltiazem drip. She was placed on Eliquis with no bleeding complications. Currently with intravenous Lasix she has had some improvements of her pulmonary edema and shortness of breath. There is no evidence of angina or myocardial infarction at this time Assessment: 72-year-old female with acute systolic dysfunction congestive heart failure and acute atrial fibrillation with rapid ventricular rate without evidence of myocardial infarction Plan: 1. Continue intravenous Lasix due to continued pulmonary edema throughout the next 24 hours, 2. Continue anticoagulation for further risk reduction in stroke with atrial fibrillation, 3. Continue diltiazem drip for heart rate control below 100bpm although will add oral beta-blocker for better heart rate control, 4. Echocardiogram to evaluate for LV systolic dysfunction or valvular heart disease  Discharge Summary 3/13/2021:  1. New onset atrial fibrillation with rapid ventricular response: on metoprolol 100 mg bid. Cardiology added cardizem CD--much improved in 100's, TSH wnl. Her CHA2DS2-VASc score is 4.  She will beon p.o. Eliquis. 2D echo Left Ventricle: LV EF 35-40%. The LV has moderately decreased function. The LV demonstrates global hypokinesis. The LV internal cavity size was mildly to moderately dilated. There is mild LVH. LA, RA dilated   2. New onset acute systolic CHF: Diuresed with IV Lasix-- change to PO Lasix for 20 mg daily. 3.  uncontrolled HTN--new-pt's BP on ER 164/117, 148/83-- much improved with Metoprolol and cardizem. Cardiology Follow up:  NM stress test (5/11/2021) EF 46% with fixed defect in anterior, mid anterolateral, apical anterior and ischemia in the mid anteroseptal distribution. EKG 10/18/21: Sinus bradycardia, Atrial premature complex, RSR' in V1 or V2, Prolonged QT  Echo 10/25/21: EF: >55%, NORMAL LV SYSTOLIC FUNCTION, NORMAL RV SYSTOLIC FUNCTION, MILD AR, MILD MR, MILD PR, MILD TR, NO VALVULAR STENOSIS, TRIVIAL PERICARDIAL EFFUSION Left Heart Cath (11/5/2021): mild non-obstructive CAD Pa""
	"MODERNA"	"591"	"North Carolina"	"37"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1112084-1"	"1112084-1"	""Patient reports feeling symptoms later the same evening the day of receiving her 2nd dose of Moderna.  Her twin sister, also reported similar symptoms after receiving her 2nd dose of Moderna the same day (3/5/21).  Patient reported feeling nausea and having ""extreme"" chills that evening.  The next morning at 8 a.m. Patient called her sister, at 8 a.m. When she arrived at her sister's house she found patient unresponsive.  She was taken to the hospital and remained there for 5 hours.   Patient reports passing out, losing control of her bodily functions and hitting her head on a heavy resin figure.  ""Blood was all over the place.""  She reports that 2 spots on her scalp were bleeding and subsequently treated at the hospital.   Patient currently is still experiencing extreme fatigue following the vaccination.""
	"MODERNA"	"591"	"North Carolina"	"37"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1939549-1"	"1939549-1"	""Patient reports immediately after her vaccination she started noticing she did not feel well, the nurse checked her BP and HR and per immunization clinic note: ""Patient c/o of rapid heart beat, BP- 146/108, HR 154, recheck BP 140/94, HR 94. Advised to follow up with PCP concerning next vaccine"". She was sent home and that night she felt very fatigued. The next night she had chest pain with palpitations and continued to have repeated episodes where she felt like her heart was very fast. On 3/11/2021 while raking leaves in her yard she had worsening chest pain and shortness of breath and felt like her heart was beating fast so she presented to the emergency department. Upon presentation to the emergency room.  Upon presentation to the emergency room, blood pressure was 164/117 with a heart rate of 156 and respiratory to 35 pulse currently 93% on room air and later 94. EKG showed atrial fibrillation with rapid ventricular response of 151. Labs revealed hypokalemia of 3.1 and BNP of 359 with high-sensitivity troponin I of 18 and fibrin derivatives D-dimer of 2597.24 with unremarkable CBC except for mild anemia. Her influenza antigens came back negative and COVID-19 PCR came back negative. Chest x-ray showed cardiomegaly with small bilateral pleural effusions and interstitial thickening suspicious for pulmonary edema with overall findings consistent with CHF. Given elevated D-dimer chest CTA came back negative for PE and did confirm CHF with moderate bilateral pleural effusions and adjacent compressive atelectasis, pulmonary edema and cardiomegaly with prominent subcarinal and mediastinal lymph nodes that are likely reactive.. The patient was given 10 mg of IV Cardizem twice as well as 40 mg of IV Lasix. She was still tachycardic and started on IV Cardizem drip after an additional bolus of 10 mg given elevated blood pressure. She was admitted to stepdown unit for further evaluation and management.  Cardiology consult 3/12/21: HPI: 72 y.o. female with no apparent previous history of cardiovascular disease who has had significant progression of severe shortness of breath weakness fatigue PND and orthopnea over the last several weeks. The patient did get apparent Covid shot for which she has had a significant amount of symptoms thereafter. Currently the patient was admitted to the hospital with chest x-ray with pleural effusions and pulmonary edema troponin level has elevated to 18. She did have an EKG showing atrial fibrillation with rapid ventricular rate now slightly improved with diltiazem drip. She was placed on Eliquis with no bleeding complications. Currently with intravenous Lasix she has had some improvements of her pulmonary edema and shortness of breath. There is no evidence of angina or myocardial infarction at this time Assessment: 72-year-old female with acute systolic dysfunction congestive heart failure and acute atrial fibrillation with rapid ventricular rate without evidence of myocardial infarction Plan: 1. Continue intravenous Lasix due to continued pulmonary edema throughout the next 24 hours, 2. Continue anticoagulation for further risk reduction in stroke with atrial fibrillation, 3. Continue diltiazem drip for heart rate control below 100bpm although will add oral beta-blocker for better heart rate control, 4. Echocardiogram to evaluate for LV systolic dysfunction or valvular heart disease  Discharge Summary 3/13/2021:  1. New onset atrial fibrillation with rapid ventricular response: on metoprolol 100 mg bid. Cardiology added cardizem CD--much improved in 100's, TSH wnl. Her CHA2DS2-VASc score is 4.  She will beon p.o. Eliquis. 2D echo Left Ventricle: LV EF 35-40%. The LV has moderately decreased function. The LV demonstrates global hypokinesis. The LV internal cavity size was mildly to moderately dilated. There is mild LVH. LA, RA dilated   2. New onset acute systolic CHF: Diuresed with IV Lasix-- change to PO Lasix for 20 mg daily. 3.  uncontrolled HTN--new-pt's BP on ER 164/117, 148/83-- much improved with Metoprolol and cardizem. Cardiology Follow up:  NM stress test (5/11/2021) EF 46% with fixed defect in anterior, mid anterolateral, apical anterior and ischemia in the mid anteroseptal distribution. EKG 10/18/21: Sinus bradycardia, Atrial premature complex, RSR' in V1 or V2, Prolonged QT  Echo 10/25/21: EF: >55%, NORMAL LV SYSTOLIC FUNCTION, NORMAL RV SYSTOLIC FUNCTION, MILD AR, MILD MR, MILD PR, MILD TR, NO VALVULAR STENOSIS, TRIVIAL PERICARDIAL EFFUSION Left Heart Cath (11/5/2021): mild non-obstructive CAD Pa""
	"MODERNA"	"591"	"North Carolina"	"37"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1112084-1"	"1112084-1"	""Patient reports feeling symptoms later the same evening the day of receiving her 2nd dose of Moderna.  Her twin sister, also reported similar symptoms after receiving her 2nd dose of Moderna the same day (3/5/21).  Patient reported feeling nausea and having ""extreme"" chills that evening.  The next morning at 8 a.m. Patient called her sister, at 8 a.m. When she arrived at her sister's house she found patient unresponsive.  She was taken to the hospital and remained there for 5 hours.   Patient reports passing out, losing control of her bodily functions and hitting her head on a heavy resin figure.  ""Blood was all over the place.""  She reports that 2 spots on her scalp were bleeding and subsequently treated at the hospital.   Patient currently is still experiencing extreme fatigue following the vaccination.""
	"MODERNA"	"591"	"North Carolina"	"37"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1230283-1"	"1230283-1"	"Reported to the vaccination clinic by county EMS: Pt expired at his home following a call to 911 for a cardiac event for which resuscitation efforts were unsuccessful. This occured on the same day as his last dose of the Moderna vaccine."
	"MODERNA"	"591"	"North Carolina"	"37"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1740923-1"	"1740923-1"	""Covid arm with swelling and pain. Antiboitics at ER. Used ice packs. Swelling has gone to almost normal. Severe pain in legs, ""worse than child birth),  lasted almost 3 days. Has to be under the care a spine doctor. Ongoing injections in lower back to control pain. S1 and L5  in spine were affected. Bursa in hip was affected. Ability to walk has been affected. Now using upright walker.""
	"MODERNA"	"591"	"North Carolina"	"37"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1939549-1"	"1939549-1"	""Patient reports immediately after her vaccination she started noticing she did not feel well, the nurse checked her BP and HR and per immunization clinic note: ""Patient c/o of rapid heart beat, BP- 146/108, HR 154, recheck BP 140/94, HR 94. Advised to follow up with PCP concerning next vaccine"". She was sent home and that night she felt very fatigued. The next night she had chest pain with palpitations and continued to have repeated episodes where she felt like her heart was very fast. On 3/11/2021 while raking leaves in her yard she had worsening chest pain and shortness of breath and felt like her heart was beating fast so she presented to the emergency department. Upon presentation to the emergency room.  Upon presentation to the emergency room, blood pressure was 164/117 with a heart rate of 156 and respiratory to 35 pulse currently 93% on room air and later 94. EKG showed atrial fibrillation with rapid ventricular response of 151. Labs revealed hypokalemia of 3.1 and BNP of 359 with high-sensitivity troponin I of 18 and fibrin derivatives D-dimer of 2597.24 with unremarkable CBC except for mild anemia. Her influenza antigens came back negative and COVID-19 PCR came back negative. Chest x-ray showed cardiomegaly with small bilateral pleural effusions and interstitial thickening suspicious for pulmonary edema with overall findings consistent with CHF. Given elevated D-dimer chest CTA came back negative for PE and did confirm CHF with moderate bilateral pleural effusions and adjacent compressive atelectasis, pulmonary edema and cardiomegaly with prominent subcarinal and mediastinal lymph nodes that are likely reactive.. The patient was given 10 mg of IV Cardizem twice as well as 40 mg of IV Lasix. She was still tachycardic and started on IV Cardizem drip after an additional bolus of 10 mg given elevated blood pressure. She was admitted to stepdown unit for further evaluation and management.  Cardiology consult 3/12/21: HPI: 72 y.o. female with no apparent previous history of cardiovascular disease who has had significant progression of severe shortness of breath weakness fatigue PND and orthopnea over the last several weeks. The patient did get apparent Covid shot for which she has had a significant amount of symptoms thereafter. Currently the patient was admitted to the hospital with chest x-ray with pleural effusions and pulmonary edema troponin level has elevated to 18. She did have an EKG showing atrial fibrillation with rapid ventricular rate now slightly improved with diltiazem drip. She was placed on Eliquis with no bleeding complications. Currently with intravenous Lasix she has had some improvements of her pulmonary edema and shortness of breath. There is no evidence of angina or myocardial infarction at this time Assessment: 72-year-old female with acute systolic dysfunction congestive heart failure and acute atrial fibrillation with rapid ventricular rate without evidence of myocardial infarction Plan: 1. Continue intravenous Lasix due to continued pulmonary edema throughout the next 24 hours, 2. Continue anticoagulation for further risk reduction in stroke with atrial fibrillation, 3. Continue diltiazem drip for heart rate control below 100bpm although will add oral beta-blocker for better heart rate control, 4. Echocardiogram to evaluate for LV systolic dysfunction or valvular heart disease  Discharge Summary 3/13/2021:  1. New onset atrial fibrillation with rapid ventricular response: on metoprolol 100 mg bid. Cardiology added cardizem CD--much improved in 100's, TSH wnl. Her CHA2DS2-VASc score is 4.  She will beon p.o. Eliquis. 2D echo Left Ventricle: LV EF 35-40%. The LV has moderately decreased function. The LV demonstrates global hypokinesis. The LV internal cavity size was mildly to moderately dilated. There is mild LVH. LA, RA dilated   2. New onset acute systolic CHF: Diuresed with IV Lasix-- change to PO Lasix for 20 mg daily. 3.  uncontrolled HTN--new-pt's BP on ER 164/117, 148/83-- much improved with Metoprolol and cardizem. Cardiology Follow up:  NM stress test (5/11/2021) EF 46% with fixed defect in anterior, mid anterolateral, apical anterior and ischemia in the mid anteroseptal distribution. EKG 10/18/21: Sinus bradycardia, Atrial premature complex, RSR' in V1 or V2, Prolonged QT  Echo 10/25/21: EF: >55%, NORMAL LV SYSTOLIC FUNCTION, NORMAL RV SYSTOLIC FUNCTION, MILD AR, MILD MR, MILD PR, MILD TR, NO VALVULAR STENOSIS, TRIVIAL PERICARDIAL EFFUSION Left Heart Cath (11/5/2021): mild non-obstructive CAD Pa""
	"MODERNA"	"591"	"North Dakota"	"38"	"60-64 years"	"60-64"	"Permanent Disability"	"DBL"	"0951257-1"	"0951257-1"	"Injection given without unusual pain, but appeared to be at higher site than usual for other vaccinations patient has received.  No immediate reactions.  No redness or swelling at injection site.  Approximately 3 hours later with restriction of abduction of left arm, which became worse over 24 hours.  No numbnness, pain 4-5/10 diffusely over deltoid and in acromium, posterior suprascapular area..  Able to passively move arm, treated with topical Voltaren gel, Naproxyn 500 x 1 dose.  D2 with increased ROM, but still restricted."
	"MODERNA"	"591"	"North Dakota"	"38"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1082219-1"	"1082219-1"	"2/3/21 ER to Hospital admit for global weakness."
	"MODERNA"	"591"	"North Dakota"	"38"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1082219-1"	"1082219-1"	"2/3/21 ER to Hospital admit for global weakness."
	"MODERNA"	"591"	"Ohio"	"39"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"1190524-1"	"1190524-1"	"Dizziness, shakes, blurred vision, heart palpitations, high blood pressure, fatigue, nausea, headaches"
	"MODERNA"	"591"	"Ohio"	"39"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1190524-1"	"1190524-1"	"Dizziness, shakes, blurred vision, heart palpitations, high blood pressure, fatigue, nausea, headaches"
	"MODERNA"	"591"	"Ohio"	"39"	"40-49 years"	"40-49"	"Death"	"DTH"	"1783020-1"	"1783020-1"	"He got his vaccination, his arm started swelling up and got hot.  Then he started getting nauseated and he called over to where he got the vaccine, and they told him that it would be alright.  He kept getting worse and he was tired.  He was working on a project at home, and complained of a terrible headache.  His mother kept asking him if he needed anything to eat or drink and he said no.    He had been throwing up apparently, but did not know when  possibly in the middle of the night.  This continued for the several days, and he told her to leave him alone.     Four days later his mother went to check on him, knocked on his door, there was no answer, and her son and daughter broke the door down and he was dead on the floor."
	"MODERNA"	"591"	"Ohio"	"39"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"0996004-1"	"0996004-1"	"The vaccine was administered incorrectly.  The IM injection was given too high on the left arm.  The injection immediately caused significant pain in the left shoulder which worsened throughout the day and into the following day.  The significant pain in the left shoulder has persisted and is accompanied by decreased AROM, decreased strength, and sleep disruption.  Treated with Ibuprofen 800mg q8h and ice with minimal benefit.  Saw PCP on 01/29/2021 who recommended continuation of same and ordered a PT referral.  Was unable to work for 3 days due to this complication."
	"MODERNA"	"591"	"Ohio"	"39"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1377057-1"	"1377057-1"	"On 01/15/21, I received the vaccine. A short time later my heart began racing. In the night it was beating weird. I checked my vitals and my BP and heart rate were climbing. By the morning I was having chest pain and shortness of breath. My husband took me to the hospital. I was admitted for further testing and evaluation due to an abnormal EKG and labs with unstable vitals. I was discharged late afternoon/early evening on 01/16/21. I was ordered a cardiac event monitor and to see a cardiologist. My event monitor was reviewed by a cardiologist who referred my to Dr. in my local area. On 06/01/21, I had a consult with her. My EKG was abnormal and it is suspected that I have developed a cardiomyopathy. Further testing will need to be done to confirm.    After my first vaccine I was contacted by the Health Dept to inform me that I may be able to get the second vaccine due to the reaction that I had after the first. I was called the day prior to my appt and was told that their medical director reviewed and approved the second vaccine. Within an hour of leaving the health dept my heart was beating weird again.   Since a short time after the vaccine I developed a dry cough that I still have almost 6 months later. The cardiac issues have not dissipated as the medical professionals had hoped."
	"MODERNA"	"591"	"Ohio"	"39"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1531937-1"	"1531937-1"	"Rash and red and slight pain on left arm first day day two rash spread to right leg..day three rash spread to back ?day four excruciating pain began in arm vaccine given and as days progressed range of motion became affected ..can not lift arm above chest level without extreme pain ..cannot reach behind back without extreme pain health department notified to see if these reactions normal after going on over a week or two they reported to go to pcp that these were not normal ..pcp ordered X-ray then Pt ..declined in pt which resulted in mri"
	"MODERNA"	"591"	"Ohio"	"39"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1063023-1"	"1063023-1"	"Left leg began hurting one hour after shot.  Throat started to swell causing increased clearing of throat,  swollen glands, with difficulty swallowing.  Throat, esophagus was swollen 5 hours later.  Went to emergency room and was given Benedryl, Epinephrine, Pepcid, and Solumedrol.  Kept in ER for 8 hours, Throat still swollen, but better, provided second doses of Benedryl and Epinephrine, then admitted for observation for 24 hours.   Throat and swallowing difficulties continued for approximately 3 days after discharge.   Hoarseness, difficulty swallowing, having to push liquids and food into diaphram was uncomfortable."
	"MODERNA"	"591"	"Ohio"	"39"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1095879-1"	"1095879-1"	"Diagnosed with Bell's Palsy and having headache.  On Saturday went to ER, did CT scan . Saw PCP on Monday."
	"MODERNA"	"591"	"Ohio"	"39"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1155156-1"	"1155156-1"	"Appendectomy / Appendicitis  on 3/29  3/18 that night stomach irritation developed. 3/19 stomach irritation continued and difficultly sleeping due to irritation, pain continued. 3/28 Pain became severe and couldn't  sleep. 3/29 Went to urgent care, transferred to ER.  ER did a CT scan and determined appendicitis.  Emergency appendectomy performed."
	"MODERNA"	"591"	"Ohio"	"39"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1377057-1"	"1377057-1"	"On 01/15/21, I received the vaccine. A short time later my heart began racing. In the night it was beating weird. I checked my vitals and my BP and heart rate were climbing. By the morning I was having chest pain and shortness of breath. My husband took me to the hospital. I was admitted for further testing and evaluation due to an abnormal EKG and labs with unstable vitals. I was discharged late afternoon/early evening on 01/16/21. I was ordered a cardiac event monitor and to see a cardiologist. My event monitor was reviewed by a cardiologist who referred my to Dr. in my local area. On 06/01/21, I had a consult with her. My EKG was abnormal and it is suspected that I have developed a cardiomyopathy. Further testing will need to be done to confirm.    After my first vaccine I was contacted by the Health Dept to inform me that I may be able to get the second vaccine due to the reaction that I had after the first. I was called the day prior to my appt and was told that their medical director reviewed and approved the second vaccine. Within an hour of leaving the health dept my heart was beating weird again.   Since a short time after the vaccine I developed a dry cough that I still have almost 6 months later. The cardiac issues have not dissipated as the medical professionals had hoped."
	"MODERNA"	"591"	"Ohio"	"39"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1095879-1"	"1095879-1"	"Diagnosed with Bell's Palsy and having headache.  On Saturday went to ER, did CT scan . Saw PCP on Monday."
	"MODERNA"	"591"	"Ohio"	"39"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1155156-1"	"1155156-1"	"Appendectomy / Appendicitis  on 3/29  3/18 that night stomach irritation developed. 3/19 stomach irritation continued and difficultly sleeping due to irritation, pain continued. 3/28 Pain became severe and couldn't  sleep. 3/29 Went to urgent care, transferred to ER.  ER did a CT scan and determined appendicitis.  Emergency appendectomy performed."
	"MODERNA"	"591"	"Ohio"	"39"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1377057-1"	"1377057-1"	"On 01/15/21, I received the vaccine. A short time later my heart began racing. In the night it was beating weird. I checked my vitals and my BP and heart rate were climbing. By the morning I was having chest pain and shortness of breath. My husband took me to the hospital. I was admitted for further testing and evaluation due to an abnormal EKG and labs with unstable vitals. I was discharged late afternoon/early evening on 01/16/21. I was ordered a cardiac event monitor and to see a cardiologist. My event monitor was reviewed by a cardiologist who referred my to Dr. in my local area. On 06/01/21, I had a consult with her. My EKG was abnormal and it is suspected that I have developed a cardiomyopathy. Further testing will need to be done to confirm.    After my first vaccine I was contacted by the Health Dept to inform me that I may be able to get the second vaccine due to the reaction that I had after the first. I was called the day prior to my appt and was told that their medical director reviewed and approved the second vaccine. Within an hour of leaving the health dept my heart was beating weird again.   Since a short time after the vaccine I developed a dry cough that I still have almost 6 months later. The cardiac issues have not dissipated as the medical professionals had hoped."
	"MODERNA"	"591"	"Ohio"	"39"	"50-59 years"	"50-59"	"Life Threatening"	"LT"	"2279051-1"	"2279051-1"	"I had a heart rhythm that was abnormal along with a high heart rate, I requested the booster half dose of Moderna and just found out that they gave me a full dose. I only had approval to get half a dose."
	"MODERNA"	"591"	"Ohio"	"39"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1443476-1"	"1443476-1"	"Trouble lifting arm. Gripping issues. Continues to get worse. Began symptoms hours after vaccination and continues to become worse. Pain located at injection site radiates down to elbow to last three fingers."
	"MODERNA"	"591"	"Ohio"	"39"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"2263279-1"	"2263279-1"	"Tinnitus, hearing loss, long COVID"
	"MODERNA"	"591"	"Ohio"	"39"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1033203-1"	"1033203-1"	"Initially felt fine. Got lightheaded, nauseous, dizzy. Brain felt foggy. Wanted to lie down but kept her upright. Doesn't recall ride to emergency department. Next recalls her husband in ER and physician pushing on her chest (sternal rub). Extreme exhaustion"
	"MODERNA"	"591"	"Ohio"	"39"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1033203-1"	"1033203-1"	"Initially felt fine. Got lightheaded, nauseous, dizzy. Brain felt foggy. Wanted to lie down but kept her upright. Doesn't recall ride to emergency department. Next recalls her husband in ER and physician pushing on her chest (sternal rub). Extreme exhaustion"
	"MODERNA"	"591"	"Ohio"	"39"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"2279051-1"	"2279051-1"	"I had a heart rhythm that was abnormal along with a high heart rate, I requested the booster half dose of Moderna and just found out that they gave me a full dose. I only had approval to get half a dose."
	"MODERNA"	"591"	"Ohio"	"39"	"60-64 years"	"60-64"	"Permanent Disability"	"DBL"	"1814780-1"	"1814780-1"	"Severe pain in both knees, getting up and down from chair increased the pain. Left knee pain subsided in about 5-6 days. Right knee got worse. At my PCP on 10/14/2021 and she looked at knee. Got a x-ray on 10/15. Showed advanced arthritis and referred to an orthopeadic surgeon to consider a knee replacement."
	"MODERNA"	"591"	"Ohio"	"39"	"65-79 years"	"65-79"	"Death"	"DTH"	"2072090-1"	"2072090-1"	"pt had primary care appointment on 1/27/22, BP was 169/96. pt received Moderna Booster 0.25mL on 1/27/22. ED note states that pt was brought in by ambulance after being found unresponsive in someone's driveway the evening of 1/27/22 in cardiac arrest. CPR was unsuccessful and pt expired. while pt did receive booster on 1/27/22 pt has history of hypertension, high cholesterol, prostate cancer, and COPD.  While it is unknown where the pt was going it is likely he was walking home from somewhere and it is of note that it was very cold that evening. These environmental and comorbid conditions are more likely the cause of this adverse event as compared to the Moderna Booster but this practitioner still unserstood the importance of reporting this to VAERS."
	"MODERNA"	"591"	"Ohio"	"39"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1065728-1"	"1065728-1"	""About 1 hour and 15 minutes after receiving the vaccine I became dizzy.  3 1/5 hours later I developed chills which lastly briefly. The next day I had  huge area on my  left eye on my pupil which lasted for 5 days. I have blue eyes and right at toward the end of the blue I have white deposits.  On  2/24/2021 I went  see an eye doctor Dr. He diagnosed me with ""whiss"" ring around both of my eyes, and seen spot on my lenses on my left eye.  I started starburst with my left eye, this did not develop until after I received the vaccine.  I have a dot on my right eye now. On 02/26/2021 see another eye doctor Dr., he also said I have deposits around my cornea, acknowledged the starburst effect on the left eye, and noticed the ""whiss"" ring.  Since I took the vaccine my eyes have become very light sensitive.  The doctors have told me this conditions are permanent, if it gets worse they will have to scrape the eye and have a laser surgery.  I do  not remember when it started but it 2inches by 3 inches, red patch which started at the injection site and went diagonal.""
	"MODERNA"	"591"	"Ohio"	"39"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"2335457-1"	"2335457-1"	""Diagnosed as ""silent migraines probably triggered by the COVID vaccine""""
	"MODERNA"	"591"	"Ohio"	"39"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1011463-1"	"1011463-1"	"Pt presented to clinic stating he lost his keys.  He proceeded to receive vaccination and was walked to observation area.  No notable events during 15 minute observation.  Approx 1.5 hours after observation pt was found in parking lot by sheriff trying to get into his car/calling his wife.  Pt was brought inside, B/P was around 130/50 HR initially around 110, Oxygen around 92%, states had light headedness after getting vaccine, states no trouble breathing and feels fine.  Was confused and unable to answer questions appropriately.  Skin was slightly pale and cold.  After approx an hour of observation oxygen dropped to high 80% and heart rate increased to 115+"
	"MODERNA"	"591"	"Ohio"	"39"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1033381-1"	"1033381-1"	"On the evening of 2/3/21, patient did not feel well.  On 2/4/21, the patient became more unsteady than usual and felt weak.  By the evening of 2/4/21, the patient went to the restroom and could not get off the toilet.  every time she tried to stand up, her legs buckled underneath her.  Her caretakers called the squad and she was admitted to the hospital with possible transverse myelitis."
	"MODERNA"	"591"	"Ohio"	"39"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1100979-1"	"1100979-1"	"Fever, dehydration, weakness, headache, muscle aches, chills, vomiting, diarrhea.  Hospitalized x1 day."
	"MODERNA"	"591"	"Ohio"	"39"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1011463-1"	"1011463-1"	"Pt presented to clinic stating he lost his keys.  He proceeded to receive vaccination and was walked to observation area.  No notable events during 15 minute observation.  Approx 1.5 hours after observation pt was found in parking lot by sheriff trying to get into his car/calling his wife.  Pt was brought inside, B/P was around 130/50 HR initially around 110, Oxygen around 92%, states had light headedness after getting vaccine, states no trouble breathing and feels fine.  Was confused and unable to answer questions appropriately.  Skin was slightly pale and cold.  After approx an hour of observation oxygen dropped to high 80% and heart rate increased to 115+"
	"MODERNA"	"591"	"Oklahoma"	"40"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"0926703-1"	"0926703-1"	"Guillain Barre syndrome/AIDP event. Paresthesia and nerve pain developed in bilateral legs 4 hours after shot and progressed slowly for 4 days in intensity and area involved. Symptoms progressed distally to superior. On the 5th day symptoms progressed rapidly and involved bilateral legs up to the groin, left arm up to lateral shoulder, and right hand. I went to the hospital and was admitted to start IVIG treatment for Guillain Barre Syndrome/AIDP."
	"MODERNA"	"591"	"Oklahoma"	"40"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"0926703-1"	"0926703-1"	"Guillain Barre syndrome/AIDP event. Paresthesia and nerve pain developed in bilateral legs 4 hours after shot and progressed slowly for 4 days in intensity and area involved. Symptoms progressed distally to superior. On the 5th day symptoms progressed rapidly and involved bilateral legs up to the groin, left arm up to lateral shoulder, and right hand. I went to the hospital and was admitted to start IVIG treatment for Guillain Barre Syndrome/AIDP."
	"MODERNA"	"591"	"Oklahoma"	"40"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"0926703-1"	"0926703-1"	"Guillain Barre syndrome/AIDP event. Paresthesia and nerve pain developed in bilateral legs 4 hours after shot and progressed slowly for 4 days in intensity and area involved. Symptoms progressed distally to superior. On the 5th day symptoms progressed rapidly and involved bilateral legs up to the groin, left arm up to lateral shoulder, and right hand. I went to the hospital and was admitted to start IVIG treatment for Guillain Barre Syndrome/AIDP."
	"MODERNA"	"591"	"Oklahoma"	"40"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"0926703-1"	"0926703-1"	"Guillain Barre syndrome/AIDP event. Paresthesia and nerve pain developed in bilateral legs 4 hours after shot and progressed slowly for 4 days in intensity and area involved. Symptoms progressed distally to superior. On the 5th day symptoms progressed rapidly and involved bilateral legs up to the groin, left arm up to lateral shoulder, and right hand. I went to the hospital and was admitted to start IVIG treatment for Guillain Barre Syndrome/AIDP."
	"MODERNA"	"591"	"Oklahoma"	"40"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"1003518-1"	"1003518-1"	"Patient waited approximately 20 minutes after receiving vaccine as is standard. Patient began to drive home when she started to notice tingling in her lips, feeling flushed, and then as though her throat was closing. She contacted 911 and they responded road side.  Patient was initially being monitored only, then her BP dropped. Decision was made to transport patient to ED. En route she received epinephrine and was placed on O2 by way of non-rebreather mask.  Upon arrival to the ED patient continued to be dyspneic. She was given solumedrol, benadryl, Pepcid, and mag. Patient was stabilized and no additional epi was required.  Patient was admitted to hospital in observation status.  She was stable overnight. She did have one episode of itching and nausea, she was given diphenhydramine and Zofran and these symptoms resolved. Patient was monitored until around 1PM the day after event and was released to home in stable condition."
	"MODERNA"	"591"	"Oklahoma"	"40"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"1140368-1"	"1140368-1"	"nausea vomitting chills fever 103 muscle aches horrible rash body felt like i was on fire has messed up my leg i cant walk its been 3 days now and the pain is off the charts i still have rash and low grade fever my leg has me concerned this is not normal u have not done enough research on this shot with ppl with my health issues and i pray it dont cost me my life over this"
	"MODERNA"	"591"	"Oklahoma"	"40"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"0923459-1"	"0923459-1"	"patient was noted to be flushed by residential home staff on 12/30/2020, approximately 2.5hrs after vaccination, fever present at that time. Prior to COVID19 vaccine administration, this patient did have exposure and was close contact with a known case of COVID19 in a residential care employee. Patient was taken to hospital for evaluation of febrile status, had positive COVID19 test at that time, and reported hypotension per residential care staff."
	"MODERNA"	"591"	"Oklahoma"	"40"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1003518-1"	"1003518-1"	"Patient waited approximately 20 minutes after receiving vaccine as is standard. Patient began to drive home when she started to notice tingling in her lips, feeling flushed, and then as though her throat was closing. She contacted 911 and they responded road side.  Patient was initially being monitored only, then her BP dropped. Decision was made to transport patient to ED. En route she received epinephrine and was placed on O2 by way of non-rebreather mask.  Upon arrival to the ED patient continued to be dyspneic. She was given solumedrol, benadryl, Pepcid, and mag. Patient was stabilized and no additional epi was required.  Patient was admitted to hospital in observation status.  She was stable overnight. She did have one episode of itching and nausea, she was given diphenhydramine and Zofran and these symptoms resolved. Patient was monitored until around 1PM the day after event and was released to home in stable condition."
	"MODERNA"	"591"	"Oklahoma"	"40"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1003518-1"	"1003518-1"	"Patient waited approximately 20 minutes after receiving vaccine as is standard. Patient began to drive home when she started to notice tingling in her lips, feeling flushed, and then as though her throat was closing. She contacted 911 and they responded road side.  Patient was initially being monitored only, then her BP dropped. Decision was made to transport patient to ED. En route she received epinephrine and was placed on O2 by way of non-rebreather mask.  Upon arrival to the ED patient continued to be dyspneic. She was given solumedrol, benadryl, Pepcid, and mag. Patient was stabilized and no additional epi was required.  Patient was admitted to hospital in observation status.  She was stable overnight. She did have one episode of itching and nausea, she was given diphenhydramine and Zofran and these symptoms resolved. Patient was monitored until around 1PM the day after event and was released to home in stable condition."
	"MODERNA"	"591"	"Oklahoma"	"40"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1140368-1"	"1140368-1"	"nausea vomitting chills fever 103 muscle aches horrible rash body felt like i was on fire has messed up my leg i cant walk its been 3 days now and the pain is off the charts i still have rash and low grade fever my leg has me concerned this is not normal u have not done enough research on this shot with ppl with my health issues and i pray it dont cost me my life over this"
	"MODERNA"	"591"	"Oklahoma"	"40"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1102521-1"	"1102521-1"	"Client received Moderna vaccine and walked to the monitoring area. A few minutes into his 15 minutes of monitoring he passed out fell and his head on the floor. Blood pressure 79/40 Pulse 39. He awakened and was able to sit up with help take a few drinks of soda. States he had not ate breakfast. He then stated he started to feel dizziness and wanted to lay back flat on the floor. Blood pressure rechecked and increased to 110/70 with a heart rate on 69. EMSA called and transported him to Medical Center. Followed up with client today and he states they evaluated him in the ER, gave him something to eat and sent him home. States only symptom he has currently is arm soreness."
	"MODERNA"	"591"	"Oklahoma"	"40"	"60-64 years"	"60-64"	"Permanent Disability"	"DBL"	"1797693-1"	"1797693-1"	"At time of shot, The nurse said, I think I hit a blood vessel!  Blood started running down my arm and she had to grab a paper towel to soak it up.  My arm immediately began to ache.  I took about an hour to stop aching and it hurt to move it for a few days.  I thought it was the normal side effect.  About a week later it began to really HURT to move my arm.  I saw my doctor for the first time in April and I mention the knot which had appeared on my arm and the fact the it had started to hurt when moving it.  He said just give it some time and it should get better.  The knot was lower on my arm that my muscle is.  As time went by, the pain in my arm got worse and worse.  I went to physical therapy and now I can't put on a jacket, dry my back after a shower, do anything and make the tiniest of wrong moves without it hurting extremely bad.  It is a SHARP pain now, not an ache.  My life with this arm has totally change.  I feel like I went to get the Covid shot to make me better and now Im disabled."
	"MODERNA"	"591"	"Oklahoma"	"40"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"0972985-1"	"0972985-1"	"AROUND 9:30 PM I  BECAME VERY WEAK AND FEVERISH.  I HAD CHILLS AND I COULD NOT EAT OR DRINK.  I COULD NOT GET OUT OF BED TO GO TO THE BATHROOM.  I THREW UP TWO DIFFERENT TIMES.  THE NEXT DAY I WAS STILL VERY WEAK. I TRIED TO GET OUT OF MY CHAIR AND I FEEL. I WAS UNABLE TO GET UP WITHOUT ASSISTANCE.  THE WEAKNESS AND FEVER CONTINUED FOR THE NEXT THREE DAYS.  I AM STILL VERY WEAK AND CAN'T HARDLY WALK. MY HIP FLARED UP AND CAUSED ME GREAT PAIN AND IMBALANCE.  ALL THE AREAS THAT I HAD OCCASSIONAL OSTEOARTHRITIS I AM NOW IN CONSTANT PAIN.  I CAN NO LONGER SLEEP ON MY RIGHT SHOULDER.  BOTH OF FEET FLARED UP AND HURT ALL THE TIME."
	"MODERNA"	"591"	"Oklahoma"	"40"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"0942197-1"	"0942197-1"	"A few minutes after the vaccine, she had mild tongue swelling.  It only lasted a few minutes, and then she felt fine.  However, her BP went up.  I'm not sure how high.  she then has a short run of asymptomatic V tach.  Taken to hospital observed overnight.  No further events or problems."
	"MODERNA"	"591"	"Oregon"	"41"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"2173265-1"	"2173265-1"	"Couldn't breathe later in the day after given injection. Had intense neurological pain that continued for over a month after injection, and neurological pain has now returned in February of 2022. Nurse believes I may have fibromyalgia. I will be going into the doctor for further testing."
	"MODERNA"	"591"	"Oregon"	"41"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"2307321-1"	"2307321-1"	"Severe response to second vaccination including passing out in my home hallway, and violent vomiting and fever for 12 hours after that. Starting the following month (June 2021) I began experiencing severe nausea and mental health challenges before ovulation and menstruation. Symptoms continued to get worse every month with increased vomiting, diarrhea, and panic episodes. I just had an ovary removed 3 weeks ago in hopes of finding a cause/solution. I have experienced rapid heart rate, swollen lymph nodes in my underarms, and extreme fatigue. One of my doctors diagnosed me with ?Major Neurocognative disorder due to covid vaccination?"
	"MODERNA"	"591"	"Oregon"	"41"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"2307321-1"	"2307321-1"	"Severe response to second vaccination including passing out in my home hallway, and violent vomiting and fever for 12 hours after that. Starting the following month (June 2021) I began experiencing severe nausea and mental health challenges before ovulation and menstruation. Symptoms continued to get worse every month with increased vomiting, diarrhea, and panic episodes. I just had an ovary removed 3 weeks ago in hopes of finding a cause/solution. I have experienced rapid heart rate, swollen lymph nodes in my underarms, and extreme fatigue. One of my doctors diagnosed me with ?Major Neurocognative disorder due to covid vaccination?"
	"MODERNA"	"591"	"Oregon"	"41"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1020051-1"	"1020051-1"	"ramsay hunt syndrome appeared day 27/28 after first vaccine, which was also the evening of dose #2"
	"MODERNA"	"591"	"Oregon"	"41"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1020051-1"	"1020051-1"	"ramsay hunt syndrome appeared day 27/28 after first vaccine, which was also the evening of dose #2"
	"MODERNA"	"591"	"Oregon"	"41"	"50-59 years"	"50-59"	"Life Threatening"	"LT"	"1317038-1"	"1317038-1"	"0 minutes post vaccination client began complaining of axillary itchiness, pt informed post vaccine respite provider she had used oral Benadryl after her first COVID  dose for itching, client stated feeling very anxious and breathing felt tight, lungs CTA, pt reports she typically carries a rescue inhaler but didn't have it with her, expressed that she wanted to use it rather than use her epi pen, pt had increasing clearing of throat and coughing, leaning forward to catch breath, no stridor,  declined epi at that time, agreed to IM diphenhydramine, given 25mg IM diphenhydramine, itching, coughing and throat clearing continued, skin became mottled, pt continued to decline epi, symptoms continued,  at 10:05am cl agreed to epinephrine, 0.03mg epipen administered to RAT, EMS called, symptoms continued, pt moved to exam table, pulse oximetry 99%, Respirations 20/min, alert and oriented throughout, EMS arrived 10:14 and assumed care of patient.  EMS providers administered a second dose of Epinephrine, patient transported to the hospital by EMS."
	"MODERNA"	"591"	"Oregon"	"41"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"2451472-1"	"2451472-1"	"I got my second dose of the Moderna vaccine for COVID-19 on 9/16/2021. Later that evening, I began having intermittent chest pains. For the first couple of weeks, the pains came daily. They would last for several minutes (up to 30 minutes, at the most) and then cease, only return again 10 minutes-1 hour later. The frequency gradually decreased over time, but I would still get them about once a week up until I tested positive for COVID-19 on 1/18/2022. On about 9/18/2021, I began having shortness of breath that accompanied my chest pains. This occurred for only a couple of weeks before they finally diminished, though the chest pains remained. Afterwards, I would only occasionally have shortness of breath with chest pains, usually after exertion. On 1/18/2022, I didn't have any COVID-19 symptoms, but I got tested, because I had been directly exposed to the virus by a family member. On maybe 1/19/2022, I developed a severe headache. The headache ended up lasting for a couple of weeks, which was more or less of the duration of my COVID-19 infection. During those 2 weeks, the pain was constant, but it became more sporadic and less severe in intensity in the weeks following. It finally went away completely about a month after its inception. On 1/20/2022, I developed a cough and a burning, sore throat. It also hurt to move my eyes, and at the time of this writing, I still have pain when I move my eyes, though it's much less severe now. On the afternoon or night of 1/20/2022, my chest pains became more severe. While the COVID-19 symptoms were active, the chest pain was almost constant and never went away. Ever since then, I have had the chest pains daily. At the time of this writing, the intensity of the pain is about the same. It's sore like a sharp, squeezing sensation on my heart. Whenever it comes, it sometimes lasts for several hours and sometimes for less than an hour, but never less than 10 minutes. Since my COVID-19 infection, I have also experienced shortness of breath with the chest pains more often, but it's usually during or after exertion. I experienced a traumatic brain injury in 2017, and I have had various health issues resulting from this ever since. Since having COVID-19, I feel that the symptoms of the health issues associated with the brain injury have intensified. I went to my PCP, and I underwent an EKG on 6/2/2022. It was found that I have moderate- level heart valve regurgitation on the aortic, mitral, and tricuspid valves. I also have trace leakage on the pulmonic valve. The aortic arterial pressure (?) was also elevated.  On 7/8/2022, I went to the ER for chest pains and numbness on the left side of my body, plus severe headache. It was determined that I had complex migraine with aura and an atypical chest pain of unknown cause. One of their tests indicated that the descending thoracic aorta was enlarged; it was 3.5, and the normal size is less than 2.1. They gave me two doses of a medication that is normally given to treat migraines intravenously, but I don't remember the name of it; it helped with everything but the chest pains. I was then discharged. I continued having chest pains, and my PCP ordered a nuclear medicine stress test and referred me to a cardiologist. Before the time came for my appointments for the stress test and the visit to the cardiologist, I began having increased lightheadedness, increased balance issues, and near syncope episodes. I began tracking my blood pressure, which was very low. Not only that, but my pulse was also very low. I did this for about a day and called my PCP and left a message informing her of the situation. The following day, which was 8/11/2022, they called me back and told me to go to the ER. When I went to the ER, they determined my blood pressure was at the low end of normal. I wasn't prescribed anything. Instead, they discharged me and told me to just come back if the situation returned. Otherwise, I was to follow up with my PCP. On the morning of 8/12/2022, I passed out several times shortly after getting up. Each time, I fell and hit my head. My son called 911. When the paramedics checked my BP, it was at the low end of normal at first, but then it dropped to 88/53 and then a little lower. I was sent by ambulance to the ER. It was determined that I had bradycardia and hypotension. The incidents of my passing out were caused by hypotension crisis. The tests they ran detected a possible right ventricular conduction delay. They kept me for 24 hours for observation. They diagnosed me with postural orthostatic hypotension, bradycardia. and arrhythmia. They prescribed me midodrine to raise my BP, and it has helped; at this point, I still get low readings, but I have not fainted again. I saw my cardiologist on 8/24/2022; he ran an EKG that showed that my sinus rhythm had returned to normal. He advised me to continue drinking plenty of water and taking the midodrine. I was also told to drink electrolytes, eat plenty of salt, and wear compression socks to increase my BP. He also ordered a ZIO patch for me to wear to keep track of my cardiac activity. I underwent a nuclear medicine stress test on 9/1/2022. According to the results I have received thus far, the left ventricle is in normal condition and the ejection fraction was 71%. However, I have not yet gotten back the results regarding the other parts of my heart. I am scheduled to see my PCP on 9/21/2022, and I should receive word on the rest of the results then. On 9/6/2022, the ZIO patch was placed below my left clavicle. It should be removed either the evening of 9/20/2022 or the morning of 9/21/2022. I am then to mail the readings in, and I may not get the results back for up to a month."
	"MODERNA"	"591"	"Oregon"	"41"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1317038-1"	"1317038-1"	"0 minutes post vaccination client began complaining of axillary itchiness, pt informed post vaccine respite provider she had used oral Benadryl after her first COVID  dose for itching, client stated feeling very anxious and breathing felt tight, lungs CTA, pt reports she typically carries a rescue inhaler but didn't have it with her, expressed that she wanted to use it rather than use her epi pen, pt had increasing clearing of throat and coughing, leaning forward to catch breath, no stridor,  declined epi at that time, agreed to IM diphenhydramine, given 25mg IM diphenhydramine, itching, coughing and throat clearing continued, skin became mottled, pt continued to decline epi, symptoms continued,  at 10:05am cl agreed to epinephrine, 0.03mg epipen administered to RAT, EMS called, symptoms continued, pt moved to exam table, pulse oximetry 99%, Respirations 20/min, alert and oriented throughout, EMS arrived 10:14 and assumed care of patient.  EMS providers administered a second dose of Epinephrine, patient transported to the hospital by EMS."
	"MODERNA"	"591"	"Oregon"	"41"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"2451472-1"	"2451472-1"	"I got my second dose of the Moderna vaccine for COVID-19 on 9/16/2021. Later that evening, I began having intermittent chest pains. For the first couple of weeks, the pains came daily. They would last for several minutes (up to 30 minutes, at the most) and then cease, only return again 10 minutes-1 hour later. The frequency gradually decreased over time, but I would still get them about once a week up until I tested positive for COVID-19 on 1/18/2022. On about 9/18/2021, I began having shortness of breath that accompanied my chest pains. This occurred for only a couple of weeks before they finally diminished, though the chest pains remained. Afterwards, I would only occasionally have shortness of breath with chest pains, usually after exertion. On 1/18/2022, I didn't have any COVID-19 symptoms, but I got tested, because I had been directly exposed to the virus by a family member. On maybe 1/19/2022, I developed a severe headache. The headache ended up lasting for a couple of weeks, which was more or less of the duration of my COVID-19 infection. During those 2 weeks, the pain was constant, but it became more sporadic and less severe in intensity in the weeks following. It finally went away completely about a month after its inception. On 1/20/2022, I developed a cough and a burning, sore throat. It also hurt to move my eyes, and at the time of this writing, I still have pain when I move my eyes, though it's much less severe now. On the afternoon or night of 1/20/2022, my chest pains became more severe. While the COVID-19 symptoms were active, the chest pain was almost constant and never went away. Ever since then, I have had the chest pains daily. At the time of this writing, the intensity of the pain is about the same. It's sore like a sharp, squeezing sensation on my heart. Whenever it comes, it sometimes lasts for several hours and sometimes for less than an hour, but never less than 10 minutes. Since my COVID-19 infection, I have also experienced shortness of breath with the chest pains more often, but it's usually during or after exertion. I experienced a traumatic brain injury in 2017, and I have had various health issues resulting from this ever since. Since having COVID-19, I feel that the symptoms of the health issues associated with the brain injury have intensified. I went to my PCP, and I underwent an EKG on 6/2/2022. It was found that I have moderate- level heart valve regurgitation on the aortic, mitral, and tricuspid valves. I also have trace leakage on the pulmonic valve. The aortic arterial pressure (?) was also elevated.  On 7/8/2022, I went to the ER for chest pains and numbness on the left side of my body, plus severe headache. It was determined that I had complex migraine with aura and an atypical chest pain of unknown cause. One of their tests indicated that the descending thoracic aorta was enlarged; it was 3.5, and the normal size is less than 2.1. They gave me two doses of a medication that is normally given to treat migraines intravenously, but I don't remember the name of it; it helped with everything but the chest pains. I was then discharged. I continued having chest pains, and my PCP ordered a nuclear medicine stress test and referred me to a cardiologist. Before the time came for my appointments for the stress test and the visit to the cardiologist, I began having increased lightheadedness, increased balance issues, and near syncope episodes. I began tracking my blood pressure, which was very low. Not only that, but my pulse was also very low. I did this for about a day and called my PCP and left a message informing her of the situation. The following day, which was 8/11/2022, they called me back and told me to go to the ER. When I went to the ER, they determined my blood pressure was at the low end of normal. I wasn't prescribed anything. Instead, they discharged me and told me to just come back if the situation returned. Otherwise, I was to follow up with my PCP. On the morning of 8/12/2022, I passed out several times shortly after getting up. Each time, I fell and hit my head. My son called 911. When the paramedics checked my BP, it was at the low end of normal at first, but then it dropped to 88/53 and then a little lower. I was sent by ambulance to the ER. It was determined that I had bradycardia and hypotension. The incidents of my passing out were caused by hypotension crisis. The tests they ran detected a possible right ventricular conduction delay. They kept me for 24 hours for observation. They diagnosed me with postural orthostatic hypotension, bradycardia. and arrhythmia. They prescribed me midodrine to raise my BP, and it has helped; at this point, I still get low readings, but I have not fainted again. I saw my cardiologist on 8/24/2022; he ran an EKG that showed that my sinus rhythm had returned to normal. He advised me to continue drinking plenty of water and taking the midodrine. I was also told to drink electrolytes, eat plenty of salt, and wear compression socks to increase my BP. He also ordered a ZIO patch for me to wear to keep track of my cardiac activity. I underwent a nuclear medicine stress test on 9/1/2022. According to the results I have received thus far, the left ventricle is in normal condition and the ejection fraction was 71%. However, I have not yet gotten back the results regarding the other parts of my heart. I am scheduled to see my PCP on 9/21/2022, and I should receive word on the rest of the results then. On 9/6/2022, the ZIO patch was placed below my left clavicle. It should be removed either the evening of 9/20/2022 or the morning of 9/21/2022. I am then to mail the readings in, and I may not get the results back for up to a month."
	"MODERNA"	"591"	"Oregon"	"41"	"60-64 years"	"60-64"	"Permanent Disability"	"DBL"	"1024620-1"	"1024620-1"	"Severe fatique, chronic pain,  headache, swollen lymphnodes, memory and other cognitive symptoms mainly with speech. This remains ongoing.  Treatment: CuraPro, ProOmega, LDN"
	"MODERNA"	"591"	"Oregon"	"41"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1674555-1"	"1674555-1"	"right arm muscle pain from hours after shot to present time, ache, pain when using arm for any activity from injection site to elbow. chronic  nearly constant if using, leaning or raising arm. A.ppears to be permanent, not worse"
	"MODERNA"	"591"	"Oregon"	"41"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"2277863-1"	"2277863-1"	"3-4 days - Extreme fatigue, nausea, fever, couldn't eat, slept day and night On-going 6-7 months - fatigue, muscle, joint, connective tissue pain, unable to lift even blanket so slept on couch, loss of strength Still - fatigue unpredictable resulting in being on the couch and sleeping during the day, continued muscle, joint, connective tissue pain although less than above, loss of strength is on-going but less than above."
	"MODERNA"	"591"	"Oregon"	"41"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1243371-1"	"1243371-1"	"Patient came for vaccination in the morning, then went out to breakfast. During breakfast, the patient slumped forward in his seat and was unresponsive for about a minute. There was no incontinence or seizure activity. On regaining consciousness, patient seemed to quickly get back to his usual level of mentation. He was diaphoretic and nauseous. He denies any preceding lightheadedness, nausea, visual changes, chest pain or palpitations. He presented to the emergency room, also had nosebleed and UTI. Was admitted for observation overnight and discharged the next day."
	"MODERNA"	"591"	"Pennsylvania"	"42"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"1236707-1"	"1236707-1"	"while in waiting area post vaccination pt started exhibiting sx of anaphylaxis. he was treated by EMTs onsite with Epi and transported to a local healthcare facility."
	"MODERNA"	"591"	"Pennsylvania"	"42"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1236707-1"	"1236707-1"	"while in waiting area post vaccination pt started exhibiting sx of anaphylaxis. he was treated by EMTs onsite with Epi and transported to a local healthcare facility."
	"MODERNA"	"591"	"Pennsylvania"	"42"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1033286-1"	"1033286-1"	"Patient stated she felt like her throat was closing and started sounding hoarse.  Doctor examined patient and took her vitals which was stable.  Patient was given a Benadryl and then sat for a couple of minutes.  Patient then stated she had difficulty breathing and was given a Epi Pen and 911 was called for a Ambulance.  Took patients vitals before Ambulance arrive and it was still stable.  Ambulance arrived and patient was taken to the hospital."
	"MODERNA"	"591"	"Pennsylvania"	"42"	"50-59 years"	"50-59"	"Life Threatening"	"LT"	"1168740-1"	"1168740-1"	"I developed stroke like symptoms as I was driving away. I did not recognize until I tried to drive that I was having a problem. I  felt like there was a disconnect between brain and body and could not safly drive and then could not speak when I called 911"
	"MODERNA"	"591"	"Pennsylvania"	"42"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1168740-1"	"1168740-1"	"I developed stroke like symptoms as I was driving away. I did not recognize until I tried to drive that I was having a problem. I  felt like there was a disconnect between brain and body and could not safly drive and then could not speak when I called 911"
	"MODERNA"	"591"	"Pennsylvania"	"42"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1036753-1"	"1036753-1"	"Neck pain and stiffness, headache unlike any previous headache, fever, myalgia, somnolence, mental confusion, anorexia, eye pain, photophobia:   worst during the first 24 hours after vaccination, but ongoing to present. Feels like meningitis symptoms."
	"MODERNA"	"591"	"Pennsylvania"	"42"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"2132394-1"	"2132394-1"	"Tiredness and shortness of breath, heart palpitations, and severe headaches. vertigo Excessive sweating with minimal exertion Also sweat smells extra bad. has since progressed into swelling and stiffness of both ankles and severe itching. Family doctor tested heart and lungs and a serious of blood test and found nothing. Was evaluated for POTS but a blood test revealed that I had PBC which is an autoimmune disease of the liver. For all intent and purpose this vacine has killed me but I'm forced to suffer"
	"MODERNA"	"591"	"Pennsylvania"	"42"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"2132394-1"	"2132394-1"	"Tiredness and shortness of breath, heart palpitations, and severe headaches. vertigo Excessive sweating with minimal exertion Also sweat smells extra bad. has since progressed into swelling and stiffness of both ankles and severe itching. Family doctor tested heart and lungs and a serious of blood test and found nothing. Was evaluated for POTS but a blood test revealed that I had PBC which is an autoimmune disease of the liver. For all intent and purpose this vacine has killed me but I'm forced to suffer"
	"MODERNA"	"591"	"Pennsylvania"	"42"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"2132394-1"	"2132394-1"	"Tiredness and shortness of breath, heart palpitations, and severe headaches. vertigo Excessive sweating with minimal exertion Also sweat smells extra bad. has since progressed into swelling and stiffness of both ankles and severe itching. Family doctor tested heart and lungs and a serious of blood test and found nothing. Was evaluated for POTS but a blood test revealed that I had PBC which is an autoimmune disease of the liver. For all intent and purpose this vacine has killed me but I'm forced to suffer"
	"MODERNA"	"591"	"Rhode Island"	"44"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"1191193-1"	"1191193-1"	"EMS was called over to  patient information table  for a 33 year old female patient  not feeling well. EMS found the patient sitting in the  chair AOx4 ,  skin warm, pink and dry. Patient  complains of feeling light headed  with  slight shortness of breath. Patient  is not complaining of  any nausea or chest pain.  Patient  is not on any  medications at this time and only has a history of an ovarian cyst. Patient denies any allergies and  no known drug allergies.  Patient was transfered  over from  the chair to a wheel chair by standing and pivoting . Patient was then brought to a  back hallway 100ft  away  to be  further evaluated.  Patient blood pressure was 120/90, heart rate 80, spo2 99%. Patient was put on oxygen via nasal cannula  at 4lpm.  Patients said her breathing  started to improve.  Patient then started to say her throat was feeling dry and described a lump forming in her throat. Patient had sip of water to see if she could swallow.  Respiratory rate increased  to hyperventilating  40 breaths per minute.  Vitals were attempted to be reassessed, but then the patient began to experience nausea and dry heaving.  At this time  a paramedic  who is administering vaccinations  to patients stepped in  to help administer epinephrine 1:1,000 .3mg  intramuscular on the left thigh. Providence Fire/Rescue showed up  and patient was then transferred from wheel chair to  Providence Fire/Rescue stretcher with 2 EMT limb lift. Patient was then put on a Non-Rebreather at 15lpm of oxygen. Patient care was transferred over to Providence Fire/Rescue.  Personnel on Providence  Fire/Rescue names were not obtained and no signature was obtained."
	"MODERNA"	"591"	"Rhode Island"	"44"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1191193-1"	"1191193-1"	"EMS was called over to  patient information table  for a 33 year old female patient  not feeling well. EMS found the patient sitting in the  chair AOx4 ,  skin warm, pink and dry. Patient  complains of feeling light headed  with  slight shortness of breath. Patient  is not complaining of  any nausea or chest pain.  Patient  is not on any  medications at this time and only has a history of an ovarian cyst. Patient denies any allergies and  no known drug allergies.  Patient was transfered  over from  the chair to a wheel chair by standing and pivoting . Patient was then brought to a  back hallway 100ft  away  to be  further evaluated.  Patient blood pressure was 120/90, heart rate 80, spo2 99%. Patient was put on oxygen via nasal cannula  at 4lpm.  Patients said her breathing  started to improve.  Patient then started to say her throat was feeling dry and described a lump forming in her throat. Patient had sip of water to see if she could swallow.  Respiratory rate increased  to hyperventilating  40 breaths per minute.  Vitals were attempted to be reassessed, but then the patient began to experience nausea and dry heaving.  At this time  a paramedic  who is administering vaccinations  to patients stepped in  to help administer epinephrine 1:1,000 .3mg  intramuscular on the left thigh. Providence Fire/Rescue showed up  and patient was then transferred from wheel chair to  Providence Fire/Rescue stretcher with 2 EMT limb lift. Patient was then put on a Non-Rebreather at 15lpm of oxygen. Patient care was transferred over to Providence Fire/Rescue.  Personnel on Providence  Fire/Rescue names were not obtained and no signature was obtained."
	"MODERNA"	"591"	"Rhode Island"	"44"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1306813-1"	"1306813-1"	""pt suffered psychiatric episode and aggressive behavior. pt walked across arena claiming ""i cant breath"" pt then threw herself to ground and was then placed in ems crew stretcher and secured 5x and taken to ems evaluation room. pt vitals were taken pt bp 179/91 rr 19 spo2 100% ra hr 80. pt became aggressive in ems care and would at times refuse to answer or acknowledge ems crew. pt confirmed psychiatric disorders and medications. pt confirmed HTN. Providence EMS was called and pt was trasnfered to providence ems crew.""
	"MODERNA"	"591"	"South Carolina"	"45"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1263476-1"	"1263476-1"	"STAFF CALLED PATIENT TO FIND OUT WHY SHE DIDN'T SHOW UP FOR HER APPOINTMENT AND SHE STATED THAT SHE HAD A REACTION THAT NIGHT. SHE STARTED WITH FEVER AND GENERAL MALAISE IN THE EVENING AND FAMILY TOOK HER TO THE HOSPITAL. SHE WAS RELEASED WITH DOXYCYCLINE FOR POTENTIAL INFECTION, BUT WOKE UP THE NEXT MORNING WITH A SWOLLEN FACE. FAMILY TOOK HER TO HER CANCER SPECIALIST AT MEDICAL CENTER ON 3/20/21 AND SHE WAS ADMITTED FOR 4 DAYS AND GIVEN STEROIDS. SHE STATES SHE IS FINE NOW. SPECIALIST ADVISED HER NOT TO GET THE 2ND DOSE."
	"MODERNA"	"591"	"South Carolina"	"45"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1263476-1"	"1263476-1"	"STAFF CALLED PATIENT TO FIND OUT WHY SHE DIDN'T SHOW UP FOR HER APPOINTMENT AND SHE STATED THAT SHE HAD A REACTION THAT NIGHT. SHE STARTED WITH FEVER AND GENERAL MALAISE IN THE EVENING AND FAMILY TOOK HER TO THE HOSPITAL. SHE WAS RELEASED WITH DOXYCYCLINE FOR POTENTIAL INFECTION, BUT WOKE UP THE NEXT MORNING WITH A SWOLLEN FACE. FAMILY TOOK HER TO HER CANCER SPECIALIST AT MEDICAL CENTER ON 3/20/21 AND SHE WAS ADMITTED FOR 4 DAYS AND GIVEN STEROIDS. SHE STATES SHE IS FINE NOW. SPECIALIST ADVISED HER NOT TO GET THE 2ND DOSE."
	"MODERNA"	"591"	"South Carolina"	"45"	"60-64 years"	"60-64"	"Life Threatening"	"LT"	"1237153-1"	"1237153-1"	"Extreme muscle pain, heart palpitations, tachycardia, fever, chills, nausea, brain fog.  I was shaking so badly I could not hold a phone to call 911 and get help, and really my brain was in such a fog I could not think to do so.  All I could do is crawl back in bed and pray I didn't die.  I've never had a reaction to any vaccine before, and I thought this would actually kill me.  This lasted all night, and the next 3 days I was still very weak and sick."
	"MODERNA"	"591"	"South Carolina"	"45"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1075922-1"	"1075922-1"	"Felt bad after vaccine, had arm paint that went up my neck to my head, on 2nd day after shot I collapsed with a stroke.  Blood Pressure was sky high. I was taken by Ambulance to Hospital, as I was at work at the time of the stroke. I have perfect bmi, never  had high blood pressure, no  health problems at all.  No heart problems."
	"MODERNA"	"591"	"South Carolina"	"45"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1975003-1"	"1975003-1"	"I couldn't breathe while talking on the phone. I couldn't catch my breath. I called EMS and they took me to the hospital. I stayed for 3 days and they ran multiple tests including COVID-19 tests, CT scans, MRI, and lung x-rays and discovered I had congenital heart failure."
	"MODERNA"	"591"	"South Carolina"	"45"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1075922-1"	"1075922-1"	"Felt bad after vaccine, had arm paint that went up my neck to my head, on 2nd day after shot I collapsed with a stroke.  Blood Pressure was sky high. I was taken by Ambulance to Hospital, as I was at work at the time of the stroke. I have perfect bmi, never  had high blood pressure, no  health problems at all.  No heart problems."
	"MODERNA"	"591"	"South Carolina"	"45"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1975003-1"	"1975003-1"	"I couldn't breathe while talking on the phone. I couldn't catch my breath. I called EMS and they took me to the hospital. I stayed for 3 days and they ran multiple tests including COVID-19 tests, CT scans, MRI, and lung x-rays and discovered I had congenital heart failure."
	"MODERNA"	"591"	"South Dakota"	"46"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"1519853-1"	"1519853-1"	"I had severe muscle cramping and pain within a couple hours of receiving my first Covid Vaccine, so bad I could barely walk up the stairs to my house. The pain decreased over the course of the following 2 weeks, but still had residual cramping/pain in my lower back. I received my 2nd dose on Jan. 28, 2021, and immediately started having debilitating headaches, pretty much everyday, had fatigue regularly after 2nd dose also. Then I noticed my allergies, generally not severe, got markedly more severe this year. About a month and a half ago, I started getting a facial parathesia on occasion. This includes a burning, painful, numb ears/face. The attacks of parathesia have increased in pain and numbness every time I get an onset, the last one happened 2 weeks ago. Also a couple weeks ago I started having a lot of issues breathing, so was seen by a doctor to get better inhalers/medicines. Last week I started having severe issues with breathing and over production of mucus. I also have an elevated D-Dimer, had to have a chest CT to make sure I did not have an pulmonary embolism. I still continue to have breathing issues and nobody can figure out exactly what is wrong with me. All reactions seem to be inflammatory in nature and all my issues started after the Moderna Covid Vaccine. I never had these issues prior and had no long term medical illnesses or underlying conditions."
	"MODERNA"	"591"	"South Dakota"	"46"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1519853-1"	"1519853-1"	"I had severe muscle cramping and pain within a couple hours of receiving my first Covid Vaccine, so bad I could barely walk up the stairs to my house. The pain decreased over the course of the following 2 weeks, but still had residual cramping/pain in my lower back. I received my 2nd dose on Jan. 28, 2021, and immediately started having debilitating headaches, pretty much everyday, had fatigue regularly after 2nd dose also. Then I noticed my allergies, generally not severe, got markedly more severe this year. About a month and a half ago, I started getting a facial parathesia on occasion. This includes a burning, painful, numb ears/face. The attacks of parathesia have increased in pain and numbness every time I get an onset, the last one happened 2 weeks ago. Also a couple weeks ago I started having a lot of issues breathing, so was seen by a doctor to get better inhalers/medicines. Last week I started having severe issues with breathing and over production of mucus. I also have an elevated D-Dimer, had to have a chest CT to make sure I did not have an pulmonary embolism. I still continue to have breathing issues and nobody can figure out exactly what is wrong with me. All reactions seem to be inflammatory in nature and all my issues started after the Moderna Covid Vaccine. I never had these issues prior and had no long term medical illnesses or underlying conditions."
	"MODERNA"	"591"	"South Dakota"	"46"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1127303-1"	"1127303-1"	"Started with headache and mental confusion within a hour of first injection.  Right eye was becoming blurry by day 3 and loss of vision apx 6 days after first injection."
	"MODERNA"	"591"	"South Dakota"	"46"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"2275710-1"	"2275710-1"	"Three weeks after the first vaccine I had a rash at the injection site and a severe migraine that sent me to the emergency room.  After the second vaccine I started noticing some fatigue. By the third vaccine the fatigue had gotten much worse and the aches and pains all over my body started. Seven months and I have not recovered from the fatigue nor has the pain lessened."
	"MODERNA"	"591"	"South Dakota"	"46"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"2275710-1"	"2275710-1"	"Three weeks after the first vaccine I had a rash at the injection site and a severe migraine that sent me to the emergency room.  After the second vaccine I started noticing some fatigue. By the third vaccine the fatigue had gotten much worse and the aches and pains all over my body started. Seven months and I have not recovered from the fatigue nor has the pain lessened."
	"MODERNA"	"591"	"Tennessee"	"47"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"1975069-1"	"1975069-1"	"At 9:30pm I experienced an immune response consisting of chills fever vomiting body aches migraine and extreme fatigue lasting about 36 hours. The injection site contained a ping pong ball size knot that was warm to the touch and painful. These symptoms prohibited me from performing my job duties for 36 hours. On the morning of April 16,2021, I had a 2nd wave of massive blood clots, heavy bleeding, debilitating migraine, body tremors, blurred vision, numbness and extreme cold sensation in my extremities. Hands and feet swollen and stiff, face was puffy under eyes bruised due to swelling. Brain fog and confusion. Severe tinnitus and vertigo referred to as abnormal gape. At  4:00PM on 04-16-2021 the confusion was so bad that I did not know who she was. I was unable to speak and we went to the emergency room. I was unable to remember my name or date of birth nor was I able to understand what they were relaying. Upon triage my blood was 198/134. Heart rate was 91. A physician came to triage and completed initial stroke evaluation. Stated mild neurological damage. He was concerned regarding cognitive and motor skills. A stroke and heart attack crash cart was administered and everything came back normal. ER physician attempted multiple emergency medications to stabilize blood pressure. Due to uncontrollable hypertension and other issues, I was admitted to ICU for a 12 hours period. I was sent home after my bp stabilized for 2 hours. After 24 hours, my blood pressure spiked again and I experienced a TIA-Transient Ischemic Attack. I called my primary care provider who instructed amlodipine, meclizine, & clonidine. I have had recovered, I am scheduled to see a rheumatologist on Monday for a systemic medically induced Lupus. 8 blood pressure medications were administered that did not work during this time frame. After BP medication was overly administered, I experienced a seizure. I am still experiencing all the issues along with confusional migraines."
	"MODERNA"	"591"	"Tennessee"	"47"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1171575-1"	"1171575-1"	"started with bruising immediately after infection, baseball size, x 2 weeks, then as bruising went away, pain started in right upper arm radiating into my shoulder, described as throbbing, limited daily functioning such as making a bed, buttoning bra due to pain, pain continues daily"
	"MODERNA"	"591"	"Tennessee"	"47"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"0921796-1"	"0921796-1"	"Started out vague. Started with headache at the base of her head and then it felt like a web that covered her entire head. By 10:00 she did not feel good.  Went to sleep instantly. Slept for about an hour. Began to have nausea. Sunday headache got worse. Started ringing , buzzing sound in her head. Took Zofran because of nausea. Sunday night chest discomfort. Monday had horrible chest pain, headache was horrible, then vomiting. went  to ER, doctor felt it was a reaction to the vaccine. was give medicine for nausea and Decadron for the reaction. Gave fluids for dehydration. Got medicine for headache. Keep taking Zofran for nausea. Still has headache. Has appointment with pcp in the morning."
	"MODERNA"	"591"	"Tennessee"	"47"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"0940651-1"	"0940651-1"	"I was being monitored for 15 mins since I was allergic to tree nuts stayed 20 mins. I started feeling dizzy and exp nausea lasted 20 sec. After about 12 hrs later I woke up had difficult swallowing felt like something in my throat. I went to ER received a dose pack, Benadryl and steroid injection."
	"MODERNA"	"591"	"Tennessee"	"47"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"0974825-1"	"0974825-1"	"5 minutes after receiving vaccine I started feeling ?heavy ?. This progressed until I was diagnosed with Covid pneumonia and hospitalized on 1/17/21. I must have had asymptomatic case of Covid that was escalated by vaccine."
	"MODERNA"	"591"	"Tennessee"	"47"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"0921796-1"	"0921796-1"	"Started out vague. Started with headache at the base of her head and then it felt like a web that covered her entire head. By 10:00 she did not feel good.  Went to sleep instantly. Slept for about an hour. Began to have nausea. Sunday headache got worse. Started ringing , buzzing sound in her head. Took Zofran because of nausea. Sunday night chest discomfort. Monday had horrible chest pain, headache was horrible, then vomiting. went  to ER, doctor felt it was a reaction to the vaccine. was give medicine for nausea and Decadron for the reaction. Gave fluids for dehydration. Got medicine for headache. Keep taking Zofran for nausea. Still has headache. Has appointment with pcp in the morning."
	"MODERNA"	"591"	"Tennessee"	"47"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"0940651-1"	"0940651-1"	"I was being monitored for 15 mins since I was allergic to tree nuts stayed 20 mins. I started feeling dizzy and exp nausea lasted 20 sec. After about 12 hrs later I woke up had difficult swallowing felt like something in my throat. I went to ER received a dose pack, Benadryl and steroid injection."
	"MODERNA"	"591"	"Tennessee"	"47"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"0974825-1"	"0974825-1"	"5 minutes after receiving vaccine I started feeling ?heavy ?. This progressed until I was diagnosed with Covid pneumonia and hospitalized on 1/17/21. I must have had asymptomatic case of Covid that was escalated by vaccine."
	"MODERNA"	"591"	"Tennessee"	"47"	"50-59 years"	"50-59"	"Life Threatening"	"LT"	"1127730-1"	"1127730-1"	"A stroke occurred approximately 3 hrs after receiving vaccine.  He was flown by helicopter to Medical Center.  He had dysphasia which did resolve by the time he was admitted into the ER.  He has since had CHF and Afib and is now on anticoagulation and diuretics.  He continues to have problems with CHF, SOB, weakness and is undergoing treatment as outpatient.  He is now followed by Cardiology, Neurology."
	"MODERNA"	"591"	"Tennessee"	"47"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1041321-1"	"1041321-1"	"Flu-like symptoms,  face going numb, right side weakness, double vision in right eye, migraine headache.  Stroke like symptoms"
	"MODERNA"	"591"	"Tennessee"	"47"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1830020-1"	"1830020-1"	"Within roughly 30 minutes after the shot the left side of my face was numb/tingling I just felt odd  My arm was sore but for a week and a half I couldnt think straight I shouldnt have been driving. The day after the shot I was on my way home from getting taxes done I turned into the median on a route home I take EVERY DAY! When i had to stop at the red light i was way out in the road it was like nothing mattered it was like oh well... maybe a car wont hit me AND NOW MONTHS LATER I ACHE ALL OVER!! My joints all hurt I DID NOT HAVE THIS PRIOR TO THIS DARN SHOT! Someone should be liable This is wrong !"
	"MODERNA"	"591"	"Tennessee"	"47"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1041321-1"	"1041321-1"	"Flu-like symptoms,  face going numb, right side weakness, double vision in right eye, migraine headache.  Stroke like symptoms"
	"MODERNA"	"591"	"Tennessee"	"47"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1127730-1"	"1127730-1"	"A stroke occurred approximately 3 hrs after receiving vaccine.  He was flown by helicopter to Medical Center.  He had dysphasia which did resolve by the time he was admitted into the ER.  He has since had CHF and Afib and is now on anticoagulation and diuretics.  He continues to have problems with CHF, SOB, weakness and is undergoing treatment as outpatient.  He is now followed by Cardiology, Neurology."
	"MODERNA"	"591"	"Tennessee"	"47"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"2401415-1"	"2401415-1"	"STARTED HAVING CHEST PAIN AT 10:00 PM ON 07.27.2022. CHEST PAIN GOT WORSE AND HEART STARTING RACING AT 11:00PM. WENT TO ER AT HOSPITAL, WAS TRANSPORTED TO DIFFERENT HOSPITAL.  WAS ADMITTED TO THE CARDIAC FLOOR. DX WITH AFIB. HOSPITALIZED X 1 DAY."
	"MODERNA"	"591"	"Tennessee"	"47"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1127730-1"	"1127730-1"	"A stroke occurred approximately 3 hrs after receiving vaccine.  He was flown by helicopter to Medical Center.  He had dysphasia which did resolve by the time he was admitted into the ER.  He has since had CHF and Afib and is now on anticoagulation and diuretics.  He continues to have problems with CHF, SOB, weakness and is undergoing treatment as outpatient.  He is now followed by Cardiology, Neurology."
	"MODERNA"	"591"	"Tennessee"	"47"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"2401415-1"	"2401415-1"	"STARTED HAVING CHEST PAIN AT 10:00 PM ON 07.27.2022. CHEST PAIN GOT WORSE AND HEART STARTING RACING AT 11:00PM. WENT TO ER AT HOSPITAL, WAS TRANSPORTED TO DIFFERENT HOSPITAL.  WAS ADMITTED TO THE CARDIAC FLOOR. DX WITH AFIB. HOSPITALIZED X 1 DAY."
	"MODERNA"	"591"	"Tennessee"	"47"	"60-64 years"	"60-64"	"Hospitalized"	"H"	"1056948-1"	"1056948-1"	""Received notification from county director that patient is currently hospitalized beginning two days after Moderna vaccination, spoke to patient today 2/26/2021. Patient received vaccine Monday morning 2/22/2021 around 9:07am, by 9pm Monday evening patient reports weakness, fatigue, sore arm, fever, chills, and no appetite. Patient states symptoms persisted all day Tuesday 2/23/2021. On Wednesday 2/24/2021 at 11:30am patient was eating a peanut butter sandwich and felt something inside mouth. Upon looking in mouth patient noticed ""black sores."" Patient then called husband and was taken to ER and was then transferred to Hospital. Patient states she has been diagnosed with ITP idiopathic thrombocytopenic purpura.""
	"MODERNA"	"591"	"Tennessee"	"47"	"60-64 years"	"60-64"	"Emergency Room *"	"ER"	"1056948-1"	"1056948-1"	""Received notification from county director that patient is currently hospitalized beginning two days after Moderna vaccination, spoke to patient today 2/26/2021. Patient received vaccine Monday morning 2/22/2021 around 9:07am, by 9pm Monday evening patient reports weakness, fatigue, sore arm, fever, chills, and no appetite. Patient states symptoms persisted all day Tuesday 2/23/2021. On Wednesday 2/24/2021 at 11:30am patient was eating a peanut butter sandwich and felt something inside mouth. Upon looking in mouth patient noticed ""black sores."" Patient then called husband and was taken to ER and was then transferred to Hospital. Patient states she has been diagnosed with ITP idiopathic thrombocytopenic purpura.""
	"MODERNA"	"591"	"Tennessee"	"47"	"65-79 years"	"65-79"	"Death"	"DTH"	"1431331-1"	"1431331-1"	"Patient received second COVID vaccine on 2/3/2021. Was admitted to Medical Center on 6/15/21 for generalized weakness and tested positive for COVID 19 on 6/15/2021. Patient was also positive for COVID 19 in November 2020. Patient expired on 6/26/2021 while hospitalized."
	"MODERNA"	"591"	"Tennessee"	"47"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1714527-1"	"1714527-1"	"Heart Attack 3 hours after receiving the 2nd Moderna vaccination for C19. Pacemaker went off at least 5-6 times causing more damage to an already 20% functioning heart.kk"
	"MODERNA"	"591"	"Tennessee"	"47"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1024718-1"	"1024718-1"	"Seizure followed by loss of speech, weakness, confusion"
	"MODERNA"	"591"	"Tennessee"	"47"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1116460-1"	"1116460-1"	"Patient called today to report her adverse event. Patient reports several hours after getting her vaccines being at the ER for stroke like symptoms. Patient reports that after several test were performed they confirmed she had sustained a stroke. Patient was hospitalized for 9 days including rehab."
	"MODERNA"	"591"	"Tennessee"	"47"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1714527-1"	"1714527-1"	"Heart Attack 3 hours after receiving the 2nd Moderna vaccination for C19. Pacemaker went off at least 5-6 times causing more damage to an already 20% functioning heart.kk"
	"MODERNA"	"591"	"Tennessee"	"47"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1024718-1"	"1024718-1"	"Seizure followed by loss of speech, weakness, confusion"
	"MODERNA"	"591"	"Tennessee"	"47"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1116460-1"	"1116460-1"	"Patient called today to report her adverse event. Patient reports several hours after getting her vaccines being at the ER for stroke like symptoms. Patient reports that after several test were performed they confirmed she had sustained a stroke. Patient was hospitalized for 9 days including rehab."
	"MODERNA"	"591"	"Tennessee"	"47"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1714527-1"	"1714527-1"	"Heart Attack 3 hours after receiving the 2nd Moderna vaccination for C19. Pacemaker went off at least 5-6 times causing more damage to an already 20% functioning heart.kk"
	"MODERNA"	"591"	"Tennessee"	"47"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1116460-1"	"1116460-1"	"Patient called today to report her adverse event. Patient reports several hours after getting her vaccines being at the ER for stroke like symptoms. Patient reports that after several test were performed they confirmed she had sustained a stroke. Patient was hospitalized for 9 days including rehab."
	"MODERNA"	"591"	"Texas"	"48"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"1146348-1"	"1146348-1"	"arrhythmia; bradycardia; tachycardia; weird sensations in heart accompanied with light-headiness.  Sharp pain in chest and pressure. Diagnosed with pericarditis and inflammation. Mostly resolved 8 weeks after receiving vaccine."
	"MODERNA"	"591"	"Texas"	"48"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"1191724-1"	"1191724-1"	"Stroke like symptoms as an emergency case experienced approximately 6 hours post injection. Scans show no stroke. Patient in hospital with stroke like complications."
	"MODERNA"	"591"	"Texas"	"48"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1146348-1"	"1146348-1"	"arrhythmia; bradycardia; tachycardia; weird sensations in heart accompanied with light-headiness.  Sharp pain in chest and pressure. Diagnosed with pericarditis and inflammation. Mostly resolved 8 weeks after receiving vaccine."
	"MODERNA"	"591"	"Texas"	"48"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1191724-1"	"1191724-1"	"Stroke like symptoms as an emergency case experienced approximately 6 hours post injection. Scans show no stroke. Patient in hospital with stroke like complications."
	"MODERNA"	"591"	"Texas"	"48"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"1726550-1"	"1726550-1"	"Within five minutes I suffered an adverse reaction to the vaccine.  I experienced heart palpitations, high blood pressure, dizziness, shortness of breath, and tingling sensation in my hands.  Lasted approximately 2 hours."
	"MODERNA"	"591"	"Texas"	"48"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1529393-1"	"1529393-1"	"Severe and constant joint pain. Knees, Hips, Arms, Shoulders, and hands. I can't bend down. I can barely lift things. My body feels 80.....I am only 48. My life has drastically changed. Before my shot, I was doing 2 pilates classes a day....Now I have to use my hands to lift my legs up to get out of the bed."
	"MODERNA"	"591"	"Texas"	"48"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1240198-1"	"1240198-1"	"Whole left side of body is numb, face feels paralyzed I can?t feel it ,  my arm is asleep I can barley feel my Hand and also my I kinda feel swollen from my leg and knee"
	"MODERNA"	"591"	"Texas"	"48"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1947663-1"	"1947663-1"	"5 minutes after my 2nd dose - I cannot breathe since it was a drive thru, I had to press the horn to ask for help and when people came up, they said my face was so red. Then I told them I can't breathe, and they went inside my car, and they gave me an EpiPen for my left leg and then I felt that I couldn't breathe again, and I grabbed the nurse's shirt because I felt that I did not have any oxygen and after that they gave another EpiPen I had seizure and blacked out. They called 911 and I had 4-5 seizures on the way to the hospital. The hospital did some CT scan, MRI, and some other tests and it was discovered that I have a trigger (which was the vaccine - because it hit my nerves) other than that I was perfectly healthy but after I went home, I had a seizure again and it still happens frequently up to this day. I take Keppra (1500 mg) and Gabapentin for nerve pain."
	"MODERNA"	"591"	"Texas"	"48"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"2072168-1"	"2072168-1"	"I started having diarrhea and I pretty much had loose stool daily for 3 weeks. I did not have a regular bowel movement and ended up going to the hospital. I was admitted for diverticulitis in my colon on May 20th, 2021. I was placed on IV antibiotics and pain meds which still did not resolve the issue. I was given magnesium citrate which caused bleeding. I was hospitalized for 7 days. My regular bowel movements did not start until about a month ago. Before the vaccine, I was very regular. I initially did not think that this was an adverse reaction until the diarrhea continued for days. The pain built up and got worse which is when I went to the ER. My bowels are back to normal as far as consistency but I still have pain on my left side and if I am not careful about what I eat, I have issues with my gut."
	"MODERNA"	"591"	"Texas"	"48"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1240198-1"	"1240198-1"	"Whole left side of body is numb, face feels paralyzed I can?t feel it ,  my arm is asleep I can barley feel my Hand and also my I kinda feel swollen from my leg and knee"
	"MODERNA"	"591"	"Texas"	"48"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1726550-1"	"1726550-1"	"Within five minutes I suffered an adverse reaction to the vaccine.  I experienced heart palpitations, high blood pressure, dizziness, shortness of breath, and tingling sensation in my hands.  Lasted approximately 2 hours."
	"MODERNA"	"591"	"Texas"	"48"	"50-59 years"	"50-59"	"Death"	"DTH"	"1391711-1"	"1391711-1"	"Death Certificate 4/22/2021  Cause of Death - Hypertensive Cardiovascular Disease"
	"MODERNA"	"591"	"Texas"	"48"	"50-59 years"	"50-59"	"Life Threatening"	"LT"	"1097830-1"	"1097830-1"	"Heart palpatations, shortness of breath, nausea , later extreme tiredness, but could not sleep heart too fast,  muscle spasms, jaw pain lack of feeling in arms and legs, @ 10pm  I had a seizure in bed w husband, next day feeling exhausted, today still feeling pre seizure"
	"MODERNA"	"591"	"Texas"	"48"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1025404-1"	"1025404-1"	"after my injection, a few hours later, i started having a stiff shoulder. it has now become frozen shoulder. i contacted my doctor and let her know. i cant use my left arm. extremely painful. no range of motion."
	"MODERNA"	"591"	"Texas"	"48"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"2129812-1"	"2129812-1"	"Received 2nd Moderna shot at a drive through facility around 4:00 PM. Was warned that 2nd shot could cause flu like symptoms and make my arm sore more than 1st shot. Later that evening around 9:00 I began to experience moderate pain at the injection site. I went to bed shortly thereafter. Around 2:00 AM I was suddenly awoken by extreme pain at the injection site. So much so I sat up in bed. It felt like I was being repeatably stabbed with a pair of scissors. It finally subsided and I went back to sleep. When I woke up the next morning my left shoulder was very sore and stiff. Over the next week this condition persisted and eventually affected my entire left arm and hand. I then began to experience this pain and stiffness in my right shoulder and arm as well. This limited my ability to move or extend my arms. Within another 2 weeks it had extended to my inner thighs making it impossible to continue my daily walks. On the morning of 07/17/2021 I awoke in extreme pain and I found myself unable to roll over or get out of bed. Fortunately I was laying close to the edge and after laying there for about 45 minutes was able to get my right leg over the edge. I could not however raise or extend my arms which prevented me from dressing myself. As the day progressed It became less difficult to move and later that evening I went an urgent care center. There they examined me, drew blood for labs and prescribed steroids. I was diagnosed with systemic inflammation response. I was seen by a rheumatologist on 06/17/2021 who ordered numerous blood and urine tests which indicated the inflammation was still present. I was given an injection of Kenalog and continued with the oral steroids. I then began to experience peripheral neuropathy and weakness in my hands, forearms and feet. I've lost a significant amount of hair due to possible telegon effluvium. Other treatment medications included methotrexate a leflunomide. As of 02/21/2022 still on steriods, gabapentin, ARB and statin. Was prescribed toxilixumab but insurance denied the treatment. Still unable to see neurologist because of false information provided by insurance co.  Participated in program. Tested positive for S Protein antibodies but negative for N Protein indicating that the S Protein antibodies produced were vaccine induced.   06/17/2021 1. Possible new onset inflammatory polyarthropathy. 2. Previous history of biopsy-proven idiopathic glomerulonephritis treated with chlorambucil and Cytoxan. 3. Post viral syndrome following a donor vaccine. 4. Elevated CRP."
	"MODERNA"	"591"	"Texas"	"48"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1088136-1"	"1088136-1"	"Right after the vaccination ion Friday,  I felt fatigue. (at the 15 minutes wait time), I left the facility at 130, Took Prednisone 20 mg per my pulmonologist request at 235pm.  I felt the lungs are heavy, by around 545 pm, I started to have  shortness of breath, at 11 pm that evening, wheezing started.  I started  xopenex, and atrovent neb solution and tylenol for the headache (which started around time of wheezing) By Saturday afternoon, the ribcage is very tight, hard for me to breath, can only take short breath.  I continue to take prednisone 20 mg daily per doctor.  On Monday, telemedicine visit with the pulmonologist, he increase to 60 mg, Ribcage tightness relieved about 1 hour and 45 minutes, back to tightness again.  Tuesday morning, I went to Emergency room, admitted as observation.  Discharged on Thursday.  I was given iv solumedrol while under observation in the hospital.  I return home with oral prednisone prescription.   I feel fine on Friday, Saturday, the ribcage started to tighten again, along with shortness of breath.  Doctor contacted on Monday 3/8/21 with continuation of prednisone and taper down by 10 mg a week.  I am still having shortness of breath and ribcage tightness, especially, when walk, stand, talk.  As of now, I am still home and have not return to work."
	"MODERNA"	"591"	"Texas"	"48"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1243029-1"	"1243029-1"	"4/9/21 High blood pressure and high heart rate. Taken by ambulance to Hospital. Observed and released.  4/11/21 10:30 AM High Heart rate and Blood pressure along with shaking taken to ER and admitted for 3 days. Began 4/11/21 11:15 PM with vomiting and diarrhea for 3 days. CT scan and many tests, given IV fluids and heart meds. Released home Tuesday 4/13/21. Back at ER night time. Released. Continue of really high BP and HR in range of 215/130 and heart rate of 115. Taken to another ER where more extensive tests given. Released 4/19/2021 with BP meds. and follow up required with personal doctor, Scheduled to see also Rheumatologist."
	"MODERNA"	"591"	"Texas"	"48"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1400235-1"	"1400235-1"	"I had severe weakness, joint pain, and body aches. I could barely get myself out of bed or get up to go to the bathroom. The symptoms were reminiscent of having pneumonia. I went to the doctor that following Monday. I continued to use Tylenol.  Last month, I've been having cognitive issues and I was blacking out. I went to the hospital and it was discovered that I had an aneurysm. I was hospitalized for 3 days. I am actually going to see a neurologist tomorrow."
	"MODERNA"	"591"	"Texas"	"48"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"2140094-1"	"2140094-1"	"When I got the vaccine, an itching started in my body and intense pain in the neck and head; I felt weird, I thought it was similar to the 1st dose and I waited. This time I was shaking a lot and I started to stutter, I couldn't speak, I didn't have you. I went to the emergency room and they told me that I had had a pre-stroke (pre-attack). They did all the tests like it was a stroke and I was in the hospital for a week (yellow) and half of my body was paralyzed, I had no strength. The doctor told me it was a reaction to the vaccine. I am still in treatment with psychiatrists and a psychologist and counselor for the emotional damage I have had. I didn't want to live because I felt emotionally exhausted."
	"MODERNA"	"591"	"Texas"	"48"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1088136-1"	"1088136-1"	"Right after the vaccination ion Friday,  I felt fatigue. (at the 15 minutes wait time), I left the facility at 130, Took Prednisone 20 mg per my pulmonologist request at 235pm.  I felt the lungs are heavy, by around 545 pm, I started to have  shortness of breath, at 11 pm that evening, wheezing started.  I started  xopenex, and atrovent neb solution and tylenol for the headache (which started around time of wheezing) By Saturday afternoon, the ribcage is very tight, hard for me to breath, can only take short breath.  I continue to take prednisone 20 mg daily per doctor.  On Monday, telemedicine visit with the pulmonologist, he increase to 60 mg, Ribcage tightness relieved about 1 hour and 45 minutes, back to tightness again.  Tuesday morning, I went to Emergency room, admitted as observation.  Discharged on Thursday.  I was given iv solumedrol while under observation in the hospital.  I return home with oral prednisone prescription.   I feel fine on Friday, Saturday, the ribcage started to tighten again, along with shortness of breath.  Doctor contacted on Monday 3/8/21 with continuation of prednisone and taper down by 10 mg a week.  I am still having shortness of breath and ribcage tightness, especially, when walk, stand, talk.  As of now, I am still home and have not return to work."
	"MODERNA"	"591"	"Texas"	"48"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1243029-1"	"1243029-1"	"4/9/21 High blood pressure and high heart rate. Taken by ambulance to Hospital. Observed and released.  4/11/21 10:30 AM High Heart rate and Blood pressure along with shaking taken to ER and admitted for 3 days. Began 4/11/21 11:15 PM with vomiting and diarrhea for 3 days. CT scan and many tests, given IV fluids and heart meds. Released home Tuesday 4/13/21. Back at ER night time. Released. Continue of really high BP and HR in range of 215/130 and heart rate of 115. Taken to another ER where more extensive tests given. Released 4/19/2021 with BP meds. and follow up required with personal doctor, Scheduled to see also Rheumatologist."
	"MODERNA"	"591"	"Texas"	"48"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1400235-1"	"1400235-1"	"I had severe weakness, joint pain, and body aches. I could barely get myself out of bed or get up to go to the bathroom. The symptoms were reminiscent of having pneumonia. I went to the doctor that following Monday. I continued to use Tylenol.  Last month, I've been having cognitive issues and I was blacking out. I went to the hospital and it was discovered that I had an aneurysm. I was hospitalized for 3 days. I am actually going to see a neurologist tomorrow."
	"MODERNA"	"591"	"Texas"	"48"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"2129812-1"	"2129812-1"	"Received 2nd Moderna shot at a drive through facility around 4:00 PM. Was warned that 2nd shot could cause flu like symptoms and make my arm sore more than 1st shot. Later that evening around 9:00 I began to experience moderate pain at the injection site. I went to bed shortly thereafter. Around 2:00 AM I was suddenly awoken by extreme pain at the injection site. So much so I sat up in bed. It felt like I was being repeatably stabbed with a pair of scissors. It finally subsided and I went back to sleep. When I woke up the next morning my left shoulder was very sore and stiff. Over the next week this condition persisted and eventually affected my entire left arm and hand. I then began to experience this pain and stiffness in my right shoulder and arm as well. This limited my ability to move or extend my arms. Within another 2 weeks it had extended to my inner thighs making it impossible to continue my daily walks. On the morning of 07/17/2021 I awoke in extreme pain and I found myself unable to roll over or get out of bed. Fortunately I was laying close to the edge and after laying there for about 45 minutes was able to get my right leg over the edge. I could not however raise or extend my arms which prevented me from dressing myself. As the day progressed It became less difficult to move and later that evening I went an urgent care center. There they examined me, drew blood for labs and prescribed steroids. I was diagnosed with systemic inflammation response. I was seen by a rheumatologist on 06/17/2021 who ordered numerous blood and urine tests which indicated the inflammation was still present. I was given an injection of Kenalog and continued with the oral steroids. I then began to experience peripheral neuropathy and weakness in my hands, forearms and feet. I've lost a significant amount of hair due to possible telegon effluvium. Other treatment medications included methotrexate a leflunomide. As of 02/21/2022 still on steriods, gabapentin, ARB and statin. Was prescribed toxilixumab but insurance denied the treatment. Still unable to see neurologist because of false information provided by insurance co.  Participated in program. Tested positive for S Protein antibodies but negative for N Protein indicating that the S Protein antibodies produced were vaccine induced.   06/17/2021 1. Possible new onset inflammatory polyarthropathy. 2. Previous history of biopsy-proven idiopathic glomerulonephritis treated with chlorambucil and Cytoxan. 3. Post viral syndrome following a donor vaccine. 4. Elevated CRP."
	"MODERNA"	"591"	"Texas"	"48"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"2140094-1"	"2140094-1"	"When I got the vaccine, an itching started in my body and intense pain in the neck and head; I felt weird, I thought it was similar to the 1st dose and I waited. This time I was shaking a lot and I started to stutter, I couldn't speak, I didn't have you. I went to the emergency room and they told me that I had had a pre-stroke (pre-attack). They did all the tests like it was a stroke and I was in the hospital for a week (yellow) and half of my body was paralyzed, I had no strength. The doctor told me it was a reaction to the vaccine. I am still in treatment with psychiatrists and a psychologist and counselor for the emotional damage I have had. I didn't want to live because I felt emotionally exhausted."
	"MODERNA"	"591"	"Texas"	"48"	"60-64 years"	"60-64"	"Death"	"DTH"	"1214800-1"	"1214800-1"	"Patient per tracking received 2nd COVID vaccine on 4/5/2021 from Health Department.   Patient to Hospital Emergency department via EMS 4/6/2021 with cardiac arrest and death"
	"MODERNA"	"591"	"Texas"	"48"	"60-64 years"	"60-64"	"Life Threatening"	"LT"	"1286682-1"	"1286682-1"	"My Father received the first dose of CV19 on 03/02/21 and the second dose on 03/03/2021 in the morning, and at night he had a stroke, we called 911 they hospitalized him within a week he was out of danger and had physical therapies for a month at facility he got out on the 31st of March 2021 and on April 4th he once again went into the hospital for lack of oxygen, they detected blood clots in his legs and his lungs and also an aneurysm in his heart."
	"MODERNA"	"591"	"Texas"	"48"	"60-64 years"	"60-64"	"Permanent Disability"	"DBL"	"1286682-1"	"1286682-1"	"My Father received the first dose of CV19 on 03/02/21 and the second dose on 03/03/2021 in the morning, and at night he had a stroke, we called 911 they hospitalized him within a week he was out of danger and had physical therapies for a month at facility he got out on the 31st of March 2021 and on April 4th he once again went into the hospital for lack of oxygen, they detected blood clots in his legs and his lungs and also an aneurysm in his heart."
	"MODERNA"	"591"	"Texas"	"48"	"60-64 years"	"60-64"	"Permanent Disability"	"DBL"	"1302847-1"	"1302847-1"	"Developed signs and symptoms of left posterior thalamic stroke with sensory loss and pain. Began approximately 10 hours post injection and has persisted since that time."
	"MODERNA"	"591"	"Texas"	"48"	"60-64 years"	"60-64"	"Hospitalized"	"H"	"1111455-1"	"1111455-1"	"THE PATIENT STARTED FEELING WEAK AND FATIGUED, AS WELL AS  HAVING NECK PAIN SEVERAL HOURS AFTER RECEIVING THE MODERNA COVID VACCINE.  THE NEXT MORNING, HE WAS BARELY ABLE TO GET OUT OF BED AND HAD SEVERE BODY ACHES AND FATIGUE, THE NECK PAIN WAS WORSE, HE HAD DEVELOPED A RASH ON HIS EXTREMETIES AND COULDNT SWALLOW OR SPEAK.  HE WAS EVALUATED AND TREATED FOR POSSIBLE MENINGITIS / GUILLAIN-BARRE.  PT WAS HOSPITALIZED FROM 2/26 TO 3/6/2021.  HE WAS DISCHARGED HOME IN STABLE CONDITION ."
	"MODERNA"	"591"	"Texas"	"48"	"60-64 years"	"60-64"	"Hospitalized"	"H"	"1286682-1"	"1286682-1"	"My Father received the first dose of CV19 on 03/02/21 and the second dose on 03/03/2021 in the morning, and at night he had a stroke, we called 911 they hospitalized him within a week he was out of danger and had physical therapies for a month at facility he got out on the 31st of March 2021 and on April 4th he once again went into the hospital for lack of oxygen, they detected blood clots in his legs and his lungs and also an aneurysm in his heart."
	"MODERNA"	"591"	"Texas"	"48"	"60-64 years"	"60-64"	"Emergency Room *"	"ER"	"1111455-1"	"1111455-1"	"THE PATIENT STARTED FEELING WEAK AND FATIGUED, AS WELL AS  HAVING NECK PAIN SEVERAL HOURS AFTER RECEIVING THE MODERNA COVID VACCINE.  THE NEXT MORNING, HE WAS BARELY ABLE TO GET OUT OF BED AND HAD SEVERE BODY ACHES AND FATIGUE, THE NECK PAIN WAS WORSE, HE HAD DEVELOPED A RASH ON HIS EXTREMETIES AND COULDNT SWALLOW OR SPEAK.  HE WAS EVALUATED AND TREATED FOR POSSIBLE MENINGITIS / GUILLAIN-BARRE.  PT WAS HOSPITALIZED FROM 2/26 TO 3/6/2021.  HE WAS DISCHARGED HOME IN STABLE CONDITION ."
	"MODERNA"	"591"	"Texas"	"48"	"60-64 years"	"60-64"	"Emergency Room *"	"ER"	"1286682-1"	"1286682-1"	"My Father received the first dose of CV19 on 03/02/21 and the second dose on 03/03/2021 in the morning, and at night he had a stroke, we called 911 they hospitalized him within a week he was out of danger and had physical therapies for a month at facility he got out on the 31st of March 2021 and on April 4th he once again went into the hospital for lack of oxygen, they detected blood clots in his legs and his lungs and also an aneurysm in his heart."
	"MODERNA"	"591"	"Texas"	"48"	"65-79 years"	"65-79"	"Death"	"DTH"	"0986857-1"	"0986857-1"	"Extreme bouts of  nausea first few days after vaccine.  Estimated that patient died at home within 3-4 days after receiving the vaccine.   Last phone call to daughter expressed extreme nausea and seemed to have altered mental status.  Found dead  by daughter on 01/04/2021."
	"MODERNA"	"591"	"Texas"	"48"	"65-79 years"	"65-79"	"Death"	"DTH"	"1486881-1"	"1486881-1"	"Moderna COVID-19 Vaccine EUA Patient received two doses of Moderna Vaccine at a Facility on the reported dates of 3/16/21 and 4/14/21. On 7/5/21 patient presented to ED with complaints of breathing difficulties and was diagnosed with multifocal pneumonia and COVID Positive with symptom onset of 7/1/21.  Patient subsequently developed acute renal failure.Patient expired on 7/19/21 from complications of acute hypoxic respiratory failure due to COVID-19."
	"MODERNA"	"591"	"Texas"	"48"	"65-79 years"	"65-79"	"Death"	"DTH"	"1515743-1"	"1515743-1"	"Moderna COVID-19 Vaccine EUA Patient received dose #1 of Moderna Vaccine on 1/20/2021, and dose #2 of Moderna Vaccine on 2/26/2021 from a Facility. The patient was admitted in 7/9/2021 with a diagnosis of Acute respiratory failure due to COVID-19. Patient expired on 7/28/2021 despite treatment with supplemental oxygen, steroids, and remdesivir, and tocilizumab."
	"MODERNA"	"591"	"Texas"	"48"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1258628-1"	"1258628-1"	"Since my second vaccine, I am having very loud tinnitus in both ears."
	"MODERNA"	"591"	"Texas"	"48"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1486881-1"	"1486881-1"	"Moderna COVID-19 Vaccine EUA Patient received two doses of Moderna Vaccine at a Facility on the reported dates of 3/16/21 and 4/14/21. On 7/5/21 patient presented to ED with complaints of breathing difficulties and was diagnosed with multifocal pneumonia and COVID Positive with symptom onset of 7/1/21.  Patient subsequently developed acute renal failure.Patient expired on 7/19/21 from complications of acute hypoxic respiratory failure due to COVID-19."
	"MODERNA"	"591"	"Texas"	"48"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1515743-1"	"1515743-1"	"Moderna COVID-19 Vaccine EUA Patient received dose #1 of Moderna Vaccine on 1/20/2021, and dose #2 of Moderna Vaccine on 2/26/2021 from a Facility. The patient was admitted in 7/9/2021 with a diagnosis of Acute respiratory failure due to COVID-19. Patient expired on 7/28/2021 despite treatment with supplemental oxygen, steroids, and remdesivir, and tocilizumab."
	"MODERNA"	"591"	"Texas"	"48"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1486881-1"	"1486881-1"	"Moderna COVID-19 Vaccine EUA Patient received two doses of Moderna Vaccine at a Facility on the reported dates of 3/16/21 and 4/14/21. On 7/5/21 patient presented to ED with complaints of breathing difficulties and was diagnosed with multifocal pneumonia and COVID Positive with symptom onset of 7/1/21.  Patient subsequently developed acute renal failure.Patient expired on 7/19/21 from complications of acute hypoxic respiratory failure due to COVID-19."
	"MODERNA"	"591"	"Texas"	"48"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1515743-1"	"1515743-1"	"Moderna COVID-19 Vaccine EUA Patient received dose #1 of Moderna Vaccine on 1/20/2021, and dose #2 of Moderna Vaccine on 2/26/2021 from a Facility. The patient was admitted in 7/9/2021 with a diagnosis of Acute respiratory failure due to COVID-19. Patient expired on 7/28/2021 despite treatment with supplemental oxygen, steroids, and remdesivir, and tocilizumab."
	"MODERNA"	"591"	"Utah"	"49"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"1905468-1"	"1905468-1"	"Two hours after vaccine on 11/13/21, I started having distorted OCD thoughts. My usual calming techniques became less and less effective and I started having major panic attacks the next day. Every day during the next week, I was having 3-10 panic attacks a day. On 11/21/21, I had to go to a mental health crisis receiving center and it was recommended that I speak with my prescriber about adjusting my medications. The next day, I tried to contact the psychiatric nurse practitioner, so I contacted a doctor and let him know what was happening.  My Lexapro was increased to 10mg. I was hesitant to inform my doctor that it started after my vaccine."
	"MODERNA"	"591"	"Utah"	"49"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"1905468-1"	"1905468-1"	"Two hours after vaccine on 11/13/21, I started having distorted OCD thoughts. My usual calming techniques became less and less effective and I started having major panic attacks the next day. Every day during the next week, I was having 3-10 panic attacks a day. On 11/21/21, I had to go to a mental health crisis receiving center and it was recommended that I speak with my prescriber about adjusting my medications. The next day, I tried to contact the psychiatric nurse practitioner, so I contacted a doctor and let him know what was happening.  My Lexapro was increased to 10mg. I was hesitant to inform my doctor that it started after my vaccine."
	"MODERNA"	"591"	"Utah"	"49"	"50-59 years"	"50-59"	"Life Threatening"	"LT"	"0960600-1"	"0960600-1"	"The patient received the second dose of the Moderna vaccine at the Health Department. The patient experienced a rapid onset of a dry mouth and throat, followed by a restricted airway and elevated blood pressure. The patient was given 2 x 25 mg pf Benadryl, however, due to rapid restriction of the airway .05 of epinephrine was administered by injection. The symptoms subsided slightly. A second injection of .05 mg was administered. The patient was observed and released with instructions to contact his primary care physician."
	"MODERNA"	"591"	"Utah"	"49"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1510469-1"	"1510469-1"	"The clinician injected vaccine into my bursa. Dizziness  heart racing, Pain swelling. Unable to use left arm still. Had  Mri that confirmed. Had a cortisone shot, no change. Unable to sleep without it waking me up every time I move. Can?t use my arm for anything. Severe pain!!"
	"MODERNA"	"591"	"Utah"	"49"	"65-79 years"	"65-79"	"Death"	"DTH"	"2280969-1"	"2280969-1"	"Patient suffered massive pulmonary embolism and died about 2 hours after receiving this vaccination."
	"MODERNA"	"591"	"Utah"	"49"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"2280969-1"	"2280969-1"	"Patient suffered massive pulmonary embolism and died about 2 hours after receiving this vaccination."
	"MODERNA"	"591"	"Utah"	"49"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"2280969-1"	"2280969-1"	"Patient suffered massive pulmonary embolism and died about 2 hours after receiving this vaccination."
	"MODERNA"	"591"	"Virginia"	"51"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"0963090-1"	"0963090-1"	"Patient experienced lip and tongue swelling within 30 minutes of receiving vaccine. Given 25 mg diphenhydramine with no improvement, began having tightening of throat and worsened tongue swelling. Received 3 total doses of IM epinephrine before admission to hospital. Received another dose of IM epinephrine in the ED in addition to methylprednisolone 125 mg, famotidine, and diphenhydramine. Symptoms resolved, no airway edema observed on laryngoscopy. Admitted to medical ICU for observation overnight. Around 12:00 PM the following day, patient again experienced what she described as tongue swelling and lip tingling. Given another dose of IM epinephrine, dexamethasone 10 mg, famotidine, and diphenhydramine. Symptoms resolved."
	"MODERNA"	"591"	"Virginia"	"51"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"1358480-1"	"1358480-1"	"passed out in my car while i was driving on the highway.  woke up in my car in the ditch"
	"MODERNA"	"591"	"Virginia"	"51"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"0963090-1"	"0963090-1"	"Patient experienced lip and tongue swelling within 30 minutes of receiving vaccine. Given 25 mg diphenhydramine with no improvement, began having tightening of throat and worsened tongue swelling. Received 3 total doses of IM epinephrine before admission to hospital. Received another dose of IM epinephrine in the ED in addition to methylprednisolone 125 mg, famotidine, and diphenhydramine. Symptoms resolved, no airway edema observed on laryngoscopy. Admitted to medical ICU for observation overnight. Around 12:00 PM the following day, patient again experienced what she described as tongue swelling and lip tingling. Given another dose of IM epinephrine, dexamethasone 10 mg, famotidine, and diphenhydramine. Symptoms resolved."
	"MODERNA"	"591"	"Virginia"	"51"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"0963090-1"	"0963090-1"	"Patient experienced lip and tongue swelling within 30 minutes of receiving vaccine. Given 25 mg diphenhydramine with no improvement, began having tightening of throat and worsened tongue swelling. Received 3 total doses of IM epinephrine before admission to hospital. Received another dose of IM epinephrine in the ED in addition to methylprednisolone 125 mg, famotidine, and diphenhydramine. Symptoms resolved, no airway edema observed on laryngoscopy. Admitted to medical ICU for observation overnight. Around 12:00 PM the following day, patient again experienced what she described as tongue swelling and lip tingling. Given another dose of IM epinephrine, dexamethasone 10 mg, famotidine, and diphenhydramine. Symptoms resolved."
	"MODERNA"	"591"	"Virginia"	"51"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1358480-1"	"1358480-1"	"passed out in my car while i was driving on the highway.  woke up in my car in the ditch"
	"MODERNA"	"591"	"Virginia"	"51"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"1078928-1"	"1078928-1"	"First I got a headache, then I felt extra mucus in my throat. Then I started feeling compression, pressure, and pain in my diaphragm; and then the middle of my chest. Finally, I started coughing, and I wasn't able to breathe.   I had told all of the nursing staff that I had anaphylaxis to the first shot, but they acted like they didn't believe me. Also, there was no EMS staff on hand this time, unlike the first time, where they were on site. I think that made the difference in my medical care, because my husband heard the nurses at the facility say they were treating me for anxiety, not anaphylaxis, despite the fact that I was getting worse.   The nurses on staff didn't seem to understand or believe that a person could have anaphylaxis from the Covid injection, even though it's on record at the hospital that that's what happened the first time. It wasn't the same staff as last time, which also contributed to the problem. Once the ambulance staff got there, he took me seriously, and finally administered an EpiPen, and also put me on oxygen, which helped a little bit.  that was the most comprehensive care I got that day, from someone who was actually listening to me he also took an EKG, which which was normal.  When I got to Facility, the treatment wasn't as good as last time, either. Apparently they've been really busy the day before, and all of the staff seemed fatigued because of it. Nobody really checked on me, offered me even ice chips to moisten my mouth, and didn't offer me any assistance in getting to the bathroom, either. a respiratory therapist came in to give me a couple puffs on an albuterol inhaler, and I got a Benadryl shot, but nothing else. I think if I had not taken my coterie of prescriptions to stave off anaphylaxis, it would have been worse.   20 minutes before the shot I took: two aspirin, a CBD capsule, and one each of the following pills -cetirizine, benadryl, famotidine, 20 mg of prednisone, hydroxyzine. I think that's what enabled me to recover with only one EpiPen, instead of two, like last time. if there's a third Moderna shot for the varients, or a booster, I'll try to take all those pills an hour beforehand, and see if having them in my system for a longer period of time we'll make the difference. It will be nice to have *no* anaphylaxis, and skip the hospital trip . Since then, it's taken me about a week to recover fully, the same as after the first shot. I've had problems breathing, fatigue, muscle aches and pains, flushing, fever/chills, and in general just felt like I had the flu."
	"MODERNA"	"591"	"Virginia"	"51"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"2027918-1"	"2027918-1"	"Ringing in the ears, loss of hearing in right ear, mri, and hearing test"
	"MODERNA"	"591"	"Virginia"	"51"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1078928-1"	"1078928-1"	"First I got a headache, then I felt extra mucus in my throat. Then I started feeling compression, pressure, and pain in my diaphragm; and then the middle of my chest. Finally, I started coughing, and I wasn't able to breathe.   I had told all of the nursing staff that I had anaphylaxis to the first shot, but they acted like they didn't believe me. Also, there was no EMS staff on hand this time, unlike the first time, where they were on site. I think that made the difference in my medical care, because my husband heard the nurses at the facility say they were treating me for anxiety, not anaphylaxis, despite the fact that I was getting worse.   The nurses on staff didn't seem to understand or believe that a person could have anaphylaxis from the Covid injection, even though it's on record at the hospital that that's what happened the first time. It wasn't the same staff as last time, which also contributed to the problem. Once the ambulance staff got there, he took me seriously, and finally administered an EpiPen, and also put me on oxygen, which helped a little bit.  that was the most comprehensive care I got that day, from someone who was actually listening to me he also took an EKG, which which was normal.  When I got to Facility, the treatment wasn't as good as last time, either. Apparently they've been really busy the day before, and all of the staff seemed fatigued because of it. Nobody really checked on me, offered me even ice chips to moisten my mouth, and didn't offer me any assistance in getting to the bathroom, either. a respiratory therapist came in to give me a couple puffs on an albuterol inhaler, and I got a Benadryl shot, but nothing else. I think if I had not taken my coterie of prescriptions to stave off anaphylaxis, it would have been worse.   20 minutes before the shot I took: two aspirin, a CBD capsule, and one each of the following pills -cetirizine, benadryl, famotidine, 20 mg of prednisone, hydroxyzine. I think that's what enabled me to recover with only one EpiPen, instead of two, like last time. if there's a third Moderna shot for the varients, or a booster, I'll try to take all those pills an hour beforehand, and see if having them in my system for a longer period of time we'll make the difference. It will be nice to have *no* anaphylaxis, and skip the hospital trip . Since then, it's taken me about a week to recover fully, the same as after the first shot. I've had problems breathing, fatigue, muscle aches and pains, flushing, fever/chills, and in general just felt like I had the flu."
	"MODERNA"	"591"	"Virginia"	"51"	"50-59 years"	"50-59"	"Death"	"DTH"	"1006168-1"	"1006168-1"	"The patient,  who was a pharmacist, developed fatigue and shortness of breath hours after receiving vaccine.  Two days later, on 01/28/2021, the patient went to local urgent care for worsening shortness of breath and was referred to Hospital for worsening dyspnea and hypoxia.  The patient was admitted to the hospital   We was found to have bilateral pulmonary infiltrates and treated for pneumonia with Rocephin and azithromycin.  He was tested for COVID-19 multiple times, but each of the results were negative.  Despite the negative results, there was high clinical suspicion for COVID-19 and the patient was started on Remdesivir and Decadron.  The  patient's oxygen requirements continued to worsen and the patient was transferred to another facility for higher level of care.  There  his hypoxia worsened and he required mechanical ventilation.  Patient then developed hypotension and required vasopressors for blood pressure support.  Furthermore, patient developed acute renal failure requiring hemodialysis.  Despite mechanical ventilation with FiO2 100%, and for vasopressors, patient clinically deteriorated and family decided to palliatively extubate on 02/05/2021."
	"MODERNA"	"591"	"Virginia"	"51"	"50-59 years"	"50-59"	"Life Threatening"	"LT"	"2496780-1"	"2496780-1"	"Trouble breathing, heart rate really high then would drop really low, had a full blown asthma attack, had to go get nebulizer treatment, inhaler and steroids. Was put on heart monitor, had heart sonogram, EKG.  Heart rate is still messed up."
	"MODERNA"	"591"	"Virginia"	"51"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1467777-1"	"1467777-1"	"Walking to the car after the fifteen minute wait, I started having problems with blur in my left eye.  The blur continued through the week.  On Thursday, June 17th, I went to the emergency room.  I was seeing black blurs throughout my vision in my left eye (as though black ink was spilled into a glass of water).  The next day, when being examined by a specialist, I started seeing spots of white light in the lower left and far left of my left eye.  I saw a second specialist on June 30th who diagnosed that I had had a vitreous detachment of my left eye."
	"MODERNA"	"591"	"Virginia"	"51"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"2496780-1"	"2496780-1"	"Trouble breathing, heart rate really high then would drop really low, had a full blown asthma attack, had to go get nebulizer treatment, inhaler and steroids. Was put on heart monitor, had heart sonogram, EKG.  Heart rate is still messed up."
	"MODERNA"	"591"	"Virginia"	"51"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1006168-1"	"1006168-1"	"The patient,  who was a pharmacist, developed fatigue and shortness of breath hours after receiving vaccine.  Two days later, on 01/28/2021, the patient went to local urgent care for worsening shortness of breath and was referred to Hospital for worsening dyspnea and hypoxia.  The patient was admitted to the hospital   We was found to have bilateral pulmonary infiltrates and treated for pneumonia with Rocephin and azithromycin.  He was tested for COVID-19 multiple times, but each of the results were negative.  Despite the negative results, there was high clinical suspicion for COVID-19 and the patient was started on Remdesivir and Decadron.  The  patient's oxygen requirements continued to worsen and the patient was transferred to another facility for higher level of care.  There  his hypoxia worsened and he required mechanical ventilation.  Patient then developed hypotension and required vasopressors for blood pressure support.  Furthermore, patient developed acute renal failure requiring hemodialysis.  Despite mechanical ventilation with FiO2 100%, and for vasopressors, patient clinically deteriorated and family decided to palliatively extubate on 02/05/2021."
	"MODERNA"	"591"	"Virginia"	"51"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1006168-1"	"1006168-1"	"The patient,  who was a pharmacist, developed fatigue and shortness of breath hours after receiving vaccine.  Two days later, on 01/28/2021, the patient went to local urgent care for worsening shortness of breath and was referred to Hospital for worsening dyspnea and hypoxia.  The patient was admitted to the hospital   We was found to have bilateral pulmonary infiltrates and treated for pneumonia with Rocephin and azithromycin.  He was tested for COVID-19 multiple times, but each of the results were negative.  Despite the negative results, there was high clinical suspicion for COVID-19 and the patient was started on Remdesivir and Decadron.  The  patient's oxygen requirements continued to worsen and the patient was transferred to another facility for higher level of care.  There  his hypoxia worsened and he required mechanical ventilation.  Patient then developed hypotension and required vasopressors for blood pressure support.  Furthermore, patient developed acute renal failure requiring hemodialysis.  Despite mechanical ventilation with FiO2 100%, and for vasopressors, patient clinically deteriorated and family decided to palliatively extubate on 02/05/2021."
	"MODERNA"	"591"	"Virginia"	"51"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1467777-1"	"1467777-1"	"Walking to the car after the fifteen minute wait, I started having problems with blur in my left eye.  The blur continued through the week.  On Thursday, June 17th, I went to the emergency room.  I was seeing black blurs throughout my vision in my left eye (as though black ink was spilled into a glass of water).  The next day, when being examined by a specialist, I started seeing spots of white light in the lower left and far left of my left eye.  I saw a second specialist on June 30th who diagnosed that I had had a vitreous detachment of my left eye."
	"MODERNA"	"591"	"Virginia"	"51"	"65-79 years"	"65-79"	"Death"	"DTH"	"1314761-1"	"1314761-1"	""Patient DOD 4/19/21 Death Certificate Line A ?Adverse effect of Covid19 vaccine-5 day interval onset and death? Line B ?Anorexia nervosa? Line C ?Recurrent Major Depressive Disorder?  Received her second Moderna dose from our Mobile team on 4/14/21    Since then I spoke with Dr. (Mobile); clients PCP, several times regarding this event.  His nurse got an email from client on 4-12-21 that client had vaccination planned on 414 and may need to reschedule medical appointment planned 4-16 if she felt bad. The client was encourage to get vaccine and to keep appointment for Friday April 16th.  The client  emailed the office at approx 0300 Friday morning  April 16 to cancel appointment because she felt to poorly from vaccination shot to come in  (fevers; body aches). Dr next heard from police officer on Monday April 19th that she was found dead in her home. He requested the Medical Examiner (ME) evaluate but this request was denied. The client lived alone. Dr contacted family members but they did not have much interaction with the client and had no significant information to contribute. Dr said he speculates that the patients underlying anorexia nervosa likely put the client in a critical nutritional deficiencies / electrolyte imbalance condition and the side effects of vaccination were too much. He felt compelled to complete the death certificate as he did because the ME declined the case.   From vaccine mobile team notes:  team was there2-3:30pm. All the answers to the health screening questions for the patient were ""no"" except for ""have you ever had a severe allergic reaction to something?"" To that question the answer was ""yes.   Immunization Information System record - lot # is underlined:  Coronavirus COVID-19, mRNA,LNP-S,PF, 03/17/2021 1 of 2 100 mcg/0.5mL Full 022M20A IM LA   Coronavirus COVID-19, mRNA,LNP-S,PF, 04/14/2021 2 of 2 100 mcg/0.5mL Full 006B21A IM LA""
	"MODERNA"	"591"	"Virginia"	"51"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"2454631-1"	"2454631-1"	"Ischemic stroke. Functional loss in left hand and fingers."
	"MODERNA"	"591"	"Virginia"	"51"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"0976078-1"	"0976078-1"	"After 1.5-2 hours after injection, patient blacked out on stairwell and fell down stairs. Patient struck head and received a concussion, broken nose, brain bleed, tear in the lip and damage to 6th cranial nerve in right eye.  Patient has double vision now."
	"MODERNA"	"591"	"Virginia"	"51"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"2454631-1"	"2454631-1"	"Ischemic stroke. Functional loss in left hand and fingers."
	"MODERNA"	"591"	"Virginia"	"51"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"0976078-1"	"0976078-1"	"After 1.5-2 hours after injection, patient blacked out on stairwell and fell down stairs. Patient struck head and received a concussion, broken nose, brain bleed, tear in the lip and damage to 6th cranial nerve in right eye.  Patient has double vision now."
	"MODERNA"	"591"	"Virginia"	"51"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"2454631-1"	"2454631-1"	"Ischemic stroke. Functional loss in left hand and fingers."
	"MODERNA"	"591"	"Virginia"	"51"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"0976078-1"	"0976078-1"	"After 1.5-2 hours after injection, patient blacked out on stairwell and fell down stairs. Patient struck head and received a concussion, broken nose, brain bleed, tear in the lip and damage to 6th cranial nerve in right eye.  Patient has double vision now."
	"MODERNA"	"591"	"Washington"	"53"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"2320961-1"	"2320961-1"	"Vtach resulting in loss of consciousness. Then 7 more Vtach episodes  from March 12-May 1, 2022."
	"MODERNA"	"591"	"Washington"	"53"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"2320961-1"	"2320961-1"	"Vtach resulting in loss of consciousness. Then 7 more Vtach episodes  from March 12-May 1, 2022."
	"MODERNA"	"591"	"Washington"	"53"	"50-59 years"	"50-59"	"Life Threatening"	"LT"	"0948471-1"	"0948471-1"	"5-6 HOURS AFTER VACCINATION.  CONVULSIONS/SEIZURE, HIGH BLOOD PRESSURE, INCREASED HEART RATE,"
	"MODERNA"	"591"	"Washington"	"53"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1961915-1"	"1961915-1"	"Starting at 6:30 pm started to feel nauseous and had a slight headache. Both of these worsened over the next 2 hours. By 9:00 PM I got up to vomit in the bathroom.  My legs buckled from under me and I fell down in the bathroom. I then crawled onto the bathroom mat and laid there until 8 AM the next morning as I was unable to move the left side of my body. When lying on my back and trying to roll over on my left side I could not move more than an inch or two. I also could not lift my head up or sit up. I could move to the right to crawl into the fetal position to try and sleep. About every few minutes I would try to turn over. I could rotate to get to lay flat on my back but again could not turn over on my left side. When I touched my arms, legs  I could feel them being touched, but they simply would not move. Trying to walk was out of the question.  I had a severe headache but no fever and did not have any trouble breathing."
	"MODERNA"	"591"	"Washington"	"53"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"2528576-1"	"2528576-1"	"I received the 2nd vaccination on 2/ 26/2021.  I have had raised area on both arms since the vaccines. I kept thinking they would go away, like it says in the warnings, but it hasn?t. They don?t hurt, but it?s like a line of raised skin, on both arms. This couldn?t have been caused by anything else."
	"MODERNA"	"591"	"Washington"	"53"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"0948471-1"	"0948471-1"	"5-6 HOURS AFTER VACCINATION.  CONVULSIONS/SEIZURE, HIGH BLOOD PRESSURE, INCREASED HEART RATE,"
	"MODERNA"	"591"	"Washington"	"53"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1494208-1"	"1494208-1"	"Soon after 1sr injection, experienced dizziness, fatigue.  Within hours of 2nd shot, experienced loss of appetite; Fatigue; Confusion; Nausea; he fell several times; lack of grooming was noted."
	"MODERNA"	"591"	"Washington"	"53"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1897271-1"	"1897271-1"	"I got the vaccine at 10 AM, at 5 AM I had a stiff neck. At 8 PM I had chills and fever. At 12 AM my upper body was throbbing, and my temperature was 99.6, it should be noted my temperature is 97.4. At 4 AM my wrists were burning. At 5 my shoulders, hips and knees were sore. At 8 AM the fever broke, and at 1 PM my left arm was still in pain. I have continued limiting movement in my shoulders. My shoulders, hips and knees. I have continuing flushes every 2-3 hours every night. My fever continues to go up to 99.8 and I have fatigue. I have also lost weight. On 11/17 I saw my doctor and they prescribed me prednisone. My symptoms are still continuing."
	"MODERNA"	"591"	"Washington"	"53"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1494208-1"	"1494208-1"	"Soon after 1sr injection, experienced dizziness, fatigue.  Within hours of 2nd shot, experienced loss of appetite; Fatigue; Confusion; Nausea; he fell several times; lack of grooming was noted."
	"MODERNA"	"591"	"Washington"	"53"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1494208-1"	"1494208-1"	"Soon after 1sr injection, experienced dizziness, fatigue.  Within hours of 2nd shot, experienced loss of appetite; Fatigue; Confusion; Nausea; he fell several times; lack of grooming was noted."
	"MODERNA"	"591"	"West Virginia"	"54"	"65-79 years"	"65-79"	"Death"	"DTH"	"1171449-1"	"1171449-1"	"Pt received #2 moderna vaccine. Pt had no problems with #1 other that fatigue for 1 day. Went to store and passed out in the parking lot after passing out and hit her head on the pavement. Pt was transported to hospital. Pt was transferred to different hospital. Pt died at Hospital ER. 3 weeks ago pt diagnosed with heart murmur. Echo showed aortic valve function at 65%. Dr states he will just watch pt. no meds given. Pt family stated pt has a heart attack while at store."
	"MODERNA"	"591"	"West Virginia"	"54"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1055443-1"	"1055443-1"	"within 10 minutes of vaccination (administered 11:50 AM) felt weak and tired, became pale and diaphoretic. Pulse weak, irregular. EMS promptly arrive (1 block away) and transported to Emergency Department (within 1 mile). Found to have new onset atrial flutter with rapid ventricular response and BP systolic 86. Improved with diltiazem. Also treated with diphenhydramine and methlyprednisolone"
	"MODERNA"	"591"	"West Virginia"	"54"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1055443-1"	"1055443-1"	"within 10 minutes of vaccination (administered 11:50 AM) felt weak and tired, became pale and diaphoretic. Pulse weak, irregular. EMS promptly arrive (1 block away) and transported to Emergency Department (within 1 mile). Found to have new onset atrial flutter with rapid ventricular response and BP systolic 86. Improved with diltiazem. Also treated with diphenhydramine and methlyprednisolone"
	"MODERNA"	"591"	"West Virginia"	"54"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1130724-1"	"1130724-1"	"Worsening shortness of breath since he received his 2nd dose of vaccine."
	"MODERNA"	"591"	"West Virginia"	"54"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1055443-1"	"1055443-1"	"within 10 minutes of vaccination (administered 11:50 AM) felt weak and tired, became pale and diaphoretic. Pulse weak, irregular. EMS promptly arrive (1 block away) and transported to Emergency Department (within 1 mile). Found to have new onset atrial flutter with rapid ventricular response and BP systolic 86. Improved with diltiazem. Also treated with diphenhydramine and methlyprednisolone"
	"MODERNA"	"591"	"Wisconsin"	"55"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"1229011-1"	"1229011-1"	"Client vaccinated around 1135-1140 am with her first dose of Moderna. Around 1145 am , client walked up to staff stating she did not feel well and felt like she was going to pass out. Visibly sweaty and rapid breathing.  Client continued to state that she felt like she was going to die and pass out. Stated she was having difficulty breathing and throat tightness. Eyes began rolling back, diaphoretic and clammy. Epinephrine 0.3mg IM injection given at 1148 am into her left thigh and 911 called.  BP 104/42, Pulse 50, O2 sat 99%, Respirations 24. Within 5 minutes of Epinephrine administration, clients breathing was improved.  Paramedics arrived on scene within 6 minutes and took over care. Client transported to Hospital."
	"MODERNA"	"591"	"Wisconsin"	"55"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1229011-1"	"1229011-1"	"Client vaccinated around 1135-1140 am with her first dose of Moderna. Around 1145 am , client walked up to staff stating she did not feel well and felt like she was going to pass out. Visibly sweaty and rapid breathing.  Client continued to state that she felt like she was going to die and pass out. Stated she was having difficulty breathing and throat tightness. Eyes began rolling back, diaphoretic and clammy. Epinephrine 0.3mg IM injection given at 1148 am into her left thigh and 911 called.  BP 104/42, Pulse 50, O2 sat 99%, Respirations 24. Within 5 minutes of Epinephrine administration, clients breathing was improved.  Paramedics arrived on scene within 6 minutes and took over care. Client transported to Hospital."
	"MODERNA"	"591"	"Wisconsin"	"55"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"0945038-1"	"0945038-1"	"Vaccination given 1314 and sent to waiting room for monitoring.  Began to have itching at 1325. PO benadryl administered.   Then with throat swelling. Epinephrine administered by EMS/Fire at 1:32pm: 0.5mg IM right arm.   1342 improving  1350 itching/throat swelling returning while EMS/Fire on phone with medical director.   1352 second dose of epinephrine administered by De Pere EMS/Fire: 0.5mg IM left arm  Medical Director on site for evaluation. Client given option to transport to hospital or stay for monitoring with EMS/Dr.  Condition improving, chose to stay for monitoring.   Client improved and up walking halls   1513 Client cleared to be released home via private transport"
	"MODERNA"	"591"	"Wisconsin"	"55"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"1101947-1"	"1101947-1"	"Itchy tongue, swelling of tongue, Lips itchy and swollen."
	"MODERNA"	"591"	"Wisconsin"	"55"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"1273771-1"	"1273771-1"	"Abdominal pain. Ovarian cyst.  Emergency surgery on 04/18/2021"
	"MODERNA"	"591"	"Wisconsin"	"55"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1273771-1"	"1273771-1"	"Abdominal pain. Ovarian cyst.  Emergency surgery on 04/18/2021"
	"MODERNA"	"591"	"Wisconsin"	"55"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1101947-1"	"1101947-1"	"Itchy tongue, swelling of tongue, Lips itchy and swollen."
	"MODERNA"	"591"	"Wisconsin"	"55"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1273771-1"	"1273771-1"	"Abdominal pain. Ovarian cyst.  Emergency surgery on 04/18/2021"
	"MODERNA"	"591"	"Wisconsin"	"55"	"65-79 years"	"65-79"	"Death"	"DTH"	"1209252-1"	"1209252-1"	"On 4/13 patient's daughter in law called public health department to report that patient was found by EMS on 3/12/21.  They believe patient had passed away over night.  No autopsy was done.  Family member reported that EMS believed the cause to be heart attack or pulmonary embolism."
	"MODERNA"	"591"	"Wyoming"	"56"	"65-79 years"	"65-79"	"Death"	"DTH"	"1095393-1"	"1095393-1"	"Cardiac Arrest"
	"MODERNA"	"591"	"Wyoming"	"56"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1443254-1"	"1443254-1"	""Client had breathing issues for 9 days after receiving the vaccine. Client stated that her throat was dry, and itchy, and she struggled with breathing. Client stated that she had a itchy head and scalp, she was nauseated, and had chills and felt that she was ""icy cold."" Client also stated that she developed COVID arm 3 days after receiving the vaccine. Client stated that she had to take Benadryl for 9 days, all day long to help with her breathing.""
	"MODERNA"	"591"	"Federated States of Micronesia"	"64"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1064355-1"	"1064355-1"	"Blurring of vision of the right eye few hours after receiving the vaccine described as brown threads or webs floating, initially coming form the temporal side gradually moving and spreading to the nasal half then total blocking her vision."
	"MODERNA"	"591"	"Puerto Rico"	"72"	"60-64 years"	"60-64"	"Life Threatening"	"LT"	"1208224-1"	"1208224-1"	"Severe adverse reaction with a severe rash all over body. Visited the emergency room on two occasions and they administered solumedrol and Benadryl intravenously."
	"MODERNA"	"591"	"Puerto Rico"	"72"	"60-64 years"	"60-64"	"Emergency Room *"	"ER"	"1208224-1"	"1208224-1"	"Severe adverse reaction with a severe rash all over body. Visited the emergency room on two occasions and they administered solumedrol and Benadryl intravenously."
	"MODERNA"	"591"	"Puerto Rico"	"72"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1012755-1"	"1012755-1"	"Rash, thrombocytopenia, diarrheas"
	"MODERNA"	"591"	"Unknown"	"U"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"1735439-1"	"1735439-1"	"Pneumonia, heart pains from both ribs up to chest, constant fatigue, daily vomiting"
	"MODERNA"	"591"	"Unknown"	"U"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1259346-1"	"1259346-1"	"Constant vertigo 100% of the time since vaccine for over 5 weeks. Now, it's still bad, but not 100% of the time, but still most of the time and very debilitating. Additionally I get spinners throughout the day. Also constricting feeling in left arm, as if being compressed by a very tight blood pressure monitor cuff off and on all day long, every day. After a couple weeks, the same feeling spread to the other arm and legs with the addition of feeling all my limbs very, very cold. Sometimes this cold feeling is also in my torso. It feels like the blood flow has been cut off or there's no circulation in my limbs, and sometimes torso. I get tingly nerve feelings throughout my entire body.  I get vertigo shakes throuhout my entire body. Itchy randomly in random spots."
	"MODERNA"	"591"	"Unknown"	"U"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1904149-1"	"1904149-1"	"started with numbness and tingling in both legs, feet, arms and hands. Since vaccine, had numbness and loss of sensation in forehead, cheeks, jaw, upper lip and gums.  Also numbness and nerve issues behind eyes, nose, throat.  Inflammation problems from head to toe on and off, different parts of body at different times. Currently now have chest/lung wall inflammation and recurring burning sensation in arms hands legs and feet. Have been suffering from nerve pain and inflammation since May and still hasn?t resolved."
	"MODERNA"	"591"	"Unknown"	"U"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"2522564-1"	"2522564-1"	"I am a healthy 41 year old woman, mother of three children, citizen, with no history of medical conditions. On January 15th, 2022, I received the Moderna booster vaccine (this was my third vaccination, I had previously received two Pfizer vaccinations in the summer of 2021). Immediately following the vaccination, I experienced, for the first time in my life, severe insomnia, sleep paralysis, hallucinations, and very vivid dreams. I have been battling these symptoms since January of this year. I have consistently, every night with no exception, multiple vivid dreams (in which I am sometimes fully aware I am lying in my bed while dreaming). I also consistently wake up every morning unrefreshed and tired, and experience excessive daytime sleepiness throughout the day. In summary, I haven't had a proper restorative night's sleep since receiving the Moderna vaccine.  The muscles around my left eye have begun to twitch recently (past 4 weeks) and partially squeeze my eye closed throughout the day. Needless to say, I am extremely suspicious that the Moderna vaccine caused this, since nothing else can explain this sudden onset of symptoms. I have never had any issues with my sleep before. I am very healthy, and have a wonderful life otherwise."
	"MODERNA"	"591"	"Unknown"	"U"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1023689-1"	"1023689-1"	"Received vaccination on 2/2/21 @ 0900.  Immediately afterwards he said he was in excruciating pain.   He reported he went to his primary care provider later that afternoon.  He was examined clinically and was told that the shot was administered too high up in his arm in the Gleno Humeral Joint.  He was advised to take over the counter pain medication and to call if he needs something stronger.  He was given a follow up appointment on 2/5/2021 with the provider. He was told to monitor for infection in the next 48 hours and they are hoping it did not go into the joint capsule.  Continued to have severe pain.  Went to orthopedic specialist the next day.  Admitted to hospital for pain control and steroids.  MRI of shoulder inconclusive, but think severe bursitis and being treated as such.  Discharged from hospital and resting at home.  Arm range of motion at 80%-hoping to return to work in 2 weeks (firefighter/EMT)."
	"MODERNA"	"591"	"Unknown"	"U"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1064028-1"	"1064028-1"	"Anaphylactic reaction - patient intubated for airway protection."
	"MODERNA"	"591"	"Unknown"	"U"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1023689-1"	"1023689-1"	"Received vaccination on 2/2/21 @ 0900.  Immediately afterwards he said he was in excruciating pain.   He reported he went to his primary care provider later that afternoon.  He was examined clinically and was told that the shot was administered too high up in his arm in the Gleno Humeral Joint.  He was advised to take over the counter pain medication and to call if he needs something stronger.  He was given a follow up appointment on 2/5/2021 with the provider. He was told to monitor for infection in the next 48 hours and they are hoping it did not go into the joint capsule.  Continued to have severe pain.  Went to orthopedic specialist the next day.  Admitted to hospital for pain control and steroids.  MRI of shoulder inconclusive, but think severe bursitis and being treated as such.  Discharged from hospital and resting at home.  Arm range of motion at 80%-hoping to return to work in 2 weeks (firefighter/EMT)."
	"MODERNA"	"591"	"Unknown"	"U"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1064028-1"	"1064028-1"	"Anaphylactic reaction - patient intubated for airway protection."
	"MODERNA"	"591"	"Unknown"	"U"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1904149-1"	"1904149-1"	"started with numbness and tingling in both legs, feet, arms and hands. Since vaccine, had numbness and loss of sensation in forehead, cheeks, jaw, upper lip and gums.  Also numbness and nerve issues behind eyes, nose, throat.  Inflammation problems from head to toe on and off, different parts of body at different times. Currently now have chest/lung wall inflammation and recurring burning sensation in arms hands legs and feet. Have been suffering from nerve pain and inflammation since May and still hasn?t resolved."
	"MODERNA"	"591"	"Unknown"	"U"	"60-64 years"	"60-64"	"Permanent Disability"	"DBL"	"1290343-1"	"1290343-1"	"Patient arrived to drive through clinic to receive second dose COVID-19 vaccine. Clinical volunteer vaccinated client. According to the client, she developed 11/10 pain to her right arm, with complete immobility. Patient was taken to the emergency room where she was given medication. She was referred to an orthopedic surgeon. She attended her orthpodeic appointment and was given 2 weeks of steroids and an MRI was recommended. This RN called the client 2 weeks after vaccine was adminstered once notified. The client reported 'mild improvement' in sensation/pain to the area and intentions to follow up with her provider.   The client sent a photo of the injection site to this RN, and the injection was found to not have given into the deltoid muscle, but what appeared to be the shoulder. Client was provided with the vaccine claims website and encouraged to reach out with questions or any assistance needed."
	"MODERNA"	"591"	"Unknown"	"U"	"60-64 years"	"60-64"	"Emergency Room *"	"ER"	"1290343-1"	"1290343-1"	"Patient arrived to drive through clinic to receive second dose COVID-19 vaccine. Clinical volunteer vaccinated client. According to the client, she developed 11/10 pain to her right arm, with complete immobility. Patient was taken to the emergency room where she was given medication. She was referred to an orthopedic surgeon. She attended her orthpodeic appointment and was given 2 weeks of steroids and an MRI was recommended. This RN called the client 2 weeks after vaccine was adminstered once notified. The client reported 'mild improvement' in sensation/pain to the area and intentions to follow up with her provider.   The client sent a photo of the injection site to this RN, and the injection was found to not have given into the deltoid muscle, but what appeared to be the shoulder. Client was provided with the vaccine claims website and encouraged to reach out with questions or any assistance needed."
	"MODERNA"	"591"	"Unknown"	"U"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1071195-1"	"1071195-1"	"Mental state has changed since second dose. Alzheimer's symptoms have become very noticeably worse since second dose of Moderna Covid vaccine."
	"PFIZER\BIONTECH"	"590"	"Alabama"	"01"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"1029994-1"	"1029994-1"	"Won't let me type everything. Long story short. Face tingled for a few days after shot, forehead skin got tight and dry, now I've lost vision in my right eye! Today is exactly 2 weeks after 1st vaccine and sight in my right eye is worse and painful"
	"PFIZER\BIONTECH"	"590"	"Alabama"	"01"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1014501-1"	"1014501-1"	"Pt received injection, then collapsed, with no memory of event.  Pt was unresponsive approximately 15 seconds.  HR 52 & irregular, BP 110/80"
	"PFIZER\BIONTECH"	"590"	"Alabama"	"01"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1014501-1"	"1014501-1"	"Pt received injection, then collapsed, with no memory of event.  Pt was unresponsive approximately 15 seconds.  HR 52 & irregular, BP 110/80"
	"PFIZER\BIONTECH"	"590"	"Alaska"	"02"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"1034125-1"	"1034125-1"	"Severe dizzyness, vomiting, tongue swelling,. Took ambulance to hospital. Stay at hospital 6 hours. Started at home for there days from work. Tongue and throat are still sore."
	"PFIZER\BIONTECH"	"590"	"Alaska"	"02"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1034125-1"	"1034125-1"	"Severe dizzyness, vomiting, tongue swelling,. Took ambulance to hospital. Stay at hospital 6 hours. Started at home for there days from work. Tongue and throat are still sore."
	"PFIZER\BIONTECH"	"590"	"Arizona"	"04"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"0936618-1"	"0936618-1"	"Soreness at injection site started at 1600 Body aches, headache, and low grade fever woke me up around 0100"
	"PFIZER\BIONTECH"	"590"	"Arizona"	"04"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1290268-1"	"1290268-1"	"Extreme pain during vaccination.  Worsening pain and would wake me when I rolled on to my arm for 4 days.  Evolved into joint pain that would not resolve with medication.   Developed a loss of range of motion and pain that mimicked a rotator cuff tear.  This worsened over months.  Doctor prescribed meds and PT.  After PT I suffered a partial tear of the biceps tendon.  MRI pending.  Shoulder pain improved after the tear."
	"PFIZER\BIONTECH"	"590"	"Arizona"	"04"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"2268889-1"	"2268889-1"	"After 2nd dose, I started bruising badly. I went in for a blood test and my platelets were at 4000. It looked like I had chicken pox and I had uncontrollable itching. I was hospitalized for platelets and after 5 units of IV therapy, I had platelet count of 1000 because it didn't work. I started on steroids for platelets. Since then, my platelets have normalized. I was bruised from head to toe. I am actively seeing hematology."
	"PFIZER\BIONTECH"	"590"	"Arizona"	"04"	"60-64 years"	"60-64"	"Permanent Disability"	"DBL"	"1897679-1"	"1897679-1"	"Patient received 2nd Pfizer vaccine and started having left leg weakness since February (per ER report on April 23,21). Report stated that pt had fell  frequently since that time.  Two falls on that exact day. The second resulted in  a hematoma on the back of his head. Since vaccine patient has to walk with crutches. Received CT and MRI showed negative results, but weakness and need to use crutches persists. Electronic note on 5.25.21 states:States pain sometimes makes him question his existence, but singing for church helps. Denies SI. Currently ambulates w/crutches and at risk for recurrent falls. Pt reporting increased depression 2/2 pain."
	"PFIZER\BIONTECH"	"590"	"Arizona"	"04"	"60-64 years"	"60-64"	"Emergency Room *"	"ER"	"1897679-1"	"1897679-1"	"Patient received 2nd Pfizer vaccine and started having left leg weakness since February (per ER report on April 23,21). Report stated that pt had fell  frequently since that time.  Two falls on that exact day. The second resulted in  a hematoma on the back of his head. Since vaccine patient has to walk with crutches. Received CT and MRI showed negative results, but weakness and need to use crutches persists. Electronic note on 5.25.21 states:States pain sometimes makes him question his existence, but singing for church helps. Denies SI. Currently ambulates w/crutches and at risk for recurrent falls. Pt reporting increased depression 2/2 pain."
	"PFIZER\BIONTECH"	"590"	"Arizona"	"04"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1083023-1"	"1083023-1"	"BROWN SPOTTING BLISTERS ON BOTH ARMS, THEN THEY DRY UP AND LEAVE SPOT AND DRY BLISTER FLAKS OFF. IT STARTED ON FIRST SHOT BUT I WAS NOT SURE UNTIL I GOT THE SECOND THAT WHENI REALIZED  WHERE THEY WERE COMING FROM. PERM DAMAGE TO SKIN"
	"PFIZER\BIONTECH"	"590"	"Arkansas"	"05"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1723388-1"	"1723388-1"	"9/3/2021 @ 2000:  I developed aches, pains (FLU like symptoms), and fever, these symptoms lasted for 2 days requiring alternation of Tylenol and ibuprofen.  In addition to these symptoms on 9/4/2021 I developed a large knot (abscess) in the armpit of my right arm (injection side).  It grew to a size between a golf ball and baseball, causing great discomfort and pain, using moist heat compresses to help relieve the pain.  On 9/11/2021 this knot in my armpit had fully dissipated.  On 9/15/2021 @ 1700 I developed a headache, earache, and toothache on my left side.  From 1700-2300 the pain gradually got so bad I was using Tylenol and ibuprofen as well as ice packs to tolerate the pain.  9/16/2021@ 0645 I called and left a VM at my dentist?s office requesting to be seen ASAP.  Dentist office called back and I was able to be seen at 0830 that morning.  X-rays done shown that I had abscesses on teeth #13 & #14.  The dentist began doing a root canal on #13 this process was going to take 3 visits due to the abscess.  After my appointment sedation wore off much faster than the dentist office had said and from that point until I was able to call the office again the next morning 9/17/2021, I returned back to the dentist office in excruciating pain. After 2 hours of trying to numb the area to try and treat unsuccessfully, my dentist called an oral surgeon in town to see if I could get into see them ASAP.  The receptionist at the dentist office had to drive me to the oral surgeon?s office because I was in such pain.  The oral surgeon did x-rays and a CT of my head and teeth and found multiple abscess.  At this point the only thing that could be done to get me out of pain was to surgically remove the two teeth that were exposed by the dentist.  I was put to sleep under general anesthesia and teeth #13 & #14 were surgically removed by an oral surgeon.  I was prescribed an antibiotic and pain medication.  9/21/2021 @ 1430 I had a follow up appointment with oral surgeon.  Wait 4 months for mouth to heal before I can do anything for missing teeth repair.  Oral surgeon has suggested implants to replace missing teeth, this process can take up to a year for work that will need to be completed. Antibiotic prescribed is hopefully clearing up other abscesses, today I have no additional pain."
	"PFIZER\BIONTECH"	"590"	"Arkansas"	"05"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1375795-1"	"1375795-1"	"No"
	"PFIZER\BIONTECH"	"590"	"Arkansas"	"05"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1375795-1"	"1375795-1"	"No"
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"1317265-1"	"1317265-1"	"Ten minutes after receiving my 1st dose I passed out and hit my head on the floor! Causing multiple bruises on my face and head! I was unconscious for 30 seconds, and while unconscious my eyes started to role to the back of my head. When I became alert I was on the floor and I couldn?t breathe! While on the floor gasping for air I vomited twice! 911 was called and an EKG was done on site! It showed that my heart rate was low, and I was transported to hospital ER department. Multiple test were done on me and everything came back perfect! No high blood pressure, not a diabetic, and no Permanent head damage."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"1146972-1"	"1146972-1"	"Brain fog, severe headache, blurred vision, constant urination, fatigue , leg cramps, trouble breathing and irregular heart beat. that have lasted since day of vaccine. Still suffering from some symptoms"
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"1136104-1"	"1136104-1"	"15 minutes following vaccine, patient experienced chest tightness, sensation of throat closing, and shortness of breath. No chest pain, dizziness, vomiting, chills, fever, cough, congestion. Patient brought immediately to on-site Urgent Care clinic. EKG revealed sinus tachycardia. Patient given 50mg Benadryl IM and 0.3mg epinephrine IM. Patient initially improved but then began to report chest tightness and more shortness of breath. Paramedics called and patient transported via ambulance to hospital for further treatment."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"1793744-1"	"1793744-1"	"Pt was 26 weeks and 1 day pregnant when she got her 3rd Pfizer booster shot on Oct 2, 2021 at 2pm in the afternoon.  After the injection on the left arm, she felt it become sore after 3 hours, and it worsened after 6 hours.  On Oct 3rd, 2021 she had chills and a headache throughout the day and slept most of the day.  On Oct 4th, 2021 she realized that she had not felt the baby kick and contacted her doctor.  They told her to come into the hospital on Oct 4th 2021 and they determined that there was no long a heartbeat.  Ultrasound showed that the baby likely died a day ago. Pt vaginally delivered the stillborn baby boy on Oct 5th, 2021.  The baby was about 2 lbs."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1136104-1"	"1136104-1"	"15 minutes following vaccine, patient experienced chest tightness, sensation of throat closing, and shortness of breath. No chest pain, dizziness, vomiting, chills, fever, cough, congestion. Patient brought immediately to on-site Urgent Care clinic. EKG revealed sinus tachycardia. Patient given 50mg Benadryl IM and 0.3mg epinephrine IM. Patient initially improved but then began to report chest tightness and more shortness of breath. Paramedics called and patient transported via ambulance to hospital for further treatment."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1146972-1"	"1146972-1"	"Brain fog, severe headache, blurred vision, constant urination, fatigue , leg cramps, trouble breathing and irregular heart beat. that have lasted since day of vaccine. Still suffering from some symptoms"
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1317265-1"	"1317265-1"	"Ten minutes after receiving my 1st dose I passed out and hit my head on the floor! Causing multiple bruises on my face and head! I was unconscious for 30 seconds, and while unconscious my eyes started to role to the back of my head. When I became alert I was on the floor and I couldn?t breathe! While on the floor gasping for air I vomited twice! 911 was called and an EKG was done on site! It showed that my heart rate was low, and I was transported to hospital ER department. Multiple test were done on me and everything came back perfect! No high blood pressure, not a diabetic, and no Permanent head damage."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"2048561-1"	"2048561-1"	""At the 15 wait time, patient became flushed, c/o chest pain ""crushing"" 6 out of 10. with S.O.B. Patient stated some type of reaction to Janssen vaccine on 04/09/21 Lot 1808978 at Pharmacy. made vague statement of almost being intubated with past Janssen vax. V/S @ 11:50 P-112, B/P- 176/102 R/R-16, SaO2 @ 100% Lungs clear, no wheezing, no urticaria, 11:55 C/P 7/10, Headache, Nausea, Vitals P-103, B/P-145/102 R/R-16. patient complained of numb fingers. 911 activated. Placed on 02 with nasal cannula 2L. Fire arrived and assumed care. Emergency arrived. Report given to medical professional. Patient transported to Medical Center.""
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"0984761-1"	"0984761-1"	"Day 1: mild headache, dizziness and loopy, tired.   Day2: soreness at the injection site and my entire right arm. I was only able to lift my arm up to my shoulder. Very fatigue, body aches, dizziness and drunken feeling.   Day 3: less arm soreness. Very fatigued and dizzy. Body aches, joint and muscle pain. Pain in my body.   Day4: muscle and joint pain, still very fatigued and my vision began to become blurry.   Day 5: fatigue, joint pain, headache and blurred vision has worsened.   Day 6: fatigue joint pain, sever headache, dizzy, vision is still bad. I contacted the ophthalmologist and Optometry to schedule an appointment."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1506489-1"	"1506489-1"	"At 4:00pm on 4/28/2021, I woke up paralyzed on one side (left side of body). Stayed in bed and wore off after 1 hour. After 1 hour, my left arm considerably stayed in pain. I took Tylenol  for the pain to subside. Arm was swollen. Swelling went down.  I went to the doctor and there is no swelling. Pain is present at site of injection, limit of mobility. Lifting a box with a certain amount of weight, pain comes on strong the next day at the injection site."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1783813-1"	"1783813-1"	"Menstruation lasting 17 days following second dose. Regular one week menstruation June. Two week period July. August 20th started a period of bleeding and still bleeding after 55 days, including poached egg sized clots, hemorrhaging, and hospitalization."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"2291345-1"	"2291345-1"	"My body/blood became anemic, crash my red blood cell counts.  Cause me to have to sleep over 12 hours a day, miss and delay work."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"2545781-1"	"2545781-1"	""""Covid arm"" immediately; swelling, redness, severe itch, pain. 2 hours after vaccine I developed a severe intractable migraine that lasted for 9 months. Vaccine triggered relapse of every condition including full body rash, EAC rashes and eczema plaques, keloid formation in scar tissue, urticaria, POTS exacerbation, resting tachycardia ongoing for several months, internal tremors and heart vibrations, pulsatile tinnitus in left ear, hyperacusis in both ears, severe neuropathy in forearms, tingling  head to toe, severely increased allergies to environment and medications, insomnia due to night sweats, hot flashes, flushing and severe uncontrollable MCAS flare up for several months - so much so that my diseases have progressed and worsened, totally disabling me. Irregular periods, unusual bleeding, PMDD and new onset period pain and vaginismus, rapid gastric emptying, SIBO, exacerbated diarrhea, constipation and severe abdominal swelling and bloating, thrombosed hemorrhoids Frozen shoulder exacerbation (still not recovered), kidney stones and neurogenic bladder dysfunction, severe nausea, gagging, vomiting, severe joint pain and multiple subluxations and pulled tendons, neck pain, stiffness and pinched nerves with radicualopathy. Over the course of 9 months was unrelenting, multi-system exacerbation, despite my efforts I was unable to receive proper medical care even though I reported all symptoms to not only my primary care physician but my entire team of specialists which include Dermatology, Autonomic Neurology, Cardiology, Neurogastroenterology, Migraine Neurology, Neurourology, Complex Disease Doctor, Gynocology, Colorectal and Neurootology, Sports Medicine, Pain Medicine and Immunology/Allergy. Because of this I have experienced a lot of medical trauma. After 9 months I am continuing to suffer from flare ups that are relapsing and remitting, but are much more severe than before my vaccine. I am still in this pattern and am having constant MCAS and chronic urticaria today, brain fog, cognitive dysfunction, migraines/cluster headaches/trigeminal neuralgia/intra-cranial hypertension, including new onset migraines with auras which persist and are totally debilitating.   Treatment has included Botox for migraines, sumatriptan, anti-inflammatories, Nurtec, Vegas nerve stimulation, Toradol injections, occipital nerve blocks and ice packs. I had a severe reaction to the occipital nerve block and these migraine rescue remedies totally stopped working during the vaccine flare. It is a struggle using any medication because I have a reaction to them or they fail to work as indicated. Botox is the only thing that seems to improve my severe migraine symptoms but I can only get that once every 3 months. For neurogenic bladder I have tried Hyoscyamine and Myrbetriq, of which I have had reactions to. I will be trying pelvic floor therapy to approve this dysfunction next. For frozen shoulder I have had multiple cortizone injections and physical therapy but the shoulder remains disabled despite my best efforts. For neck injury I have had to seek private services with a specialized group to rehabilitate it to some success with cervical neck collar and traction. For MCAS/derm manifestations I have had to seek out of network care from a very specialized immunologist and we are in the process of experimenting with mast cell stabilizers, anti-hystamines and other therapies to come. But I suffer from allergic reactions, even trying compounded medications which has been a crippling blow to my financial situation. Not to mention the amount of effort and work it has taken to wait on waiting lists and to be delayed by my insurance. For urticaria I am currently titrating on Zolair injections to see if that will work.  For POTS I have trialed every medication available including Corlanor, beta blockers, etc. and I have had allergic reactions to each. The only thing that has temporarily helped in IV saline hydration which is not easy to get, as I am constantly told there is a national shortage. This therapy is being gatekeeped from me by home care pharmacies, despite my doctors ordering it.  I have tried everything imaginable to control the ongoing inflammation in my body since this vaccine reaction and very little has helped. My quality of life has decreased significantly. I am sure there is so much more that I am forgetting right now, it has been a nightmare. I now have waned protection against COVID and have no medical guidance on alternative vaccines or immunotherapies that could help me tolerate a booster, etc. This is an injustice - as none of my care team know a single thing about how to help me deal with preventing or treating a COVID infection if I were to get one.""
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1106413-1"	"1106413-1"	"The time prior to the vaccine, I had no pelvic pain or limitations in physical activity.   1/7/2021 Received Pfizer Vaccine #1 experienced left arm soreness at the injection site. The evening of 1/7/2021 following the injection, developed dull lower pelvic pain.  Pelvic pain worsened over the next two days   1/9/2021 Symptoms of pelvic pain intensified to now excruciating, sharp pain  1/10/2021 Seen at nearby urgent care and evaluated by healthcare provider; referred to nearby emergency department for further evaluation, work up and recommended imaging. Evaluated by emergency room physician, lab work collected and imaging were completed. CT scan showed 7cm mass in the right pelvis, small amount of pelvic fluid. Pelvic ultrasound was also completed and confirmed 7 cm round lesion in the right adnexa. Discharged home with pain medication and instructions for outpatient follow up.   1/12/2021 Seen by PCP and referral sent OB/GYN; Symptoms are now as dull pelvic pain, associated with rectal pressure and a pelvic pulling sensation position dependent, also associated with intense internal rectal pain at the time of bowel movements and weight loss.  1/14/2021 Seen by OB/GYN, repeat pelvic ultrasound ordered  1/22/2021 Repeat pelvic ultrasound completed showed 7.4 cm right adnexal cystic lesion increased in size  1/28/2021 Received Pfizer Vaccine #2, staff at vaccination clinic informed of pelvic pain onset after Vaccine #1 injection. Approximately 4 hours after Vaccine #2, I developed severe sharp pain again similar to after Vaccine #1 which required pain medication for relief.   1/29/2021 Pain improved with medication   1/30/2021 Symptoms have now returned to dull pelvic pain, associated with rectal pressure and a pelvic pulling sensation position dependent, also associated with intense internal rectal pain at the time of bowel movements and continued weight loss until scheduled surgery 2/26/2021.  2/12/2021 Seen by PCP, cleared for surgery; labs completed 2/17/2021 Seen by OB/GYN for preoperative visit  2/23/2021 Seen at hospital for COVID Preop Testing  2/26/2021 Surgery completed under general anesthesia ? Laparoscopic myomectomy with mini-laparotomy, lysis of bowel adhesions to degenerating fibroid tumor   The time prior to the vaccine, I had no pelvic pain or limitations in physical activity."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1202344-1"	"1202344-1"	"n/v/headache and presented to UC @ 8pm on 4/11/2021"
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1106413-1"	"1106413-1"	"The time prior to the vaccine, I had no pelvic pain or limitations in physical activity.   1/7/2021 Received Pfizer Vaccine #1 experienced left arm soreness at the injection site. The evening of 1/7/2021 following the injection, developed dull lower pelvic pain.  Pelvic pain worsened over the next two days   1/9/2021 Symptoms of pelvic pain intensified to now excruciating, sharp pain  1/10/2021 Seen at nearby urgent care and evaluated by healthcare provider; referred to nearby emergency department for further evaluation, work up and recommended imaging. Evaluated by emergency room physician, lab work collected and imaging were completed. CT scan showed 7cm mass in the right pelvis, small amount of pelvic fluid. Pelvic ultrasound was also completed and confirmed 7 cm round lesion in the right adnexa. Discharged home with pain medication and instructions for outpatient follow up.   1/12/2021 Seen by PCP and referral sent OB/GYN; Symptoms are now as dull pelvic pain, associated with rectal pressure and a pelvic pulling sensation position dependent, also associated with intense internal rectal pain at the time of bowel movements and weight loss.  1/14/2021 Seen by OB/GYN, repeat pelvic ultrasound ordered  1/22/2021 Repeat pelvic ultrasound completed showed 7.4 cm right adnexal cystic lesion increased in size  1/28/2021 Received Pfizer Vaccine #2, staff at vaccination clinic informed of pelvic pain onset after Vaccine #1 injection. Approximately 4 hours after Vaccine #2, I developed severe sharp pain again similar to after Vaccine #1 which required pain medication for relief.   1/29/2021 Pain improved with medication   1/30/2021 Symptoms have now returned to dull pelvic pain, associated with rectal pressure and a pelvic pulling sensation position dependent, also associated with intense internal rectal pain at the time of bowel movements and continued weight loss until scheduled surgery 2/26/2021.  2/12/2021 Seen by PCP, cleared for surgery; labs completed 2/17/2021 Seen by OB/GYN for preoperative visit  2/23/2021 Seen at hospital for COVID Preop Testing  2/26/2021 Surgery completed under general anesthesia ? Laparoscopic myomectomy with mini-laparotomy, lysis of bowel adhesions to degenerating fibroid tumor   The time prior to the vaccine, I had no pelvic pain or limitations in physical activity."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1202344-1"	"1202344-1"	"n/v/headache and presented to UC @ 8pm on 4/11/2021"
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1783813-1"	"1783813-1"	"Menstruation lasting 17 days following second dose. Regular one week menstruation June. Two week period July. August 20th started a period of bleeding and still bleeding after 55 days, including poached egg sized clots, hemorrhaging, and hospitalization."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"2048561-1"	"2048561-1"	""At the 15 wait time, patient became flushed, c/o chest pain ""crushing"" 6 out of 10. with S.O.B. Patient stated some type of reaction to Janssen vaccine on 04/09/21 Lot 1808978 at Pharmacy. made vague statement of almost being intubated with past Janssen vax. V/S @ 11:50 P-112, B/P- 176/102 R/R-16, SaO2 @ 100% Lungs clear, no wheezing, no urticaria, 11:55 C/P 7/10, Headache, Nausea, Vitals P-103, B/P-145/102 R/R-16. patient complained of numb fingers. 911 activated. Placed on 02 with nasal cannula 2L. Fire arrived and assumed care. Emergency arrived. Report given to medical professional. Patient transported to Medical Center.""
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"50-59 years"	"50-59"	"Death"	"DTH"	"2085345-1"	"2085345-1"	"Spontaneous Subarachnoid Hematoma resulting in death"
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"50-59 years"	"50-59"	"Life Threatening"	"LT"	"1133041-1"	"1133041-1"	"Severe hypoglycemia; This is a spontaneous report from a contactable consumer (patient). This 51-year-old female patient (pregnant no) received second dose of BNT162B2 (PFIZER-BIONTECH COVID-19 VACCINE), via an unspecified route of administration in left arm on 17Mar2021 10:00 at single dose for COVID-19 immunization.  Medical history included Known allergies: Pineapple, Type I insulin dependent with pump. Concomitant medication included insulin.  The patient previously took fluoroquinolones and experienced Known allergies: Fluoroquinolones, first dose of BNT162B2 (PFIZER-BIONTECH COVID-19 VACCINE) on Feb2021 11:00 AM in left arm for covid-19 immunization.  The patient experienced severe hypoglycemia (life threatening) on 17Mar2021 13:00.  Therapeutic measures were taken as a result of severe hypoglycemia as Glucose. The outcome of event was recovered in Mar2021. There was no Covid prior vaccination and no Covid tested post vaccination.  Information on lot/batch number has been requested."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"50-59 years"	"50-59"	"Life Threatening"	"LT"	"1399420-1"	"1399420-1"	"while waiting the 30 minutes after the injection. i started feeling sharp pain in the heart area and asked the nurse if this was normal. they took my pressure and vitals and had me sit longer to see how i felt. The sharp pain went away but i felt pressure on the left chest area. I thought i was fine since the shooting pain was gone. The nurse said to go to the ER if the sympotms persisted. I felt tired the following 2 days with pressure on the chest. Monday 4/5 i felt more pressure and pain on the left neck and left upper back shoulder and called the triage nurse and said go to the E.R not urgent care."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1337324-1"	"1337324-1"	"4/14/2021 I received 2nd Pfizer at 8 am, but around 10 am I started to feel my left leg tighten up. In two days I could not walk. They tried to give me muscle relaxants and pain meds. But It did not cure anything. I have had a low-grade temperature(usually exactly 99.5 but sometimes higher ) for 38 days and does not go away. I felt inflammation and at the hospital, they did a C-Reactive Protein (CRP) and it showed 144 mg/L. I entered the hospital from 5/21/2021 till 5/25/2021. They ran many tests but found no infections. They did possibly find some preexisting condition that I might have had all along.  The only problem I have is I was completely healthy per se (even with the preexisting condition that I didn?t know about) right before the vaccine I was able to exercise, able to lift weights, good energy level, and eating properly. I feel like the vaccine is still somehow working in my body even that is not supposed to be the case. I feel like my body is still in a state of hyper inflammation and it killing me."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1655010-1"	"1655010-1"	"nausea; swollen glands; Ear plugged; Heart beating fast; dizziness; The initial case was missing the following minimum criteria: unspecified adverse event. Upon receipt of follow-up information on 16Aug2021, this case now contains all required information to be considered valid.    This is a spontaneous report from a contactable consumer (patient). A 52-year-old female patient received BNT162B2 (PFIZER-BIONTECH COVID-19 VACCINE, formulation: solution for injection, Batch/Lot Number: ER8737), intramuscular, administered in left arm, on 05Apr2021 13:05 (at the age of 52-year old), as dose 1, single for COVID-19 immunization. Medical history included hysterectomy in 2011, ovarian cyst removal of 1 ovary due to hemorrhagic cyst in 2013, gall bladder removal in 2015, allergic to corn for 7 years (2014): corn starch, corn syrup, corn mask, dextrose and black rubber mix. Family medical history also included allergy to black rubber mix, corn syrup, corn mask, dextrose, corn starch, and lactose. There were no concomitant medications and prior vaccinations. The patient guessed that her reaction was from black butyl rubber in the stopper of vaccine. On 05Apr2021, after the first dose injection, patient experienced dizziness for 5 minutes, then it was gone. On 06Apr2021 07:00, the patient experienced swollen glands, severe dizziness, nausea, ears plugged, and heart was beating fast, all for one week, then went away after 7 days. The events were reported as serious due to persistent/significant disability/incapacity. The patient underwent lab tests and procedures on 23Jun2021 which included allergy patch test to all the 3 vaccine ingredients, and patch test for PEG, eye drops and polysorbate, both with negative results. The adverse events required visit to physician office. No treatment was given for the events. The outcome of the events was recovered on 13Apr2021.   Follow-up attempts are completed. No further information was expected."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1337324-1"	"1337324-1"	"4/14/2021 I received 2nd Pfizer at 8 am, but around 10 am I started to feel my left leg tighten up. In two days I could not walk. They tried to give me muscle relaxants and pain meds. But It did not cure anything. I have had a low-grade temperature(usually exactly 99.5 but sometimes higher ) for 38 days and does not go away. I felt inflammation and at the hospital, they did a C-Reactive Protein (CRP) and it showed 144 mg/L. I entered the hospital from 5/21/2021 till 5/25/2021. They ran many tests but found no infections. They did possibly find some preexisting condition that I might have had all along.  The only problem I have is I was completely healthy per se (even with the preexisting condition that I didn?t know about) right before the vaccine I was able to exercise, able to lift weights, good energy level, and eating properly. I feel like the vaccine is still somehow working in my body even that is not supposed to be the case. I feel like my body is still in a state of hyper inflammation and it killing me."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1399420-1"	"1399420-1"	"while waiting the 30 minutes after the injection. i started feeling sharp pain in the heart area and asked the nurse if this was normal. they took my pressure and vitals and had me sit longer to see how i felt. The sharp pain went away but i felt pressure on the left chest area. I thought i was fine since the shooting pain was gone. The nurse said to go to the ER if the sympotms persisted. I felt tired the following 2 days with pressure on the chest. Monday 4/5 i felt more pressure and pain on the left neck and left upper back shoulder and called the triage nurse and said go to the E.R not urgent care."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"2085345-1"	"2085345-1"	"Spontaneous Subarachnoid Hematoma resulting in death"
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1399420-1"	"1399420-1"	"while waiting the 30 minutes after the injection. i started feeling sharp pain in the heart area and asked the nurse if this was normal. they took my pressure and vitals and had me sit longer to see how i felt. The sharp pain went away but i felt pressure on the left chest area. I thought i was fine since the shooting pain was gone. The nurse said to go to the ER if the sympotms persisted. I felt tired the following 2 days with pressure on the chest. Monday 4/5 i felt more pressure and pain on the left neck and left upper back shoulder and called the triage nurse and said go to the E.R not urgent care."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"2085345-1"	"2085345-1"	"Spontaneous Subarachnoid Hematoma resulting in death"
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"60-64 years"	"60-64"	"Life Threatening"	"LT"	"1051519-1"	"1051519-1"	"The injection was at 10:06am. At 10:07am felt nauseated and dizzy. Waited 15 minutes before proceeding home. At 10:31am throat began to close and tongue became swollen. Lips and gums were numb. Breathing became difficult as was swallowing. Rapid heartbeat. Called 911. Pt was taken to the hospital. Administered Benedryl and possibly a steroid. Stayed overnight in the hospital."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"60-64 years"	"60-64"	"Life Threatening"	"LT"	"1095373-1"	"1095373-1"	"Shortness of breath, chest pain. coughing, diffuse headache and some body aches, fever, chills, sweats. increased work of breathing, tachycardic, tachypnic,"
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"60-64 years"	"60-64"	"Life Threatening"	"LT"	"1333852-1"	"1333852-1"	"Atrial fibrillation started,  one hour after vaccine. Rushed to ER, Electrical Cardioversion given Experienced Vertigo, 18 hours after vaccine."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"60-64 years"	"60-64"	"Permanent Disability"	"DBL"	"1124556-1"	"1124556-1"	"?Pulled? hamstring muscle for no reason.  Unable to stand or bend leg for days   On day 3 and finally improving. Did nothing different to strain the muscle other than get a vaccination. The only thing I did differently that day."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"60-64 years"	"60-64"	"Hospitalized"	"H"	"1051519-1"	"1051519-1"	"The injection was at 10:06am. At 10:07am felt nauseated and dizzy. Waited 15 minutes before proceeding home. At 10:31am throat began to close and tongue became swollen. Lips and gums were numb. Breathing became difficult as was swallowing. Rapid heartbeat. Called 911. Pt was taken to the hospital. Administered Benedryl and possibly a steroid. Stayed overnight in the hospital."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"60-64 years"	"60-64"	"Hospitalized"	"H"	"1095373-1"	"1095373-1"	"Shortness of breath, chest pain. coughing, diffuse headache and some body aches, fever, chills, sweats. increased work of breathing, tachycardic, tachypnic,"
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"60-64 years"	"60-64"	"Hospitalized"	"H"	"1145103-1"	"1145103-1"	"Pt developed high fever and rigors 45 minutes after receiving 1st dose of Pfizer COVID vaccine. Presented to ED where he was found to have fever to 101.3, tachycardia, tachypnea, leukocytosis to 25, and lactate 6, meeting SIRS criteria. Pt was admitted and started on Zosyn, but infectious w/u completely unremarkable (neg BCx, unremarkable CXR, normal UA, normal abdominal imaging, no elevated LFTs given h/o cholangitis). He was observed for 24h off of Zosyn and did not develop any further hemodynamic instability or recurrent fevers and rigors. His WBC improved daily 25 -- > 11.5 -- > 7.1 and lactate cleared on night of admission with fluid resuscitation."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"60-64 years"	"60-64"	"Emergency Room *"	"ER"	"1095373-1"	"1095373-1"	"Shortness of breath, chest pain. coughing, diffuse headache and some body aches, fever, chills, sweats. increased work of breathing, tachycardic, tachypnic,"
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"60-64 years"	"60-64"	"Emergency Room *"	"ER"	"1333852-1"	"1333852-1"	"Atrial fibrillation started,  one hour after vaccine. Rushed to ER, Electrical Cardioversion given Experienced Vertigo, 18 hours after vaccine."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"65-79 years"	"65-79"	"Death"	"DTH"	"0979255-1"	"0979255-1"	"Patient received COVID 19 vaccine the morning of 1/18/21 at Public Health COVID-19 vaccine clinic. I (person completing this report) work for PH. Later that night while in bed, patient reported difficulty breathing to his wife, then turned blue, and became unresponsive. Family report pt was without any symptoms prior to event.  911 called; CPR started by family member 15 min. after pt became unresponsive. EMS performed resuscitation for about 30-40 minutes with multiple defibrillation for V-fib.  Between EMS and Medical Center ER, pt had 9 rounds of epi, CPR w/ LUCAS  machine, given 2 doses of amiodarone (150 mg and 300 mg). Patient had 3 EKGs, which did not show STEMI, but did show nonspecific conduction delay and sinus arrest with junctional escape vs sinus bradycardia (HR 50's).  Pt had return of spontaneous circulation. Pt intubated, and started on Levophed. Pt transferred to ICU, and had central line placed.  Family decided to make patient DNR. Pt went into coarse VFib again, and as per wishes of family, code blue not called.  Patient expired at 01:53 on 1/19/21."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"65-79 years"	"65-79"	"Death"	"DTH"	"1205632-1"	"1205632-1"	"My MOTHER had a health condition, diabetes and heart problems, she was at home with palliative care, due to her condition, she was fine in the last month she was able to walk, shower, eat alone, she felt happy to be able to recover, she got the vaccine because the doctor advised her, the same day she got fever, and began to feel fatigued, 3 days later my mother died, she had heart attack from shortness of breath."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1268422-1"	"1268422-1"	"AFTER ABOUT 15, 20 MINUTES FROM RECEIVING THE VACCINE, i STARTED HAVING A HEAVY FEELING IN MY CHEST, THE HEART AREA. AT THE SAME TIME I WAS FLUSHED, MY FACE BECAME QUITE RED AND i WASN'T FEELING GOOD. i KNEW SOMETHING WASN'T RIGHT AND BECAUSE OF MY EART PROBLEMS, i ASKED THE NURSE TO TAKE MY BP. SHE DID. iT WAS ELEVATED, BUT i DON'T REMEMBER THE VALUES ANYMORE. MY PULSE WAS 40. the NURSE WAS WORRIED AND TOOK THE MEASURES AGAIN, NO CHANGE. tHEY KEPT US WAITING FOR 40 MINUTES. IN TIME I STARTED FEEING BETTER AND i WAS ALLOWED TO GO HOME. mY HUSBAND WAS WITH ME, SO i DIDN'T HAVE TO DRIVE THE 35 MILES HOME, WHICH WAS GOOD. at HOME i FELT ok, BUT THE NEXT DAY MY RIGHT ARM WAS VERY SORE.THAT LASTED A COUPLE OF DAYS. WHEN WE WENT BACK TO THE I TAKE THE SECOND SHOT? WHAT ABOUT ANY BOOSTER SHOTS? CAN I TAKE THAT? CAN I SWITCH TO ANOTHER VACCINE, MODERNA? I'M NOT COMFORTABLE WITH THE J&J VACCINE  I HAVE TRIED TO FIND ANSWERS TO MY QUESTIONS ONLINE, BUT APPARENTLY MY REACTION TO PFIZER IS NOT A COMMON ONE AS I COULDN'T FIND ANY INFORMATION RELATED TO THAT."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"2148642-1"	"2148642-1"	"The same day I got vaccination I was sitting down, and I was having vision problems. I briefly twice within 5-10 mins I realized that I could see perfectly but if I had two eyes open, I had double vision. I drove like that to the ER, I started to get a sore throat while I was there, they did brain scan EKG, brain MRI, chest X-ray, Blood vessel of the head, CT scans of my brain EDG, Echo brain. The next day they diagnosed me with left BBB, that was the cause that attacked my heart, and also with dilated with chariot mythology. They sent me home even with a sore throat. It got to the point that I couldn't talk, eat or even breath. I had bad breath when I woke up. I went back to the hospital a couple of days after. They did some neck scans, CT scans and gave me antibiotics through an IV. They found 3 cysts on my throat which is affecting my voice box. They admitted me to a critical care floor for a couple of days. They said my condition was retropharyngeal. A couple of month later they found heart failure of left side with ingestion fracture 31/40 percent."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1880364-1"	"1880364-1"	""Took both dose of the Pfizer vaccine. Adverse effects started with the first dose. Developed hematoma in right eye. Right lower calf muscle ""got rock hard."" Lost taste buds, except for the ones on the sides, which are sweet, salty, and spicy. Can no longer eat meat or diary because it tastes spoiled and make ill. Haven't been able to eat very well. Losing appitite.""
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1997269-1"	"1997269-1"	"OLD SACROILIAC HIP INJURY AND SCIATICA FLARED UP IMMEDIATELY AFTER EACH INJECTION?INFLAMMATION.  THIS FADED AFTER FIRST VACCINE AFTER A COUPLE OF DAYS, AFTER SECOND IN A WEEK, WITH THIRD VACCINE I CAN BARELY WALK MOST DAYS. SERIOUS BRAIN FOG NEVER HAD BEFORE. ALMOST 3 MONTHS OF PAIN AND BRAIN FOG AFTER 3RD VACCINE. PAIN NOT DIMINISHING AT ALL AS OF 1-1-22.  CANNOT FUNCTION IN MY LIFE. DEFINITELY RELATED TO VACCINE. HAVE NOT HAD FLARE UPS IN THESE AREAS FOR YEARS -- SCIATICA FOR 11 YRS, AND SACROILIACITIS FOR 3 YRS. PAIN STARTED DAY OF EACH INJECTION! SERIOUS SIDE EFFECTS. EXERCISES AND DIET THAT HELPED IN THE PAST DO NOT WORK.  PLEASE NOTE I WAS 100% PRO-VACCINE PRIOR TO THIS EXPERIENCE."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"2401408-1"	"2401408-1"	"On Oct. 7th 2021 I was given a shot too high and too deep on my shoulder. The pain was intense and immediate. The lady that wounded me apologized and said that it will stop hurting soon.  On Jan. 31st 2021 Dr. finally agreed to see me. After an examination he realized that I had been inured and order a MRI.  I had the MRI on Feb. 9th. 2021 The next day, Feb. 10th, Dr. ordered a urgent referral to an orthopedic surgeon.  On Feb. 23rd 2021 I saw the surgeon and he scheduled me for rotator cuff surgery as soon as he could. On March 24th 2021 I Finally had surgery to repair the crippling damage done to me by the lady that gave me the shot improperly. On Oct. 7th 2021 I was given a shot too high and too deep on my shoulder. The pain was intense and immediate. The lady that wounded me apologized and said that it will stop hurting soon. I sent my primary care doctor. Several messages and he kept telling me that it should stop hurting soon. On Dec. 3rd 2021 I saw my orthopedist for cortisone shots in my knees and I told him what happened. He told me to keep using my arm so it wouldn't lose range of motion and that it should stop hurting soon. On Dec. 24th 2021 I saw my dermatologist for a routine check up. By this time the pain had become much worse, I couldn't sleep more then a few hours at a time and I was gaining a lot of weight. She advised me to demand Dr. order a MRI and persist until he did. On Jan. 31st 2021 Dr. finally agreed to see me. After an examination he realized that I had been inured and order a MRI. I had the MRI on Feb. 9th. 2021 The next day, Feb. 10th, Dr. ordered a urgent referral to an orthopedic surgeon. On Feb. 23rd 2021 I saw the surgeon and he scheduled me for rotator cuff surgery as soon as he could. On March 24th 2021 I Finally had surgery to repair the crippling damage done to me by the lady that gave me the shot improperly. My M.D. successfully preformed Orthopedic Surgery to repair my rotator cuff, Labral, SLAP repair. ( LEFT SHOULDER ARTHROSCOPIC ROTATOR CUFF REPAIR, SUBACROMIAL DECOMPRESSION, BICEPS TENODESIS ) On Friday May 6, 2022 I started physical therapy and have been going twice a week for sessions to improve range of motion and increase strength. I still can not rise my hand more then half way up or lift more then 5 pounds. I have had almost a year of intense and content pain, I have spent hundreds of dollars and my life has been miserable."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1311818-1"	"1311818-1"	"2 hours after vaccine patient developed left-sided chest and arm pain. Took nito SL(+hx CAD, no symptom in a year) with temporary relief Symptoms increased in frequency and severity until presented to ER on 03/09/2021. Diagnosed with NSTEMI, Troponin up to 7. Left heart cath uncharged from prior, discharged home on brillinta, no recurrence of symptoms as of 03/18/21"
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"2148642-1"	"2148642-1"	"The same day I got vaccination I was sitting down, and I was having vision problems. I briefly twice within 5-10 mins I realized that I could see perfectly but if I had two eyes open, I had double vision. I drove like that to the ER, I started to get a sore throat while I was there, they did brain scan EKG, brain MRI, chest X-ray, Blood vessel of the head, CT scans of my brain EDG, Echo brain. The next day they diagnosed me with left BBB, that was the cause that attacked my heart, and also with dilated with chariot mythology. They sent me home even with a sore throat. It got to the point that I couldn't talk, eat or even breath. I had bad breath when I woke up. I went back to the hospital a couple of days after. They did some neck scans, CT scans and gave me antibiotics through an IV. They found 3 cysts on my throat which is affecting my voice box. They admitted me to a critical care floor for a couple of days. They said my condition was retropharyngeal. A couple of month later they found heart failure of left side with ingestion fracture 31/40 percent."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"2401408-1"	"2401408-1"	"On Oct. 7th 2021 I was given a shot too high and too deep on my shoulder. The pain was intense and immediate. The lady that wounded me apologized and said that it will stop hurting soon.  On Jan. 31st 2021 Dr. finally agreed to see me. After an examination he realized that I had been inured and order a MRI.  I had the MRI on Feb. 9th. 2021 The next day, Feb. 10th, Dr. ordered a urgent referral to an orthopedic surgeon.  On Feb. 23rd 2021 I saw the surgeon and he scheduled me for rotator cuff surgery as soon as he could. On March 24th 2021 I Finally had surgery to repair the crippling damage done to me by the lady that gave me the shot improperly. On Oct. 7th 2021 I was given a shot too high and too deep on my shoulder. The pain was intense and immediate. The lady that wounded me apologized and said that it will stop hurting soon. I sent my primary care doctor. Several messages and he kept telling me that it should stop hurting soon. On Dec. 3rd 2021 I saw my orthopedist for cortisone shots in my knees and I told him what happened. He told me to keep using my arm so it wouldn't lose range of motion and that it should stop hurting soon. On Dec. 24th 2021 I saw my dermatologist for a routine check up. By this time the pain had become much worse, I couldn't sleep more then a few hours at a time and I was gaining a lot of weight. She advised me to demand Dr. order a MRI and persist until he did. On Jan. 31st 2021 Dr. finally agreed to see me. After an examination he realized that I had been inured and order a MRI. I had the MRI on Feb. 9th. 2021 The next day, Feb. 10th, Dr. ordered a urgent referral to an orthopedic surgeon. On Feb. 23rd 2021 I saw the surgeon and he scheduled me for rotator cuff surgery as soon as he could. On March 24th 2021 I Finally had surgery to repair the crippling damage done to me by the lady that gave me the shot improperly. My M.D. successfully preformed Orthopedic Surgery to repair my rotator cuff, Labral, SLAP repair. ( LEFT SHOULDER ARTHROSCOPIC ROTATOR CUFF REPAIR, SUBACROMIAL DECOMPRESSION, BICEPS TENODESIS ) On Friday May 6, 2022 I started physical therapy and have been going twice a week for sessions to improve range of motion and increase strength. I still can not rise my hand more then half way up or lift more then 5 pounds. I have had almost a year of intense and content pain, I have spent hundreds of dollars and my life has been miserable."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1205632-1"	"1205632-1"	"My MOTHER had a health condition, diabetes and heart problems, she was at home with palliative care, due to her condition, she was fine in the last month she was able to walk, shower, eat alone, she felt happy to be able to recover, she got the vaccine because the doctor advised her, the same day she got fever, and began to feel fatigued, 3 days later my mother died, she had heart attack from shortness of breath."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"2148642-1"	"2148642-1"	"The same day I got vaccination I was sitting down, and I was having vision problems. I briefly twice within 5-10 mins I realized that I could see perfectly but if I had two eyes open, I had double vision. I drove like that to the ER, I started to get a sore throat while I was there, they did brain scan EKG, brain MRI, chest X-ray, Blood vessel of the head, CT scans of my brain EDG, Echo brain. The next day they diagnosed me with left BBB, that was the cause that attacked my heart, and also with dilated with chariot mythology. They sent me home even with a sore throat. It got to the point that I couldn't talk, eat or even breath. I had bad breath when I woke up. I went back to the hospital a couple of days after. They did some neck scans, CT scans and gave me antibiotics through an IV. They found 3 cysts on my throat which is affecting my voice box. They admitted me to a critical care floor for a couple of days. They said my condition was retropharyngeal. A couple of month later they found heart failure of left side with ingestion fracture 31/40 percent."
	"PFIZER\BIONTECH"	"590"	"California"	"06"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"2401408-1"	"2401408-1"	"On Oct. 7th 2021 I was given a shot too high and too deep on my shoulder. The pain was intense and immediate. The lady that wounded me apologized and said that it will stop hurting soon.  On Jan. 31st 2021 Dr. finally agreed to see me. After an examination he realized that I had been inured and order a MRI.  I had the MRI on Feb. 9th. 2021 The next day, Feb. 10th, Dr. ordered a urgent referral to an orthopedic surgeon.  On Feb. 23rd 2021 I saw the surgeon and he scheduled me for rotator cuff surgery as soon as he could. On March 24th 2021 I Finally had surgery to repair the crippling damage done to me by the lady that gave me the shot improperly. On Oct. 7th 2021 I was given a shot too high and too deep on my shoulder. The pain was intense and immediate. The lady that wounded me apologized and said that it will stop hurting soon. I sent my primary care doctor. Several messages and he kept telling me that it should stop hurting soon. On Dec. 3rd 2021 I saw my orthopedist for cortisone shots in my knees and I told him what happened. He told me to keep using my arm so it wouldn't lose range of motion and that it should stop hurting soon. On Dec. 24th 2021 I saw my dermatologist for a routine check up. By this time the pain had become much worse, I couldn't sleep more then a few hours at a time and I was gaining a lot of weight. She advised me to demand Dr. order a MRI and persist until he did. On Jan. 31st 2021 Dr. finally agreed to see me. After an examination he realized that I had been inured and order a MRI. I had the MRI on Feb. 9th. 2021 The next day, Feb. 10th, Dr. ordered a urgent referral to an orthopedic surgeon. On Feb. 23rd 2021 I saw the surgeon and he scheduled me for rotator cuff surgery as soon as he could. On March 24th 2021 I Finally had surgery to repair the crippling damage done to me by the lady that gave me the shot improperly. My M.D. successfully preformed Orthopedic Surgery to repair my rotator cuff, Labral, SLAP repair. ( LEFT SHOULDER ARTHROSCOPIC ROTATOR CUFF REPAIR, SUBACROMIAL DECOMPRESSION, BICEPS TENODESIS ) On Friday May 6, 2022 I started physical therapy and have been going twice a week for sessions to improve range of motion and increase strength. I still can not rise my hand more then half way up or lift more then 5 pounds. I have had almost a year of intense and content pain, I have spent hundreds of dollars and my life has been miserable."
	"PFIZER\BIONTECH"	"590"	"Colorado"	"08"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1337257-1"	"1337257-1"	"Pfizer-BioNTech COVID-19 Vaccine EUA: shortly after post-vaccination 15 minute observation period patient experienced loss of conscioussness and a fall from standing. Patient transported by ambulance to emergency department alert and oriented with stable vital signs reporting headache. Patient found to have moderate right subarachnoid hemorrhage, extensive facial and mandibular fractures, bilateral nasal fractures, and right ribs six and seven fractures. Patient determined not to be a candidate for surgery and admitted for pain control, antibiotics, and monitoring. Discharged medically stable on antibiotics with neurology and oral maxillofacial surgery follow-up in place."
	"PFIZER\BIONTECH"	"590"	"Colorado"	"08"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1797795-1"	"1797795-1"	"This is a continuation of worsening symptoms since last report. I have experienced chronic headaches, cognitive dysfunction and peripheral neuropathy."
	"PFIZER\BIONTECH"	"590"	"Colorado"	"08"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1797795-1"	"1797795-1"	"This is a continuation of worsening symptoms since last report. I have experienced chronic headaches, cognitive dysfunction and peripheral neuropathy."
	"PFIZER\BIONTECH"	"590"	"Colorado"	"08"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1417334-1"	"1417334-1"	"As Medical Lead I had previously consulted Dr.  on this patient 4/27/2021 due to patient called  Public Health with concerns regarding receiving COVID-19 vaccine. Patient had suffered a shingles outbreak 3/27/2021 and wanted to know if she should follow through with receiving COVID vaccination on her scheduled appointment date 4/30/2021. Patient reported at that time that her shingles had ?mostly cleared up?. This Medical Lead RN informed patient that I had seen no data contraindicating receipt of Pfizer-BioNTech COVID-19 Vaccine by this patient, but due to her concerns I would consult our Health Department Physician. After review of medical history as described by this patient with Dr.  and review of data and guidelines from CDC website and Pfizer website  patient was informed by myself that there is no  contraindication to receiving the Pfizer-BioNTech COVID-19 Vaccine after a shingles outbreak. Patient reported she had completed acyclovir and prednisone treatments for shingles and that she had not had shingles prior to her 3/27/21 outbreak.  On 5/20/2021 pt called  Public Health with concerns about perceived possible side effects. As Medical Lead I again returned the call and spoke with  pt. Patient reports she is currently experiencing ?calf pain in both legs and in her right leg the pain goes all the way up to her hip?. Patient reports that immediately after receiving Pfizer injection 4/30/2021 (while in observation) she ?felt electric shocks on my lower legs that started on the bottom of my feet? and also stated ?I didn?t tell anybody? (at the vaccination site). This Medical Lead RN informed patient that the purpose of the Observation Station at vaccination site is for patients to report any side effects or adverse reactions  immediately following vaccination. This Medical Lead RN went on to inform patient that these signs and symptoms which she was just now reporting are not side effects that have been reported with the Pfizer-BioNTech COVID-19 Vaccine and that she should follow up with her primary care physician. Patient stated she has been to Urgent Care twice and seen a Dermatologist regarding her symptoms. I disclosed to this patient that I am not a physician, but I am interested in discussing her concerns so that I may assist her within my scope of practice.    Patient went on to report she suffered vomiting, diarrhea, and elevated temperature within approximately 48 hours of vaccination and resolved shortly thereafter.  This Medical Lead RN informed patient that vomiting, diarrhea, and elevated temperature are indeed documented and known side effects which have been reported with the Pfizer-BioNTech COVID-19 Vaccine.   Patient went on to report ?Everything got worse after the vaccination. Now I have bumps below my earlobes and near my hair line on both sides. The largest and most painful is along my jawline?. Patient reports that prior to vaccination, her shingles were ?mostly cleared up? and she ?went ahead and got the vaccination?. Patient reports she went to Urgent Care due to ?left shoulder pain that went all the way to my heart? and complaints of persistent shingles. During that Urgent Care visit Patient states she received a second prescription for acyclovir (treatment nearly complete) and ?cream?. Patient states she was seen by a dermatologist who prescribed Prednisolone but ?nobody tested the fluid? (from shingles blisters)."
	"PFIZER\BIONTECH"	"590"	"Colorado"	"08"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1722686-1"	"1722686-1"	""Severe shoulder pain first 48 hours, topical ice applied (3/29/21)  6 MONTHS later, shoulder pain,  throbbing 24-7, disrupting sleep  Person giving the shot remarked ""you're so relaxed"" after stabbing me deeply in what seems to be in the  wrong place, missing the deltoid muscle proper.  This was the second dose and the code EP7533 appears after it.""
	"PFIZER\BIONTECH"	"590"	"Colorado"	"08"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1417334-1"	"1417334-1"	"As Medical Lead I had previously consulted Dr.  on this patient 4/27/2021 due to patient called  Public Health with concerns regarding receiving COVID-19 vaccine. Patient had suffered a shingles outbreak 3/27/2021 and wanted to know if she should follow through with receiving COVID vaccination on her scheduled appointment date 4/30/2021. Patient reported at that time that her shingles had ?mostly cleared up?. This Medical Lead RN informed patient that I had seen no data contraindicating receipt of Pfizer-BioNTech COVID-19 Vaccine by this patient, but due to her concerns I would consult our Health Department Physician. After review of medical history as described by this patient with Dr.  and review of data and guidelines from CDC website and Pfizer website  patient was informed by myself that there is no  contraindication to receiving the Pfizer-BioNTech COVID-19 Vaccine after a shingles outbreak. Patient reported she had completed acyclovir and prednisone treatments for shingles and that she had not had shingles prior to her 3/27/21 outbreak.  On 5/20/2021 pt called  Public Health with concerns about perceived possible side effects. As Medical Lead I again returned the call and spoke with  pt. Patient reports she is currently experiencing ?calf pain in both legs and in her right leg the pain goes all the way up to her hip?. Patient reports that immediately after receiving Pfizer injection 4/30/2021 (while in observation) she ?felt electric shocks on my lower legs that started on the bottom of my feet? and also stated ?I didn?t tell anybody? (at the vaccination site). This Medical Lead RN informed patient that the purpose of the Observation Station at vaccination site is for patients to report any side effects or adverse reactions  immediately following vaccination. This Medical Lead RN went on to inform patient that these signs and symptoms which she was just now reporting are not side effects that have been reported with the Pfizer-BioNTech COVID-19 Vaccine and that she should follow up with her primary care physician. Patient stated she has been to Urgent Care twice and seen a Dermatologist regarding her symptoms. I disclosed to this patient that I am not a physician, but I am interested in discussing her concerns so that I may assist her within my scope of practice.    Patient went on to report she suffered vomiting, diarrhea, and elevated temperature within approximately 48 hours of vaccination and resolved shortly thereafter.  This Medical Lead RN informed patient that vomiting, diarrhea, and elevated temperature are indeed documented and known side effects which have been reported with the Pfizer-BioNTech COVID-19 Vaccine.   Patient went on to report ?Everything got worse after the vaccination. Now I have bumps below my earlobes and near my hair line on both sides. The largest and most painful is along my jawline?. Patient reports that prior to vaccination, her shingles were ?mostly cleared up? and she ?went ahead and got the vaccination?. Patient reports she went to Urgent Care due to ?left shoulder pain that went all the way to my heart? and complaints of persistent shingles. During that Urgent Care visit Patient states she received a second prescription for acyclovir (treatment nearly complete) and ?cream?. Patient states she was seen by a dermatologist who prescribed Prednisolone but ?nobody tested the fluid? (from shingles blisters)."
	"PFIZER\BIONTECH"	"590"	"Connecticut"	"09"	"50-59 years"	"50-59"	"Life Threatening"	"LT"	"1174356-1"	"1174356-1"	"couldn't breath; This is spontaneous report from a contactable consumer reported for himself. A 59-years-old male patient received the first dose of bnt162b2 (PFIZER-BIONTECH COVID-19 VACCINE), via an unspecified route of administration, administered in Leg Left on 28Mar2021 04:00 (Batch/Lot Number: tr8734) as single dose for covid-19 immunisation. The patient medical history was not reported. The patient's concomitant medications were not reported. The patient experienced couldn't breath (life threatening) on 28Mar2021 08:00. Outcome of event was unknown.   Follow-up requested for more information."
	"PFIZER\BIONTECH"	"590"	"Connecticut"	"09"	"50-59 years"	"50-59"	"Life Threatening"	"LT"	"1263651-1"	"1263651-1"	"sever lower, middle & right side, stomach pain. Went to ER and diagnosed with appendicitis. removed my appendix."
	"PFIZER\BIONTECH"	"590"	"Connecticut"	"09"	"50-59 years"	"50-59"	"Life Threatening"	"LT"	"1454072-1"	"1454072-1"	"Left arm and then left hand began to tingle. Left inside mouth cheek began to swell. Slowly my tongue, uvula, throat, and top of mouth began to swell and feel raw.  I did not call for the medic. I must have been in shock from the reaction. I took a Benadryl tablet there and two more during that day.  I developed hives on my left hand palm, one on my right palm, and a couple on both wrists. I took one Benadryl for each of the next three days and as needed during the next two weeks."
	"PFIZER\BIONTECH"	"590"	"Connecticut"	"09"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1263651-1"	"1263651-1"	"sever lower, middle & right side, stomach pain. Went to ER and diagnosed with appendicitis. removed my appendix."
	"PFIZER\BIONTECH"	"590"	"Connecticut"	"09"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1535546-1"	"1535546-1"	"Double Vision(sideways), Was diagnosed as 6th nerve palsy, later resolved on its own after 4-6 weeks Severe Headaches with distinct feeling from normal headaches Headaches ongoing, being managed with gabapentin 300 mg/3 times a day  Reading or looking at screens triggers the headaches in short duration despite the medicine  As a result of the adverse event, the patient was forced to apply for short term disability at work.(The job requires constant use of computers)"
	"PFIZER\BIONTECH"	"590"	"Connecticut"	"09"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1263651-1"	"1263651-1"	"sever lower, middle & right side, stomach pain. Went to ER and diagnosed with appendicitis. removed my appendix."
	"PFIZER\BIONTECH"	"590"	"Connecticut"	"09"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1535546-1"	"1535546-1"	"Double Vision(sideways), Was diagnosed as 6th nerve palsy, later resolved on its own after 4-6 weeks Severe Headaches with distinct feeling from normal headaches Headaches ongoing, being managed with gabapentin 300 mg/3 times a day  Reading or looking at screens triggers the headaches in short duration despite the medicine  As a result of the adverse event, the patient was forced to apply for short term disability at work.(The job requires constant use of computers)"
	"PFIZER\BIONTECH"	"590"	"Delaware"	"10"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1104040-1"	"1104040-1"	"Progressively worsening difficulty breathing, culminating in collapse and NEAR DEATH, on 14/03/2021.   Results from the E.R.:  extreme hypertension and fluid in lungs.  Intubated (breathing) for a day.   In E.R. for at least 2 days."
	"PFIZER\BIONTECH"	"590"	"Delaware"	"10"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1584204-1"	"1584204-1"	"Retinal detachment 3 days post 3rd vaccine.  Treatment: Surgery."
	"PFIZER\BIONTECH"	"590"	"Delaware"	"10"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1104040-1"	"1104040-1"	"Progressively worsening difficulty breathing, culminating in collapse and NEAR DEATH, on 14/03/2021.   Results from the E.R.:  extreme hypertension and fluid in lungs.  Intubated (breathing) for a day.   In E.R. for at least 2 days."
	"PFIZER\BIONTECH"	"590"	"Delaware"	"10"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1104040-1"	"1104040-1"	"Progressively worsening difficulty breathing, culminating in collapse and NEAR DEATH, on 14/03/2021.   Results from the E.R.:  extreme hypertension and fluid in lungs.  Intubated (breathing) for a day.   In E.R. for at least 2 days."
	"PFIZER\BIONTECH"	"590"	"Delaware"	"10"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1584204-1"	"1584204-1"	"Retinal detachment 3 days post 3rd vaccine.  Treatment: Surgery."
	"PFIZER\BIONTECH"	"590"	"Florida"	"12"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"1158751-1"	"1158751-1"	"Pt. was sitting in waiting area and walked into the building and informed that she was feeling dizzy.  Pt. then fainted and was lowered to the ground by medic before actually falling.  Pt. was given sternum rub and capillary refills were done.  Pt. was taken to medic area where BP/BS/EKG was performed."
	"PFIZER\BIONTECH"	"590"	"Florida"	"12"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"1202206-1"	"1202206-1"	"Clubbing of fingers and toes, tackycrdia, labored breathing, 122/90, Resp. 24, HR 100. Pt. observed with clubbing of fingers, anxiety, panic attack,  Emergency Personnel was notified and patient was transferred to Hospital for further evalution."
	"PFIZER\BIONTECH"	"590"	"Florida"	"12"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"2193223-1"	"2193223-1"	"Experienced extreme soar arm pain at 8pm out of no where, followed by body chills, and by day 3 I ended up with really bad painful case of diarrhea. Leaving me with loss of appetite and unable to tolerate any sort of fluids.   The second dose left me with 15 minutes of having it and standing up with fatigue, dizziness, I had two month of my mental periods ending up 10 days late and came back with vengeance. I also noticed that I ended up with green boogers when I blow my nose. As well as a fatigue that I can not keep my eyes open for very long. I was doing better with out the vaccine. I can no longer do my make up and have difficulty to brush my teeth at night."
	"PFIZER\BIONTECH"	"590"	"Florida"	"12"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1270209-1"	"1270209-1"	"Client fainted after receiving the COVID-19 vaccine as per the vaccinating nurse.  Attending nurse administered an ammonia inhalant.  The client woke up, Fire Rescue arrived to evaluate client.   Showed symptoms of weakness, diaphoresis and paleness.  Client presented hypotension and bradycardia.  Client needed to be transported to a hospital as per Fire Rescue.  Client was transferred to Clinic by Fire Rescue at 3:27pm."
	"PFIZER\BIONTECH"	"590"	"Florida"	"12"	"50-59 years"	"50-59"	"Life Threatening"	"LT"	"1301655-1"	"1301655-1"	"Blood pressure of 190 5 mins after injection of second dose. Blood pressure of 220 the following day. Blood pressure over 180 since injection everyday"
	"PFIZER\BIONTECH"	"590"	"Florida"	"12"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"0971570-1"	"0971570-1"	"Patient informed medic while sitting in the observation area that she was experiencing chest pain, difficulty breathing and throat tightness.  Patient was taken to medic area vs=179/89, pulse 121, o@ sat 99%"
	"PFIZER\BIONTECH"	"590"	"Florida"	"12"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"0973295-1"	"0973295-1"	"Patient reported during her 15 minute observation to the medic that she is feeling dizzy and her heart is racing.  Patient was taken to the medic location.  VS= 192/116, HR 152, O2 sat=99%"
	"PFIZER\BIONTECH"	"590"	"Florida"	"12"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1131829-1"	"1131829-1"	"Flushing face, heavy tongue, light rash left arm, stomach irritation (nausea).Patient developed a reaction to COVID-19 vaccine 5 min. after injection administration flushing face, heavy tongue and light rash and nausea were the symptoms showed up by patient.   V/S  BP 198/886, P-63, Sat. 99%.   Patient transferred to  Hospital to get medical care and be under observation."
	"PFIZER\BIONTECH"	"590"	"Florida"	"12"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1131829-1"	"1131829-1"	"Flushing face, heavy tongue, light rash left arm, stomach irritation (nausea).Patient developed a reaction to COVID-19 vaccine 5 min. after injection administration flushing face, heavy tongue and light rash and nausea were the symptoms showed up by patient.   V/S  BP 198/886, P-63, Sat. 99%.   Patient transferred to  Hospital to get medical care and be under observation."
	"PFIZER\BIONTECH"	"590"	"Florida"	"12"	"60-64 years"	"60-64"	"Permanent Disability"	"DBL"	"1520757-1"	"1520757-1"	"The shot seemed very high in my shoulder.  I have had pain in my left shoulder since the shot.  It started on the day of the shot and continues through today.   It was more intense at the time of the shot, but it still is painful.   It is difficult for me to sleep on my left side and it hurts when I lift my left are in certain ways."
	"PFIZER\BIONTECH"	"590"	"Florida"	"12"	"60-64 years"	"60-64"	"Hospitalized"	"H"	"1291146-1"	"1291146-1"	""MI, symptoms started 2 hours after immunization; This is a spontaneous report from a contactable physician. A 64-year-old male patient received the first dose of bnt162b2 (PFIZER-BIONTECH COVID-19 VACCINE, Solution for injection), intramuscularly, administered in the right arm on 14Apr2021 (Batch/Lot Number: EW0161) as a single dose for COVID-19 immunization. The vaccination facility type was reported. Relevant medical history included obstructive sleep apnea on CPAP; hypogonadism on bioTE; depression; history of (h/o) pneumonia; colon polyps; recurrent sinusitis; erectile dysfunction; MTHFR Mutation C677T Heterozygous; low high density lipoprotein (HDL); dyslipidemia; lumbar disc disease; and sciatica; all from an unknown date and unknown if ongoing. Concomitant medications included bupropion hydrochloride (WELLBUTRIN XL); anastrozole; celecoxib (CELEBREX); levothyroxine, liothyronine (NP THYROID); and escitalopram oxalate (LEXAPRO); all taken for an unspecified indication, start and stop date were not reported. The patient previously took sulfamethoxazole, trimethoprim (BACTRIM), from which the patient had known allergies. The patient had no other vaccine in four weeks. The patient had no COVID prior vaccination. The patient was not tested for COVID post vaccination. The patient experienced myocardial infarction (MI), symptoms started 2 hours after immunization on 14Apr2021. The adverse event (AE) resulted in a doctor or other healthcare professional office/clinic visit and an emergency room/department or urgent care, and hospitalization. The patient was hospitalized for the event ""MI, symptoms started 2 hours after immunization"" for 3 days. Therapeutic measures were taken as a result of the event, which included cardiac stent. The patient was recovering from the event.; Sender's Comments: Based on the information provided by the reporter, it appears unlikely that subject vaccine contributed to the event of myocardial infarction.  The reported event likely represent intercurrent medical condition in this patient with history of dyslipidemia.   There is limited information provided in this report. Additional information is needed to better assess the case, including complete medical history, diagnostics including EKG at baseline, counteractive treatment measures and concomitant medications This case will be reassessed upon receipt of follow-up information.   The impact of this report on the benefit/risk profile of the Pfizer product is evaluated as part of Pfizer procedures for safety evaluation, including the review and analysis of aggregate data for adverse events. Any safety concern identified as part of this review, as well as any appropriate action in response, will be promptly notified to Regulatory Authorities, Ethics Committees and Investigators, as appropriate.""
	"PFIZER\BIONTECH"	"590"	"Florida"	"12"	"60-64 years"	"60-64"	"Emergency Room *"	"ER"	"1291146-1"	"1291146-1"	""MI, symptoms started 2 hours after immunization; This is a spontaneous report from a contactable physician. A 64-year-old male patient received the first dose of bnt162b2 (PFIZER-BIONTECH COVID-19 VACCINE, Solution for injection), intramuscularly, administered in the right arm on 14Apr2021 (Batch/Lot Number: EW0161) as a single dose for COVID-19 immunization. The vaccination facility type was reported. Relevant medical history included obstructive sleep apnea on CPAP; hypogonadism on bioTE; depression; history of (h/o) pneumonia; colon polyps; recurrent sinusitis; erectile dysfunction; MTHFR Mutation C677T Heterozygous; low high density lipoprotein (HDL); dyslipidemia; lumbar disc disease; and sciatica; all from an unknown date and unknown if ongoing. Concomitant medications included bupropion hydrochloride (WELLBUTRIN XL); anastrozole; celecoxib (CELEBREX); levothyroxine, liothyronine (NP THYROID); and escitalopram oxalate (LEXAPRO); all taken for an unspecified indication, start and stop date were not reported. The patient previously took sulfamethoxazole, trimethoprim (BACTRIM), from which the patient had known allergies. The patient had no other vaccine in four weeks. The patient had no COVID prior vaccination. The patient was not tested for COVID post vaccination. The patient experienced myocardial infarction (MI), symptoms started 2 hours after immunization on 14Apr2021. The adverse event (AE) resulted in a doctor or other healthcare professional office/clinic visit and an emergency room/department or urgent care, and hospitalization. The patient was hospitalized for the event ""MI, symptoms started 2 hours after immunization"" for 3 days. Therapeutic measures were taken as a result of the event, which included cardiac stent. The patient was recovering from the event.; Sender's Comments: Based on the information provided by the reporter, it appears unlikely that subject vaccine contributed to the event of myocardial infarction.  The reported event likely represent intercurrent medical condition in this patient with history of dyslipidemia.   There is limited information provided in this report. Additional information is needed to better assess the case, including complete medical history, diagnostics including EKG at baseline, counteractive treatment measures and concomitant medications This case will be reassessed upon receipt of follow-up information.   The impact of this report on the benefit/risk profile of the Pfizer product is evaluated as part of Pfizer procedures for safety evaluation, including the review and analysis of aggregate data for adverse events. Any safety concern identified as part of this review, as well as any appropriate action in response, will be promptly notified to Regulatory Authorities, Ethics Committees and Investigators, as appropriate.""
	"PFIZER\BIONTECH"	"590"	"Florida"	"12"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"0992781-1"	"0992781-1"	"Within 3 hours: Dizziness, severe diarrhea, vomiting, loss of consciousness, rapid shallow breathing, BP 87/40, called 911, went to  E.R."
	"PFIZER\BIONTECH"	"590"	"Florida"	"12"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1767600-1"	"1767600-1"	"I had an attack of angina; Pain in all muscles; Pain in all muscles and joints; could not stand or walk; could not stand or walk; Severe pain in arms and legs; Severe pain in arms and legs with swelling; body felt like patient was retaining water; This is a spontaneous report from a contactable consumer (patient). A 78-year-old Non-pregnant female patient received second dose of BNT162B2 (PFIZER-BIONTECH COVID-19 mRNA VACCINE, Solution for injection, lot Number: ER8736), via an unspecified route of administration, administered in Arm Left on 23Sep2021 09:00 (at age of 78 years old) as single dose for COVID-19 immunization. Medical history included Heart capillary deficiency, Known allergies: Yes. No COVID prior vaccination. No COVID tested post vaccination. Patient had other medications in two weeks. The patient previously took first dose of BNT162B2 (PFIZER-BIONTECH COVID-19 mRNA VACCINE, Solution for injection, lot number: FE3592) on 01Sep2021 10:00 AM (at age of 78 years old) at left arm as single dose for COVID-19 immunisation. On 23Sep2021 06:00 PM, the patient had pain in all muscles and joints so severe patient could not stand or walk. Severe pain in arms and legs with swelling; body felt like patient was retaining water. Patient had an attack of angina (severe), which was under treatment for. Patient had similar, but less severe problems with the first shot. Patient will not take any more COVID shots as feel symptoms will get worse and life will be in danger. AE resulted in: Life threatening illness immediate risk of death from the event. No treatment received for all other events (except attack of angina). The outcome of the events was recovering."
	"PFIZER\BIONTECH"	"590"	"Florida"	"12"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1057068-1"	"1057068-1"	"DIPLOPIA, CONTINUING TO TODAY HYPERTENSION, IMPROVING ON ADDITION OF AMLODIPINE"
	"PFIZER\BIONTECH"	"590"	"Florida"	"12"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"0973674-1"	"0973674-1"	"Facial tingling BP 160/90   HR 85     Resp 18 trelegy  prednisone     ventolin"
	"PFIZER\BIONTECH"	"590"	"Florida"	"12"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1920859-1"	"1920859-1"	"NEw onset atrial flutter with rapid ventricular response resulting in SOB and ? CHF ADmitted to hospital 12/3/2021  for treatment (TEE CV )"
	"PFIZER\BIONTECH"	"590"	"Florida"	"12"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"0992781-1"	"0992781-1"	"Within 3 hours: Dizziness, severe diarrhea, vomiting, loss of consciousness, rapid shallow breathing, BP 87/40, called 911, went to  E.R."
	"PFIZER\BIONTECH"	"590"	"Georgia"	"13"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1524885-1"	"1524885-1"	"Had a stroke 4 hours after vaccine; This is a spontaneous report from a contactable consumer (Patient). A 49-year-old non-pregnant female patient received bnt162b2 (PFIZER-BIONTECH COVID-19 mRNA VACCINE, Formulation: Solution for injection, Batch/Lot number was not reported), first dose via an unspecified route of administration, administered in right arm on 25Mar2021 at 10:30 (at the age of 49-year-old) as a single for COVID-19 immunisation at public health clinic facility. Medical history included multiple allergies from an unknown date and unknown if ongoing known allergies were reported as yes. The patient did not receive any other vaccines within 4 weeks prior to the COVID vaccine. The patient did receive other unspecified vaccines within 2 weeks prior to the COVID vaccine. The patient did not diagnose with COVID-19 prior to vaccination. The patient had not been tested for COVID-19 since the vaccination. On 25Mar2021 at 13:30, the patient experienced had a stroke 4 hours after vaccine. The patient was hospitalized for had a stroke 4 hours after vaccine (cerebrovascular accident) for 2 days. Adverse event had not resulted in for death, life-threatening, prolonged hospitalisation or Congenital anomaly/birth defect but resulted in hospitalization, disability, or permanent damage. The patient underwent lab tests and procedures which included sars-cov-2 test: negative on 25Mar2021. The outcome of the event was reported as resolving.  Information on the lot/batch number has been requested."
	"PFIZER\BIONTECH"	"590"	"Georgia"	"13"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1154844-1"	"1154844-1"	"Developed hives rash itching and feeling of airway closure 30minutes after the vaccine"
	"PFIZER\BIONTECH"	"590"	"Georgia"	"13"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1292399-1"	"1292399-1"	"4:40pm:  Patient complained of arms cramping, back of head pounding, coughing blood, tachycardia;  16:48pm EMS called. 17:08 EMS Arrived; Vitals: 16:50pm 148/90 101 18 O2 100%;  1700pm 144/100 100 20 O2 100%;  1730pm EMS departed to hospital. Pt. status when transported to hospital:  Stable, no longer vomiting."
	"PFIZER\BIONTECH"	"590"	"Georgia"	"13"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1398537-1"	"1398537-1"	"Six hours later hives. Next day like three different rashes on my body. I have been breaking out daily for 8 weeks and 3 days. I spent over a week in the hospital. I have been on steroids the whole ti; Six hours later hives. Next day like three different rashes on my body. I have been breaking out daily for 8 weeks and 3 days. I spent over a week in the hospital. I have been on steroids the whole ti; Six hours later hives. Next day like three different rashes on my body. I have been breaking out daily for 8 weeks and 3 days. I spent over a week in the hospital. I have been on steroids the whole ti; insane; This is a spontaneous report from a contactable consumer (patient). A non-pregnant 48-year-old female patient received BNT162B2 (PFIZER-BIONTECH COVID-19 VACCINE) intramuscularly on 27Mar2021 14:30 (at 48-year-old) (Batch/Lot Number: ZR8733) as 1st dose, single in arm left for COVID-19 immunisation. Medical history included lupus (antiphospholipid antibodies), diabetes, Gilbert's disease, fibromyalgia, and thyroid. Concomitant medication included insulin; lisinopril; simvastatin; and thyroid (ARMOUR THYROID). The patient previously took penicilin and experienced drug hypersensitivity. The patient didn't receive any other vaccines within 4 weeks prior to the COVID vaccine. Prior to vaccination, the patient wasn't diagnosed with COVID-19. On 27Mar2021 19:30, the patient experienced hives six hours later (as reported). Next day like three different rashes on her body. She had been breaking out daily for 8 weeks and 3 days. She spent over a week in the hospital. She had been on steroids the whole itching and she's going insane. The patient underwent lab tests and procedures which included SARS-COV-2 test (nasal swab): negative on 07Apr2021 02:30 PM. Therapeutic measures (Steroids and other meds. Steroid creams) were taken as a result of events except mental disorder. The event resulted in doctor or other healthcare professional office/clinic visit and emergency room/department or urgent care. The outcome of the events was not resolved.  Information on Lot/ Batch number was available. Additional information has been requested."
	"PFIZER\BIONTECH"	"590"	"Georgia"	"13"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1524885-1"	"1524885-1"	"Had a stroke 4 hours after vaccine; This is a spontaneous report from a contactable consumer (Patient). A 49-year-old non-pregnant female patient received bnt162b2 (PFIZER-BIONTECH COVID-19 mRNA VACCINE, Formulation: Solution for injection, Batch/Lot number was not reported), first dose via an unspecified route of administration, administered in right arm on 25Mar2021 at 10:30 (at the age of 49-year-old) as a single for COVID-19 immunisation at public health clinic facility. Medical history included multiple allergies from an unknown date and unknown if ongoing known allergies were reported as yes. The patient did not receive any other vaccines within 4 weeks prior to the COVID vaccine. The patient did receive other unspecified vaccines within 2 weeks prior to the COVID vaccine. The patient did not diagnose with COVID-19 prior to vaccination. The patient had not been tested for COVID-19 since the vaccination. On 25Mar2021 at 13:30, the patient experienced had a stroke 4 hours after vaccine. The patient was hospitalized for had a stroke 4 hours after vaccine (cerebrovascular accident) for 2 days. Adverse event had not resulted in for death, life-threatening, prolonged hospitalisation or Congenital anomaly/birth defect but resulted in hospitalization, disability, or permanent damage. The patient underwent lab tests and procedures which included sars-cov-2 test: negative on 25Mar2021. The outcome of the event was reported as resolving.  Information on the lot/batch number has been requested."
	"PFIZER\BIONTECH"	"590"	"Georgia"	"13"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1154844-1"	"1154844-1"	"Developed hives rash itching and feeling of airway closure 30minutes after the vaccine"
	"PFIZER\BIONTECH"	"590"	"Georgia"	"13"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1398537-1"	"1398537-1"	"Six hours later hives. Next day like three different rashes on my body. I have been breaking out daily for 8 weeks and 3 days. I spent over a week in the hospital. I have been on steroids the whole ti; Six hours later hives. Next day like three different rashes on my body. I have been breaking out daily for 8 weeks and 3 days. I spent over a week in the hospital. I have been on steroids the whole ti; Six hours later hives. Next day like three different rashes on my body. I have been breaking out daily for 8 weeks and 3 days. I spent over a week in the hospital. I have been on steroids the whole ti; insane; This is a spontaneous report from a contactable consumer (patient). A non-pregnant 48-year-old female patient received BNT162B2 (PFIZER-BIONTECH COVID-19 VACCINE) intramuscularly on 27Mar2021 14:30 (at 48-year-old) (Batch/Lot Number: ZR8733) as 1st dose, single in arm left for COVID-19 immunisation. Medical history included lupus (antiphospholipid antibodies), diabetes, Gilbert's disease, fibromyalgia, and thyroid. Concomitant medication included insulin; lisinopril; simvastatin; and thyroid (ARMOUR THYROID). The patient previously took penicilin and experienced drug hypersensitivity. The patient didn't receive any other vaccines within 4 weeks prior to the COVID vaccine. Prior to vaccination, the patient wasn't diagnosed with COVID-19. On 27Mar2021 19:30, the patient experienced hives six hours later (as reported). Next day like three different rashes on her body. She had been breaking out daily for 8 weeks and 3 days. She spent over a week in the hospital. She had been on steroids the whole itching and she's going insane. The patient underwent lab tests and procedures which included SARS-COV-2 test (nasal swab): negative on 07Apr2021 02:30 PM. Therapeutic measures (Steroids and other meds. Steroid creams) were taken as a result of events except mental disorder. The event resulted in doctor or other healthcare professional office/clinic visit and emergency room/department or urgent care. The outcome of the events was not resolved.  Information on Lot/ Batch number was available. Additional information has been requested."
	"PFIZER\BIONTECH"	"590"	"Georgia"	"13"	"65-79 years"	"65-79"	"Death"	"DTH"	"1065551-1"	"1065551-1"	""Pt received 2nd Pfizer BioNTech Covid 19 EUA vaccine @1:50 pm; Pt released from Observation @2:09 pm. Approximately 2:18 pm RN called to parking  lot and observed pt having difficulties. Called for EMS & crash cart. Vitals taken 2:20 BP 83/55, no respirations noted, pt unresponsive. AED attached.  EMS arrived 2:22 and took over care of pt. and transported @2:40 pm to Hospital. Per wife, pt has history of PE in Oct. 2020, HTN, diabetes with insulin pump, obesity, gastroparesis, home oxygen and uses motorized scooter. Wife also said pt had allergy to iodine not previously reported, and MD had stopped Zarelto subsequent to 1st Pfizer vaccine 2/8/21 ""due to  breathing difficulty"". Patient was  unable to be resuscitated.  Time of death 14:59.""
	"PFIZER\BIONTECH"	"590"	"Georgia"	"13"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1505272-1"	"1505272-1"	"About 4 hours after the second dose I began the most intense headache I have ever had.  I kept expecting it to go away.  After 10 days of enduring this I went to the ER.  I was admitted with blood clots and bleeding from the face. (but probably more wrong)  I was initially treated for a PE and meds to try to stop the headache.  Nothing seemed to work.  About 3 days into the hospital stay, my pre-existing Stills disorder began to show.  I was then treated with 60mg of prednisone daily to control the Stills.  About the same time, we discovered that a standard migraine medicine would control the extreme headache, morphine would not.  My CRP results were off the charts and almost 4 months later it is still high.  My treating doc says 2 more months of prednisone treatment.  I had an immediate weight loss of 25 pounds in the hospital.  I am struggling to this day to put the weight back on.  I have lost hearing in my left ear as a result."
	"PFIZER\BIONTECH"	"590"	"Georgia"	"13"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1306643-1"	"1306643-1"	""Patient and I spoke on May 7th, 2021.  Her contact information was referred to me by one of the Call Center staff members.  Patient reported that she received her first COVID-19 vaccine (Pfizer) on 2/17/2021 at Health Department.  She reports that she is typically ""fine with shots, no problem"", but when she received her first dose of the Pfizer vaccine ""it immediately started hurting"".  She reported taking round the clock Advil/Motrin and ""could feel a knot and radiating into crease of arm"".  She reported difficulty raising arm to put bra on and awaiting in the middle of the night due to pain.  She stated she presented 21 days later for her 2nd dose (3/10/21- right arm) and still had persistent pain in left arm. She stated she has seen a surgeon due to the pain and that they x-ray was negative.  She states the surgeon told her that a nerve was affected and gave her a shot of steroids.  She reports this has not resolved the pain and that she is taking diclofenac 75 mg BID with pain unresolved.  States she has a f/u appt with provider 5/27/21 and will keep appointment.""
	"PFIZER\BIONTECH"	"590"	"Georgia"	"13"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1505272-1"	"1505272-1"	"About 4 hours after the second dose I began the most intense headache I have ever had.  I kept expecting it to go away.  After 10 days of enduring this I went to the ER.  I was admitted with blood clots and bleeding from the face. (but probably more wrong)  I was initially treated for a PE and meds to try to stop the headache.  Nothing seemed to work.  About 3 days into the hospital stay, my pre-existing Stills disorder began to show.  I was then treated with 60mg of prednisone daily to control the Stills.  About the same time, we discovered that a standard migraine medicine would control the extreme headache, morphine would not.  My CRP results were off the charts and almost 4 months later it is still high.  My treating doc says 2 more months of prednisone treatment.  I had an immediate weight loss of 25 pounds in the hospital.  I am struggling to this day to put the weight back on.  I have lost hearing in my left ear as a result."
	"PFIZER\BIONTECH"	"590"	"Georgia"	"13"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1673290-1"	"1673290-1"	"The second fall he hit his head and had to go to ER; causing my husband to fall twice in one week; dizziness causing my husband to fall twice in one week; walking with walker and assistance; This is a spontaneous report from a contactable consumer. A 72-years-old male patient received bnt162b2 (PFIZER-BIONTECH COVID-19 mRNA VACCINE; Lot Number: EW0168), dose 1 via an unspecified route of administration, administered in Arm Left on Aug2021 11:00 (at the age of 72-years-old) as a single dose for covid-19 immunization. Medical history included aneurysm from Apr2015 to an unknown date He was a survivor of a brain aneurysm with subarachnoid hemorrhage. The patient did not have any allergies. The patient had no other vaccine within four weeks and had other medications received within 2 weeks of vaccination. Prior to the vaccination, the patient was not diagnosed with COVID-19. On 19Aug2021 13:00, 1 week after vaccine, the patient had onset of dizziness causing to fall twice in one week on an Aug2021. The second fall he hit his head and had to go to emergency room (ER). Hospitalized for 1 night. Still dizzy and walking with walker and assistance on Aug2021. The adverse event resulted in patient to visit emergency room/department or urgent care. The patient underwent lab tests and procedures which included sars-cov-2 test: negative on 19Aug2021 covid test post vaccination: Nasal Swab, in ER. The patient received treatment with neuro test and Antivert for dizziness. The seriousness of the event was considered as Hospitalization, Disability or permanent damage. Since the vaccination, the patient had been tested for COVID-19. Outcome of the event was not resolved."
	"PFIZER\BIONTECH"	"590"	"Georgia"	"13"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1505272-1"	"1505272-1"	"About 4 hours after the second dose I began the most intense headache I have ever had.  I kept expecting it to go away.  After 10 days of enduring this I went to the ER.  I was admitted with blood clots and bleeding from the face. (but probably more wrong)  I was initially treated for a PE and meds to try to stop the headache.  Nothing seemed to work.  About 3 days into the hospital stay, my pre-existing Stills disorder began to show.  I was then treated with 60mg of prednisone daily to control the Stills.  About the same time, we discovered that a standard migraine medicine would control the extreme headache, morphine would not.  My CRP results were off the charts and almost 4 months later it is still high.  My treating doc says 2 more months of prednisone treatment.  I had an immediate weight loss of 25 pounds in the hospital.  I am struggling to this day to put the weight back on.  I have lost hearing in my left ear as a result."
	"PFIZER\BIONTECH"	"590"	"Georgia"	"13"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1673290-1"	"1673290-1"	"The second fall he hit his head and had to go to ER; causing my husband to fall twice in one week; dizziness causing my husband to fall twice in one week; walking with walker and assistance; This is a spontaneous report from a contactable consumer. A 72-years-old male patient received bnt162b2 (PFIZER-BIONTECH COVID-19 mRNA VACCINE; Lot Number: EW0168), dose 1 via an unspecified route of administration, administered in Arm Left on Aug2021 11:00 (at the age of 72-years-old) as a single dose for covid-19 immunization. Medical history included aneurysm from Apr2015 to an unknown date He was a survivor of a brain aneurysm with subarachnoid hemorrhage. The patient did not have any allergies. The patient had no other vaccine within four weeks and had other medications received within 2 weeks of vaccination. Prior to the vaccination, the patient was not diagnosed with COVID-19. On 19Aug2021 13:00, 1 week after vaccine, the patient had onset of dizziness causing to fall twice in one week on an Aug2021. The second fall he hit his head and had to go to emergency room (ER). Hospitalized for 1 night. Still dizzy and walking with walker and assistance on Aug2021. The adverse event resulted in patient to visit emergency room/department or urgent care. The patient underwent lab tests and procedures which included sars-cov-2 test: negative on 19Aug2021 covid test post vaccination: Nasal Swab, in ER. The patient received treatment with neuro test and Antivert for dizziness. The seriousness of the event was considered as Hospitalization, Disability or permanent damage. Since the vaccination, the patient had been tested for COVID-19. Outcome of the event was not resolved."
	"PFIZER\BIONTECH"	"590"	"Georgia"	"13"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1065551-1"	"1065551-1"	""Pt received 2nd Pfizer BioNTech Covid 19 EUA vaccine @1:50 pm; Pt released from Observation @2:09 pm. Approximately 2:18 pm RN called to parking  lot and observed pt having difficulties. Called for EMS & crash cart. Vitals taken 2:20 BP 83/55, no respirations noted, pt unresponsive. AED attached.  EMS arrived 2:22 and took over care of pt. and transported @2:40 pm to Hospital. Per wife, pt has history of PE in Oct. 2020, HTN, diabetes with insulin pump, obesity, gastroparesis, home oxygen and uses motorized scooter. Wife also said pt had allergy to iodine not previously reported, and MD had stopped Zarelto subsequent to 1st Pfizer vaccine 2/8/21 ""due to  breathing difficulty"". Patient was  unable to be resuscitated.  Time of death 14:59.""
	"PFIZER\BIONTECH"	"590"	"Georgia"	"13"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1505272-1"	"1505272-1"	"About 4 hours after the second dose I began the most intense headache I have ever had.  I kept expecting it to go away.  After 10 days of enduring this I went to the ER.  I was admitted with blood clots and bleeding from the face. (but probably more wrong)  I was initially treated for a PE and meds to try to stop the headache.  Nothing seemed to work.  About 3 days into the hospital stay, my pre-existing Stills disorder began to show.  I was then treated with 60mg of prednisone daily to control the Stills.  About the same time, we discovered that a standard migraine medicine would control the extreme headache, morphine would not.  My CRP results were off the charts and almost 4 months later it is still high.  My treating doc says 2 more months of prednisone treatment.  I had an immediate weight loss of 25 pounds in the hospital.  I am struggling to this day to put the weight back on.  I have lost hearing in my left ear as a result."
	"PFIZER\BIONTECH"	"590"	"Georgia"	"13"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1673290-1"	"1673290-1"	"The second fall he hit his head and had to go to ER; causing my husband to fall twice in one week; dizziness causing my husband to fall twice in one week; walking with walker and assistance; This is a spontaneous report from a contactable consumer. A 72-years-old male patient received bnt162b2 (PFIZER-BIONTECH COVID-19 mRNA VACCINE; Lot Number: EW0168), dose 1 via an unspecified route of administration, administered in Arm Left on Aug2021 11:00 (at the age of 72-years-old) as a single dose for covid-19 immunization. Medical history included aneurysm from Apr2015 to an unknown date He was a survivor of a brain aneurysm with subarachnoid hemorrhage. The patient did not have any allergies. The patient had no other vaccine within four weeks and had other medications received within 2 weeks of vaccination. Prior to the vaccination, the patient was not diagnosed with COVID-19. On 19Aug2021 13:00, 1 week after vaccine, the patient had onset of dizziness causing to fall twice in one week on an Aug2021. The second fall he hit his head and had to go to emergency room (ER). Hospitalized for 1 night. Still dizzy and walking with walker and assistance on Aug2021. The adverse event resulted in patient to visit emergency room/department or urgent care. The patient underwent lab tests and procedures which included sars-cov-2 test: negative on 19Aug2021 covid test post vaccination: Nasal Swab, in ER. The patient received treatment with neuro test and Antivert for dizziness. The seriousness of the event was considered as Hospitalization, Disability or permanent damage. Since the vaccination, the patient had been tested for COVID-19. Outcome of the event was not resolved."
	"PFIZER\BIONTECH"	"590"	"Hawaii"	"15"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1308432-1"	"1308432-1"	"Caused immediate high increase of Uric Acid/Gout Flares....extreme pain on multiple joints"
	"PFIZER\BIONTECH"	"590"	"Idaho"	"16"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1085873-1"	"1085873-1"	"Anaflipic shock  signed wavier to get shot. scared if dont get shots"
	"PFIZER\BIONTECH"	"590"	"Illinois"	"17"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"1291226-1"	"1291226-1"	"Fatigue, Migraines, and severe longterm vertigo every day since I got the shot. It's been 4.5 weeks. I am seeing specialists. It is a disability. I'm unable to work, do house chores, and drive as much as I need."
	"PFIZER\BIONTECH"	"590"	"Illinois"	"17"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1410145-1"	"1410145-1"	""After I received the first dose, I almost immediately felt pain in my elbow.  It happened when I was waiting 15 minutes.  I didn't say anything because I was told that my arm would most likely be very sore, so I thought it was just that.   There wasn't pain at the injection site, but only concentrated in my elbow.   I can only describe it as if you whack your elbow into a corner of a wall and you get that pain/tingly funny bone sensation.   It's painful, a little numb and sometimes even difficult to extend and bend my arm at the elbow joint.   And sometimes difficult to grip my left hand.   After about 2 weeks of having this pain, I realized that my 2nd shot was coming up.   I thought it was weird that I still had pain but so many people had told me about sore arms, I didn't think much of it at the time.  So I tried calling my doctor, however I found that she had left the practice and I couldn't get in to see anyone before my 2nd shot.   I was told by that office to just go ahead and get the 2nd shot.   I did 2nd on May 2nd and I explained to the nurse there what had happened and she did the shot in my right arm, and I have had zero issues.   She advised me to see a doctor about my left arm and thought it could be nerve damage.   Since I no longer had a doctor, I had to find a new practice and I have an appointment next week to talk to them about this.   I couldn't reach anyone at the vaccine clinic and was only told to ""see my doctor"".   I wish there was better direct follow up with all of these mass vaccine clinics""
	"PFIZER\BIONTECH"	"590"	"Illinois"	"17"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1271124-1"	"1271124-1"	"Allergic"
	"PFIZER\BIONTECH"	"590"	"Illinois"	"17"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1271124-1"	"1271124-1"	"Allergic"
	"PFIZER\BIONTECH"	"590"	"Illinois"	"17"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1233378-1"	"1233378-1"	"Loss of vision in left eye, stroke in eye caused by retinal vein occlusion. 3 weeks. Injection in left eye once a month for 6 month, not guaranteed to bring back vision."
	"PFIZER\BIONTECH"	"590"	"Illinois"	"17"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1866183-1"	"1866183-1"	"Neck pain, severe lethargy and the worst headache I have ever had in my life, nausea, confusion, SOB, entire severe body pain x 3 days.  My husband had to carry me to bed. I could not walk up the stairs. Took 3600 mg ibuprofen x 3 days with no relief. Starting about a month later, I have had neuropathy in both feet and am seeing podiatrist. I have a right foot drop now with difficulty walking. Also, my neck still hurts and I have had pain in different joints - both hips, shoulders, right ankle, neck and lower back, some fingers.  I still have the joint pain, neuropathy, SOB with just walking, and right foot drop to this day. Seeing podiatrist, neurologist, and PCP to request blood tests. I should have gone to the E.D."
	"PFIZER\BIONTECH"	"590"	"Illinois"	"17"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1325047-1"	"1325047-1"	"Within 5 hours after vaccination, began seeing flashes of light in left eye, followed by clouded vision in left eye, leading up to and resulting in obscured field of vision in upper right quadrant of left eye, and periodic clouded vision throughout vision field of eye."
	"PFIZER\BIONTECH"	"590"	"Illinois"	"17"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1233378-1"	"1233378-1"	"Loss of vision in left eye, stroke in eye caused by retinal vein occlusion. 3 weeks. Injection in left eye once a month for 6 month, not guaranteed to bring back vision."
	"PFIZER\BIONTECH"	"590"	"Illinois"	"17"	"60-64 years"	"60-64"	"Hospitalized"	"H"	"1307442-1"	"1307442-1"	"Abdominal pain, chest pain, nausea, and dizziness"
	"PFIZER\BIONTECH"	"590"	"Illinois"	"17"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1197988-1"	"1197988-1"	"About  4-5 hours after her first shot she started getting and itchy feeling.  This carried on for the next several weeks.  She felt like the itching feeling may have improved a little just a couple days prior to her second vaccine, but then the symptoms came back even worse after her second vaccination. She saw her primary care and was noted to be very jaundiced.  She was sent to the emergency department where her bilirubin was greater than 12.  She ultimately was admitted to the hospital.  She had no abdominal pain, nausea, or vomiting.   She had persistent elevation of her bilirubin.  Workup was done during the hospitalization including lab work, MRI of the liver, liver biopsy.  She was also found to have choledocholithiasis on the MRI.  ERCP was done with  stone extraction.   Bilirubin trended down several days later to around seven.  She followed up with me in the office where repeat lab work was unchanged."
	"PFIZER\BIONTECH"	"590"	"Illinois"	"17"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1974134-1"	"1974134-1"	"Lightheadedness, nausea & weakness 3 hours after the 2nd vaccination which became worse over the next 3 days & on the 4th day, she complained of a rapid heart rate. A pulse check revealed an irregular pulse in the 70s-80s. She was encouraged to go to hospital. The next day, she made appt with her PCP & was diagnosed with atrial fibrillation & sent immediately to ER at nearby hospital. EKG showed AFib which, after 3 hours, looked like a flutter with NSR. By bedtime, she was normal sinus rhythm - spontaneously w/o intervention. She was discharged the next day. No aberrant rhythms since."
	"PFIZER\BIONTECH"	"590"	"Illinois"	"17"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1197988-1"	"1197988-1"	"About  4-5 hours after her first shot she started getting and itchy feeling.  This carried on for the next several weeks.  She felt like the itching feeling may have improved a little just a couple days prior to her second vaccine, but then the symptoms came back even worse after her second vaccination. She saw her primary care and was noted to be very jaundiced.  She was sent to the emergency department where her bilirubin was greater than 12.  She ultimately was admitted to the hospital.  She had no abdominal pain, nausea, or vomiting.   She had persistent elevation of her bilirubin.  Workup was done during the hospitalization including lab work, MRI of the liver, liver biopsy.  She was also found to have choledocholithiasis on the MRI.  ERCP was done with  stone extraction.   Bilirubin trended down several days later to around seven.  She followed up with me in the office where repeat lab work was unchanged."
	"PFIZER\BIONTECH"	"590"	"Illinois"	"17"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1974134-1"	"1974134-1"	"Lightheadedness, nausea & weakness 3 hours after the 2nd vaccination which became worse over the next 3 days & on the 4th day, she complained of a rapid heart rate. A pulse check revealed an irregular pulse in the 70s-80s. She was encouraged to go to hospital. The next day, she made appt with her PCP & was diagnosed with atrial fibrillation & sent immediately to ER at nearby hospital. EKG showed AFib which, after 3 hours, looked like a flutter with NSR. By bedtime, she was normal sinus rhythm - spontaneously w/o intervention. She was discharged the next day. No aberrant rhythms since."
	"PFIZER\BIONTECH"	"590"	"Indiana"	"18"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1825282-1"	"1825282-1"	"Large, grapefruit size growth under the right arm. Spinal pain, generalized muscle aches, shortness of breath, extreme fatigue, chills, fever, sore throat, brain fog."
	"PFIZER\BIONTECH"	"590"	"Indiana"	"18"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1825282-1"	"1825282-1"	"Large, grapefruit size growth under the right arm. Spinal pain, generalized muscle aches, shortness of breath, extreme fatigue, chills, fever, sore throat, brain fog."
	"PFIZER\BIONTECH"	"590"	"Indiana"	"18"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1117555-1"	"1117555-1"	"Within a few hours of shot, I experienced EXTREME tinnitus (very loud), numbness in head, face and lips and hardening of lymph gland in left chest. This lasted for hours. Injection site pain only lasted about 24 hours.  Since then, I still have numbness on the right side top of head and intermittent EXTREME  tinnitus that interferes with my ability to concentrate, communicate and sleep. It comes and goes but the volume is beyond anything I have ever experienced. Then it goes away. The  right side of my head has stayed numb.   Will this go away? Should I get the 2nd dose or not?"
	"PFIZER\BIONTECH"	"590"	"Indiana"	"18"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1261018-1"	"1261018-1"	"soreness in arm and elbow within 30 minutes, soreness and sharp pain on the whole upper body after 2hrs.  severe pain in all joints and never seen before crippling arthritis within 4 days.   numbness in my hands, severe neck, back, elbow and wrist joint pain.  sores and infections all over my legs after 5 days.  migraines.  blood pressure and severe glucose spikes without substantial change in diet.  now no feeling in hands other than ice-cold fingers that never warm and constant pain."
	"PFIZER\BIONTECH"	"590"	"Indiana"	"18"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1222215-1"	"1222215-1"	"Within a couple of hours of second Pfizer shot I experienced symptoms of Atrial Fib and sought treatment at the local healthcare facility.   After 13 hours of treatment my heart ?coveted ? and was released for the hospital. I received meds and tests to make the conversation happen"
	"PFIZER\BIONTECH"	"590"	"Indiana"	"18"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1222215-1"	"1222215-1"	"Within a couple of hours of second Pfizer shot I experienced symptoms of Atrial Fib and sought treatment at the local healthcare facility.   After 13 hours of treatment my heart ?coveted ? and was released for the hospital. I received meds and tests to make the conversation happen"
	"PFIZER\BIONTECH"	"590"	"Indiana"	"18"	"60-64 years"	"60-64"	"Death"	"DTH"	"1681700-1"	"1681700-1"	"After the first dose he complained of bloody stool, severe vomiting, high fever and flu-like symptoms.   His symptoms occurred within a few hours of receiving his first dose and lasted approximately 21 days. He said he felt ?run down,? and similar feelings of dehydration and exhaustion.  He had the above side effects with second dose but complained that the magnitude of symptoms were much worse and bloody stool increased. He complained of feeling as if he was going to ?pass out,? upon instances of brief aerobic activity.   Upon the"
	"PFIZER\BIONTECH"	"590"	"Indiana"	"18"	"60-64 years"	"60-64"	"Life Threatening"	"LT"	"1232048-1"	"1232048-1"	"This is a pleasant 64yo male that presents to Hospital with acute SOB. He states that yesterday morning he received his covid-19 vaccine and then went home. Later in the afternoon he developed acute SOB, not made worse by exertion or lying down. He has chronic COPD and checks his pulse ox multiple times per day. He typically runs 85-92% and states that he was running around 87%. Due to his SOB he sought medical care and was found to be hypoxic with an O2 saturation of 78% in the ER. He had a CTA of the chest which showed a chronic left lobe PE and an acute PE to the left subsegmental branch of the inferior lingula artery, small bilateral pleural effusions and cardiomegaly. There was no evidence of right heart strain on the CT readout. His first two troponins are WNL. He admits to being sedentary at home over the last year since he lost his job. He was also found to be in a-fib with RVR and intermittent a-flutter, both of which are new per patient report. He has been started on Cardizem and Heparin drips. Currently, he is up ad lib and comfortable. He denies overt shortness of breath and is able to carry on a full conversation. He denies chest pain, abdominal pain, m/s pain, bowel/bladder issues, n/v/d or diaphoresis. He is alert and oriented. He has a PMH of copd, chroinc hypoxia, tobacco use, ble pitting edema, htn, and hld."
	"PFIZER\BIONTECH"	"590"	"Indiana"	"18"	"60-64 years"	"60-64"	"Hospitalized"	"H"	"1232048-1"	"1232048-1"	"This is a pleasant 64yo male that presents to Hospital with acute SOB. He states that yesterday morning he received his covid-19 vaccine and then went home. Later in the afternoon he developed acute SOB, not made worse by exertion or lying down. He has chronic COPD and checks his pulse ox multiple times per day. He typically runs 85-92% and states that he was running around 87%. Due to his SOB he sought medical care and was found to be hypoxic with an O2 saturation of 78% in the ER. He had a CTA of the chest which showed a chronic left lobe PE and an acute PE to the left subsegmental branch of the inferior lingula artery, small bilateral pleural effusions and cardiomegaly. There was no evidence of right heart strain on the CT readout. His first two troponins are WNL. He admits to being sedentary at home over the last year since he lost his job. He was also found to be in a-fib with RVR and intermittent a-flutter, both of which are new per patient report. He has been started on Cardizem and Heparin drips. Currently, he is up ad lib and comfortable. He denies overt shortness of breath and is able to carry on a full conversation. He denies chest pain, abdominal pain, m/s pain, bowel/bladder issues, n/v/d or diaphoresis. He is alert and oriented. He has a PMH of copd, chroinc hypoxia, tobacco use, ble pitting edema, htn, and hld."
	"PFIZER\BIONTECH"	"590"	"Kansas"	"20"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"1307663-1"	"1307663-1"	"Per patient: Patient received vaccine around noon on the 12 of March 2021 at Community Church. Patient states about 10 -12 hrs later, began an adverse cardiac event. Patient states the day before he injured his knee at work and went to ED from an injury the day before. At the ED they gave Fentanyl and he got sick and told the nurse that he was experience chest pain. Felt burning or falling asleep sensation in arm and chest. Told the nurse he felt like he was having a heart attack. They came in ED with crash cart and confirmed that he was having a heart attack while in ED.  Transported from church to hospital."
	"PFIZER\BIONTECH"	"590"	"Kansas"	"20"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"2578802-1"	"2578802-1"	""At 11:40 am, the patient had the injection. Patient had been advised by her allergist to wait in the waiting area of the health department for 1 hour, instead of the usual 15 minutes. Patient made this nurse aware. After the injection was given, patient sat in the immunization room with this nurse and was monitored. At 11:45, patient stood to go into lobby waiting area. Patient stated that she felt fine at this time, no changes were noted by the patient. At 11:55, this nurse went into the lobby to check on the patient. The patient was coloring and stated she felt fine, nothing had changed and she had no concerns. At 12:05, as this nurse was getting ready to check on patient again, the front desk staff came around the corner and notified me that she was beginning to have a reaction. I grabbed a pair of gloves and our epinephrine pen and went into the lobby. The patient's face was flushed, she stated she was beginning to cough, clear her throat more and that it was getting scratchy. She also stated she had developed a headache, felt ""woozy,"" and was beginning to itch.  Patient brought back into the immunization room, a pulse oximeter was put on the patient's pointer finger, 911 was called and patient administered Epinephrine to herself in her right thigh. Patient had a pulse of 76-82 and an oxygen level of 97-98% on room air throughout the event. Patient stated that she felt worse, throat tightening, becoming more scratchy, and more coughing, once she reached the immunization room, which is what prompted me to tell her to administer the Epinephrine.  The local ER was called, I did advise them that I had Benadryl. They advised me to go ahead and give 50 mg of the Benadryl. EMS then arrived and patient was transported to our local ER.""
	"PFIZER\BIONTECH"	"590"	"Kansas"	"20"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1307663-1"	"1307663-1"	"Per patient: Patient received vaccine around noon on the 12 of March 2021 at Community Church. Patient states about 10 -12 hrs later, began an adverse cardiac event. Patient states the day before he injured his knee at work and went to ED from an injury the day before. At the ED they gave Fentanyl and he got sick and told the nurse that he was experience chest pain. Felt burning or falling asleep sensation in arm and chest. Told the nurse he felt like he was having a heart attack. They came in ED with crash cart and confirmed that he was having a heart attack while in ED.  Transported from church to hospital."
	"PFIZER\BIONTECH"	"590"	"Kansas"	"20"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1307663-1"	"1307663-1"	"Per patient: Patient received vaccine around noon on the 12 of March 2021 at Community Church. Patient states about 10 -12 hrs later, began an adverse cardiac event. Patient states the day before he injured his knee at work and went to ED from an injury the day before. At the ED they gave Fentanyl and he got sick and told the nurse that he was experience chest pain. Felt burning or falling asleep sensation in arm and chest. Told the nurse he felt like he was having a heart attack. They came in ED with crash cart and confirmed that he was having a heart attack while in ED.  Transported from church to hospital."
	"PFIZER\BIONTECH"	"590"	"Kansas"	"20"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1307663-1"	"1307663-1"	"Per patient: Patient received vaccine around noon on the 12 of March 2021 at Community Church. Patient states about 10 -12 hrs later, began an adverse cardiac event. Patient states the day before he injured his knee at work and went to ED from an injury the day before. At the ED they gave Fentanyl and he got sick and told the nurse that he was experience chest pain. Felt burning or falling asleep sensation in arm and chest. Told the nurse he felt like he was having a heart attack. They came in ED with crash cart and confirmed that he was having a heart attack while in ED.  Transported from church to hospital."
	"PFIZER\BIONTECH"	"590"	"Kansas"	"20"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"2578802-1"	"2578802-1"	""At 11:40 am, the patient had the injection. Patient had been advised by her allergist to wait in the waiting area of the health department for 1 hour, instead of the usual 15 minutes. Patient made this nurse aware. After the injection was given, patient sat in the immunization room with this nurse and was monitored. At 11:45, patient stood to go into lobby waiting area. Patient stated that she felt fine at this time, no changes were noted by the patient. At 11:55, this nurse went into the lobby to check on the patient. The patient was coloring and stated she felt fine, nothing had changed and she had no concerns. At 12:05, as this nurse was getting ready to check on patient again, the front desk staff came around the corner and notified me that she was beginning to have a reaction. I grabbed a pair of gloves and our epinephrine pen and went into the lobby. The patient's face was flushed, she stated she was beginning to cough, clear her throat more and that it was getting scratchy. She also stated she had developed a headache, felt ""woozy,"" and was beginning to itch.  Patient brought back into the immunization room, a pulse oximeter was put on the patient's pointer finger, 911 was called and patient administered Epinephrine to herself in her right thigh. Patient had a pulse of 76-82 and an oxygen level of 97-98% on room air throughout the event. Patient stated that she felt worse, throat tightening, becoming more scratchy, and more coughing, once she reached the immunization room, which is what prompted me to tell her to administer the Epinephrine.  The local ER was called, I did advise them that I had Benadryl. They advised me to go ahead and give 50 mg of the Benadryl. EMS then arrived and patient was transported to our local ER.""
	"PFIZER\BIONTECH"	"590"	"Kansas"	"20"	"50-59 years"	"50-59"	"Life Threatening"	"LT"	"1463343-1"	"1463343-1"	"I had major chest pain, and was gasping for air to; I had major chest pain, and was gasping for air to; was in Afib; i struggle getting out of bed to feed myself; This is a spontaneous report from a contactable consumer or other non hcp (patient). A 58-year-old male patient received a dose of bnt162b2 (PFIZER-BIONTECH COVID-19 mRNA VACCINE, Solution for injection, Batch/Lot Number: EW0612), via an unspecified route of administration, administered in arm right on 17Apr2021 (at the age of 58-year-old) at dose number unknown as a single dose for COVID-19 immunisation. Medical history included high blood pressure (other medications the patient received within 2 weeks of vaccination: High blood pressure medication). Prior to vaccination, the patient was not diagnosed with COVID-19. Since the vaccination, the patient has not been tested for COVID-19. Patient did not receive any other vaccines within 4 weeks prior to the COVID vaccine. Concomitant medications were not reported. On 17Apr2021 the patient experienced major chest pain, and was gasping for air to, was in afib, the patient struggled to get out of bed to feed himself. Re-ported Event: patient received the vaccine early morning of 17Apr, and carried on his day, that night is when the symptoms came. The 2 symptoms that later sent patient to the hospital a few days later as patient explained. Patient had major chest pain and was gasping for air to breath. It was getting worse then out of nowhere, it stopped. And about 10 minutes later it hit patient again. This was a never-ending cycle all night long back and forth symptoms of intense chest pain and gasping for any air at all. By morning the symptoms had faded away. Carried on patient day when night came, they symptoms where back, not near intense as the night before, but still severe. This happened for a few more days and then patient went to his Dr, because the breathing was a major problem. Patient went to the Dr and she sent patient to the ER instantly. They ER said patient was in Afib and never had this or any history in the family. This has changed patient life, patient carrier. To this day patient struggle getting out of bed to feed himself. Adverse event result in Doctor or other healthcare professional office/clinic visit, Emergency room/department or urgent care, Hospitalization, Life threatening illness (immediate risk of death from the event), Disability or permanent damage. Patient was hospitalised for one day. The clinical outcome of the events was not resolved.  Follow up attempts are possible. Further information is expected."
	"PFIZER\BIONTECH"	"590"	"Kansas"	"20"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1463343-1"	"1463343-1"	"I had major chest pain, and was gasping for air to; I had major chest pain, and was gasping for air to; was in Afib; i struggle getting out of bed to feed myself; This is a spontaneous report from a contactable consumer or other non hcp (patient). A 58-year-old male patient received a dose of bnt162b2 (PFIZER-BIONTECH COVID-19 mRNA VACCINE, Solution for injection, Batch/Lot Number: EW0612), via an unspecified route of administration, administered in arm right on 17Apr2021 (at the age of 58-year-old) at dose number unknown as a single dose for COVID-19 immunisation. Medical history included high blood pressure (other medications the patient received within 2 weeks of vaccination: High blood pressure medication). Prior to vaccination, the patient was not diagnosed with COVID-19. Since the vaccination, the patient has not been tested for COVID-19. Patient did not receive any other vaccines within 4 weeks prior to the COVID vaccine. Concomitant medications were not reported. On 17Apr2021 the patient experienced major chest pain, and was gasping for air to, was in afib, the patient struggled to get out of bed to feed himself. Re-ported Event: patient received the vaccine early morning of 17Apr, and carried on his day, that night is when the symptoms came. The 2 symptoms that later sent patient to the hospital a few days later as patient explained. Patient had major chest pain and was gasping for air to breath. It was getting worse then out of nowhere, it stopped. And about 10 minutes later it hit patient again. This was a never-ending cycle all night long back and forth symptoms of intense chest pain and gasping for any air at all. By morning the symptoms had faded away. Carried on patient day when night came, they symptoms where back, not near intense as the night before, but still severe. This happened for a few more days and then patient went to his Dr, because the breathing was a major problem. Patient went to the Dr and she sent patient to the ER instantly. They ER said patient was in Afib and never had this or any history in the family. This has changed patient life, patient carrier. To this day patient struggle getting out of bed to feed himself. Adverse event result in Doctor or other healthcare professional office/clinic visit, Emergency room/department or urgent care, Hospitalization, Life threatening illness (immediate risk of death from the event), Disability or permanent damage. Patient was hospitalised for one day. The clinical outcome of the events was not resolved.  Follow up attempts are possible. Further information is expected."
	"PFIZER\BIONTECH"	"590"	"Kansas"	"20"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1735092-1"	"1735092-1"	"Right arm became sore, over time it got worse, eventually freezing, pain excessive, impacting ability to use the right arm, to the point it impacted work, and having to eventually take off on medical leave to obtain treatment for the issues.  Other issues are an increase in a reaction to water/showers or baths, resulting in blisters on hands and feet developing after exposures."
	"PFIZER\BIONTECH"	"590"	"Kansas"	"20"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1463343-1"	"1463343-1"	"I had major chest pain, and was gasping for air to; I had major chest pain, and was gasping for air to; was in Afib; i struggle getting out of bed to feed myself; This is a spontaneous report from a contactable consumer or other non hcp (patient). A 58-year-old male patient received a dose of bnt162b2 (PFIZER-BIONTECH COVID-19 mRNA VACCINE, Solution for injection, Batch/Lot Number: EW0612), via an unspecified route of administration, administered in arm right on 17Apr2021 (at the age of 58-year-old) at dose number unknown as a single dose for COVID-19 immunisation. Medical history included high blood pressure (other medications the patient received within 2 weeks of vaccination: High blood pressure medication). Prior to vaccination, the patient was not diagnosed with COVID-19. Since the vaccination, the patient has not been tested for COVID-19. Patient did not receive any other vaccines within 4 weeks prior to the COVID vaccine. Concomitant medications were not reported. On 17Apr2021 the patient experienced major chest pain, and was gasping for air to, was in afib, the patient struggled to get out of bed to feed himself. Re-ported Event: patient received the vaccine early morning of 17Apr, and carried on his day, that night is when the symptoms came. The 2 symptoms that later sent patient to the hospital a few days later as patient explained. Patient had major chest pain and was gasping for air to breath. It was getting worse then out of nowhere, it stopped. And about 10 minutes later it hit patient again. This was a never-ending cycle all night long back and forth symptoms of intense chest pain and gasping for any air at all. By morning the symptoms had faded away. Carried on patient day when night came, they symptoms where back, not near intense as the night before, but still severe. This happened for a few more days and then patient went to his Dr, because the breathing was a major problem. Patient went to the Dr and she sent patient to the ER instantly. They ER said patient was in Afib and never had this or any history in the family. This has changed patient life, patient carrier. To this day patient struggle getting out of bed to feed himself. Adverse event result in Doctor or other healthcare professional office/clinic visit, Emergency room/department or urgent care, Hospitalization, Life threatening illness (immediate risk of death from the event), Disability or permanent damage. Patient was hospitalised for one day. The clinical outcome of the events was not resolved.  Follow up attempts are possible. Further information is expected."
	"PFIZER\BIONTECH"	"590"	"Kansas"	"20"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1463343-1"	"1463343-1"	"I had major chest pain, and was gasping for air to; I had major chest pain, and was gasping for air to; was in Afib; i struggle getting out of bed to feed myself; This is a spontaneous report from a contactable consumer or other non hcp (patient). A 58-year-old male patient received a dose of bnt162b2 (PFIZER-BIONTECH COVID-19 mRNA VACCINE, Solution for injection, Batch/Lot Number: EW0612), via an unspecified route of administration, administered in arm right on 17Apr2021 (at the age of 58-year-old) at dose number unknown as a single dose for COVID-19 immunisation. Medical history included high blood pressure (other medications the patient received within 2 weeks of vaccination: High blood pressure medication). Prior to vaccination, the patient was not diagnosed with COVID-19. Since the vaccination, the patient has not been tested for COVID-19. Patient did not receive any other vaccines within 4 weeks prior to the COVID vaccine. Concomitant medications were not reported. On 17Apr2021 the patient experienced major chest pain, and was gasping for air to, was in afib, the patient struggled to get out of bed to feed himself. Re-ported Event: patient received the vaccine early morning of 17Apr, and carried on his day, that night is when the symptoms came. The 2 symptoms that later sent patient to the hospital a few days later as patient explained. Patient had major chest pain and was gasping for air to breath. It was getting worse then out of nowhere, it stopped. And about 10 minutes later it hit patient again. This was a never-ending cycle all night long back and forth symptoms of intense chest pain and gasping for any air at all. By morning the symptoms had faded away. Carried on patient day when night came, they symptoms where back, not near intense as the night before, but still severe. This happened for a few more days and then patient went to his Dr, because the breathing was a major problem. Patient went to the Dr and she sent patient to the ER instantly. They ER said patient was in Afib and never had this or any history in the family. This has changed patient life, patient carrier. To this day patient struggle getting out of bed to feed himself. Adverse event result in Doctor or other healthcare professional office/clinic visit, Emergency room/department or urgent care, Hospitalization, Life threatening illness (immediate risk of death from the event), Disability or permanent damage. Patient was hospitalised for one day. The clinical outcome of the events was not resolved.  Follow up attempts are possible. Further information is expected."
	"PFIZER\BIONTECH"	"590"	"Kansas"	"20"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1069815-1"	"1069815-1"	""Almost immediately after vaccination patient started feeling poorly. Lightheaded, dizzy, ""just felt weird"".   Able to drive home but continued to worsen, looking back should not have driven but was not thinking clearly.   Feeling terrible once home, throwing up violently,  Within an hour of injection started hallucenating, making strange uncontollable noises, ""lost touch with reality"", reports not being able to move.   Wife called 911 and they arrived within 15-20 minutes. Wife reported to EMS that patient had just been vaccinated. EMS administered epinephrine and IV Benadryl.  Transported patient to hospital""
	"PFIZER\BIONTECH"	"590"	"Kansas"	"20"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1106430-1"	"1106430-1"	"Phone call from husband on 3/12/21 at 2:43 pm that after leaving the Health Department around 12:20 pm they drove to restaurant and his wife ate lunch.  They drove home and she was resting in living room and he found her at 1:30 pm unresponsive.  He called ambulance and she was transported to the emergency department at Center.   He reported that the doctor was running tests and he would let me know what they find out.   3/16/21 3:45 pm phone call to, husband and he said patient was sent by flight for life to Center on 3/12/21.  He reports that it was determined she had a seizure and then had another in the emergency department and was intubated due to low oxygen levels."
	"PFIZER\BIONTECH"	"590"	"Kansas"	"20"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1999758-1"	"1999758-1"	"On the night that patient received her first dose of the Pfizer Covid vaccine, she had a fever and hallucinations. When she received the second dose, she took ibuprofen preemptively and didn't have any symptoms. Over the next month, she started showing signs of prodromal psychosis and cognitive impairment, particularly with numbers. She started expressing delusional fears. In mid-June, she had a psychotic break. She was hospitalized for 16 days in June, and was released in early July. She was improving steadily and then she received the Pfizer booster on Oct. 3rd. For the next two days, she seemed dazed and out of sorts. Afterwards, she quickly slipped back into psychosis which is still ongoing. She had no prior history of mental illness or dementia, and our family has no history of dementia, living to their mid-90s and staying mentally sharp."
	"PFIZER\BIONTECH"	"590"	"Kansas"	"20"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1106430-1"	"1106430-1"	"Phone call from husband on 3/12/21 at 2:43 pm that after leaving the Health Department around 12:20 pm they drove to restaurant and his wife ate lunch.  They drove home and she was resting in living room and he found her at 1:30 pm unresponsive.  He called ambulance and she was transported to the emergency department at Center.   He reported that the doctor was running tests and he would let me know what they find out.   3/16/21 3:45 pm phone call to, husband and he said patient was sent by flight for life to Center on 3/12/21.  He reports that it was determined she had a seizure and then had another in the emergency department and was intubated due to low oxygen levels."
	"PFIZER\BIONTECH"	"590"	"Kansas"	"20"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1999758-1"	"1999758-1"	"On the night that patient received her first dose of the Pfizer Covid vaccine, she had a fever and hallucinations. When she received the second dose, she took ibuprofen preemptively and didn't have any symptoms. Over the next month, she started showing signs of prodromal psychosis and cognitive impairment, particularly with numbers. She started expressing delusional fears. In mid-June, she had a psychotic break. She was hospitalized for 16 days in June, and was released in early July. She was improving steadily and then she received the Pfizer booster on Oct. 3rd. For the next two days, she seemed dazed and out of sorts. Afterwards, she quickly slipped back into psychosis which is still ongoing. She had no prior history of mental illness or dementia, and our family has no history of dementia, living to their mid-90s and staying mentally sharp."
	"PFIZER\BIONTECH"	"590"	"Kansas"	"20"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1069815-1"	"1069815-1"	""Almost immediately after vaccination patient started feeling poorly. Lightheaded, dizzy, ""just felt weird"".   Able to drive home but continued to worsen, looking back should not have driven but was not thinking clearly.   Feeling terrible once home, throwing up violently,  Within an hour of injection started hallucenating, making strange uncontollable noises, ""lost touch with reality"", reports not being able to move.   Wife called 911 and they arrived within 15-20 minutes. Wife reported to EMS that patient had just been vaccinated. EMS administered epinephrine and IV Benadryl.  Transported patient to hospital""
	"PFIZER\BIONTECH"	"590"	"Kansas"	"20"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1999758-1"	"1999758-1"	"On the night that patient received her first dose of the Pfizer Covid vaccine, she had a fever and hallucinations. When she received the second dose, she took ibuprofen preemptively and didn't have any symptoms. Over the next month, she started showing signs of prodromal psychosis and cognitive impairment, particularly with numbers. She started expressing delusional fears. In mid-June, she had a psychotic break. She was hospitalized for 16 days in June, and was released in early July. She was improving steadily and then she received the Pfizer booster on Oct. 3rd. For the next two days, she seemed dazed and out of sorts. Afterwards, she quickly slipped back into psychosis which is still ongoing. She had no prior history of mental illness or dementia, and our family has no history of dementia, living to their mid-90s and staying mentally sharp."
	"PFIZER\BIONTECH"	"590"	"Maine"	"23"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"1263079-1"	"1263079-1"	""Within 10 minutes of receiving her vaccine she developed dry mouth, nausea, lightheadedness, shakiness, and then a tightness in her throat associated with ""gagging.""""
	"PFIZER\BIONTECH"	"590"	"Maine"	"23"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1263079-1"	"1263079-1"	""Within 10 minutes of receiving her vaccine she developed dry mouth, nausea, lightheadedness, shakiness, and then a tightness in her throat associated with ""gagging.""""
	"PFIZER\BIONTECH"	"590"	"Maryland"	"24"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"1518314-1"	"1518314-1"	"dizzy; a fast heart rate; Dose Number:1/ Date of start of drug: 02May2021 / Dose Number:2/ Date of start of drug: 16May2021; This is a spontaneous report from a contactable consumer (patient). A 31-years-old female patient received BNT162B2 (PFIZER-BIONTECH COVID-19 VACCINE), dose 2 via an unspecified route of administration, administered in Arm Left on 16May2021 12:30 (Batch/Lot Number: Ew0171) at age of 31-years-old as single dose for COVID-19 immunisation. Medical history included known allergies: sulfa drug and have allergic reaction to some foods nothing life treating, both from an unknown date and unknown if ongoing. Concomitant medication included omeprazole. Historical Vaccine included BNT162B2 (PFIZER-BIONTECH COVID-19 VACCINE), dose 1 administered in Arm Left on 02May2021 12:30 (Batch/Lot Number: Ew0185) at age of 31-years-old for COVID-19 immunisation. Patient was not pregnant. Facility type vaccine was Clinic/ facility. No other vaccine in four weeks. The patient experienced dizzy and a fast heart rate on 22May2021 22:00 with outcome of not recovered. Clinical course reported as follow: Patient was very dizzy 5 days after and several times she got very dizzy over the last month and now she has been having a fast heart rate for about 3 weeks. She is having tests done now. AE resulted in Doctor or other healthcare professional office/clinic visit, Life threatening illness (immediate risk of death from the event). Patient is being tested now to receive treatment. No COVID prior vaccination. No COVID tested post vaccination."
	"PFIZER\BIONTECH"	"590"	"Maryland"	"24"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"2533196-1"	"2533196-1"	"I got my vaccine and later that night I started having a fever of 103 with medication. This lasted for the about 18 hours. In March it started with belly pain and tingling and numbness in my feet. I had an ANA blood work. It was medication induced based off the results. I went to see a GI specialist and a rheumatologist and my primary. There was no direct connection to confirm or deny. I am very hesitant to get another vaccine based off my experience."
	"PFIZER\BIONTECH"	"590"	"Maryland"	"24"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"0954720-1"	"0954720-1"	"1/16/21, Covid vaccine injection at 12:09 PM Minute 1: dizzy and light headed (like drinking a beer on an empty stomach) Minute 10: Nausea Minutes 23-25: Neck tightness (like doing unsupported crunches and holding my head up) Minute 27: Inability to swallow and inability to speak EMS on site administered EpiPen auto-injection to left thigh, immediate improvement in symptoms Transport to hospital via ambulance Hospital monitored me for several hours and discharged same day"
	"PFIZER\BIONTECH"	"590"	"Maryland"	"24"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"2305269-1"	"2305269-1"	"I got serious calf pain and racing heart beat directly following the vaccine. My heart was beating over 100 beats per minute and did not stop until I was diagnosed with Graves disease and treated."
	"PFIZER\BIONTECH"	"590"	"Maryland"	"24"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"0954720-1"	"0954720-1"	"1/16/21, Covid vaccine injection at 12:09 PM Minute 1: dizzy and light headed (like drinking a beer on an empty stomach) Minute 10: Nausea Minutes 23-25: Neck tightness (like doing unsupported crunches and holding my head up) Minute 27: Inability to swallow and inability to speak EMS on site administered EpiPen auto-injection to left thigh, immediate improvement in symptoms Transport to hospital via ambulance Hospital monitored me for several hours and discharged same day"
	"PFIZER\BIONTECH"	"590"	"Maryland"	"24"	"50-59 years"	"50-59"	"Life Threatening"	"LT"	"1176346-1"	"1176346-1"	"after 3-4 hrs bit my tongue, blood pressure escalate extremely high"
	"PFIZER\BIONTECH"	"590"	"Maryland"	"24"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1223353-1"	"1223353-1"	"20 minutes after the vaccine my muscles started to become weak and painful. Throughout that day the pain, muscle weakness, fatigue, lethargy increased then the next morning I was not able to function. This NEVER went away. The pain in every muscle and joint has been so severe and debilitating as well as the fatigue and lethargy. It has been 7 weeks and I am still suffering severely. I have been on high doses of Ibuprofen first(by my doctor) and then high doses of Prednisone by my doctor which I have not been able to come off of. The pain is in all four extremities, shoulders, low back, and hips and is a joint pain, muscle pain, and a severe burning pain. I continue to be lethargic and fatigued unable to get through my work day and needing to lie down often. I was a very fit, active person and now cannot do any activities due to the pain and lethargy. My joints will also give out when I walk including my hips, knees, and ankles. There is numbness and tingling in my extremities, but more in the right arm and right leg. It will feel like there is a tourniquet around them cutting off all circulation."
	"PFIZER\BIONTECH"	"590"	"Maryland"	"24"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1176346-1"	"1176346-1"	"after 3-4 hrs bit my tongue, blood pressure escalate extremely high"
	"PFIZER\BIONTECH"	"590"	"Maryland"	"24"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1362508-1"	"1362508-1"	"On 5/5/21, about 7 hours after her second Pfizer COVID vaccine, pt developed R sided visual distortion in both eyes, associated with headache.  Pt was seen on 5/7/21,  Ophtho exam was negative.  MRI brain with MRV done showed a 10 mm bright lesion in the L corpus callosum with possible swelling as well as nonspecific white matter disease.  Pt was sent to ED, left prior to evaluation and returned the next day.  Seen by Neurologist in ED who recommended inpt evaluation.  Pt did not wish admission and left. Outpatient Neurologist evaluation was unable to be scheduled in a timely matter, so pt went to another ED on 5/13/21 and had evaluation including LP.  Working ddx included MS/ischemic stroke, SLE.  Started on ASA and statin. Pt has had outpatient Neurology and Rheumatology followups, planned for Neuro-Ophthlamologist consultation. R visual distortion was improving but still present at her 5/21/21 followup with me."
	"PFIZER\BIONTECH"	"590"	"Maryland"	"24"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1176346-1"	"1176346-1"	"after 3-4 hrs bit my tongue, blood pressure escalate extremely high"
	"PFIZER\BIONTECH"	"590"	"Maryland"	"24"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1362508-1"	"1362508-1"	"On 5/5/21, about 7 hours after her second Pfizer COVID vaccine, pt developed R sided visual distortion in both eyes, associated with headache.  Pt was seen on 5/7/21,  Ophtho exam was negative.  MRI brain with MRV done showed a 10 mm bright lesion in the L corpus callosum with possible swelling as well as nonspecific white matter disease.  Pt was sent to ED, left prior to evaluation and returned the next day.  Seen by Neurologist in ED who recommended inpt evaluation.  Pt did not wish admission and left. Outpatient Neurologist evaluation was unable to be scheduled in a timely matter, so pt went to another ED on 5/13/21 and had evaluation including LP.  Working ddx included MS/ischemic stroke, SLE.  Started on ASA and statin. Pt has had outpatient Neurology and Rheumatology followups, planned for Neuro-Ophthlamologist consultation. R visual distortion was improving but still present at her 5/21/21 followup with me."
	"PFIZER\BIONTECH"	"590"	"Maryland"	"24"	"60-64 years"	"60-64"	"Life Threatening"	"LT"	"1218580-1"	"1218580-1"	"heart pain and elevated heart rate"
	"PFIZER\BIONTECH"	"590"	"Maryland"	"24"	"60-64 years"	"60-64"	"Hospitalized"	"H"	"1218580-1"	"1218580-1"	"heart pain and elevated heart rate"
	"PFIZER\BIONTECH"	"590"	"Maryland"	"24"	"60-64 years"	"60-64"	"Emergency Room *"	"ER"	"1218580-1"	"1218580-1"	"heart pain and elevated heart rate"
	"PFIZER\BIONTECH"	"590"	"Maryland"	"24"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1833080-1"	"1833080-1"	"In December 2020, my CT scan showed no cancer - as did the CT scans for the previous 3 1/2 years.  In May 2021, my CT scan showed the cancer returned.  Is there a correlation?"
	"PFIZER\BIONTECH"	"590"	"Massachusetts"	"25"	"40-49 years"	"40-49"	"Death"	"DTH"	"1628279-1"	"1628279-1"	"Death 4-12 hours after 1st dose administered on 7/26/21. Body discovered on 7/28/21 at approximately 9:30 am"
	"PFIZER\BIONTECH"	"590"	"Massachusetts"	"25"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"1106350-1"	"1106350-1"	"First dizziness and nausea; First dizziness and nausea; Then itching; Then tongue swelling/throat closing; throat closing; This is a spontaneous report from a contactable consumer (Patient herself). A 46-Year-Old non-pregnant female patient received first dose of BNT162B2 (PFIZER-BIONTECH COVID-19 VACCINE, Solution for injection, lot number: EL9266), via an unspecified route of administration at Left arm on 16Feb2021 17:45 (at age of 46 years old) at single dose for COVID-19 immunisation. Relevant medical history included: Athsma-lasting trouble breathing after allergic reaction, Ehlers-Danlos Syndrome, PCOS (Polycystic ovarian syndrome), Hypothyroid. Known allergies was Cashews, pistachios, cat dander. The patient's concomitant medications were not reported. No other vaccine in four weeks. No COVID prior vaccination. COVID tested post vaccination. The patient experienced first dizziness and nausea Then itching Then tongue swelling/throat closing, all Adverse events started on 16Feb2021 17:45. AE resulted in Doctor or other healthcare professional office/clinic visit, Emergency room/department or urgent care, Life threatening illness (immediate risk of death from the event). The patient underwent lab tests and procedures which included COVID test type post vaccination was Nasal Swab, COVID test name post vaccination=PCR on 21Feb2021 with result Negative. Treatment (Epipen, IV Benadryl, Pepcid, Prednisone) received for all AE. The outcome of the events was recovered in 2021."
	"PFIZER\BIONTECH"	"590"	"Massachusetts"	"25"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1106350-1"	"1106350-1"	"First dizziness and nausea; First dizziness and nausea; Then itching; Then tongue swelling/throat closing; throat closing; This is a spontaneous report from a contactable consumer (Patient herself). A 46-Year-Old non-pregnant female patient received first dose of BNT162B2 (PFIZER-BIONTECH COVID-19 VACCINE, Solution for injection, lot number: EL9266), via an unspecified route of administration at Left arm on 16Feb2021 17:45 (at age of 46 years old) at single dose for COVID-19 immunisation. Relevant medical history included: Athsma-lasting trouble breathing after allergic reaction, Ehlers-Danlos Syndrome, PCOS (Polycystic ovarian syndrome), Hypothyroid. Known allergies was Cashews, pistachios, cat dander. The patient's concomitant medications were not reported. No other vaccine in four weeks. No COVID prior vaccination. COVID tested post vaccination. The patient experienced first dizziness and nausea Then itching Then tongue swelling/throat closing, all Adverse events started on 16Feb2021 17:45. AE resulted in Doctor or other healthcare professional office/clinic visit, Emergency room/department or urgent care, Life threatening illness (immediate risk of death from the event). The patient underwent lab tests and procedures which included COVID test type post vaccination was Nasal Swab, COVID test name post vaccination=PCR on 21Feb2021 with result Negative. Treatment (Epipen, IV Benadryl, Pepcid, Prednisone) received for all AE. The outcome of the events was recovered in 2021."
	"PFIZER\BIONTECH"	"590"	"Massachusetts"	"25"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"2273693-1"	"2273693-1"	"Shot # 1:  SICK FOR 6 WEEKS -  debilitating fatigue, pins & needles, stinging/burning jolts of head pain, gastro distress, respiratory problems, trouble swallowing.  Shot #2:  Fatigue for 6 days.  Two weeks post shot:  severe swallowing, chewing and speech impairment -- followed by  DIAGNOSIS OF MYASTHENIA GRAVIS."
	"PFIZER\BIONTECH"	"590"	"Massachusetts"	"25"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1169264-1"	"1169264-1"	"Approx. 5 min after receiving vaccine, patient lost consciousness, fell out of the chair and hit his head.  Patient was moved to a stretcher and regained consciousness, was able to say where he was.  HR and BP were low, patient given apple juice and water.  When EMS arrived they gave additional fluid and patient was transferred. Patient was admitted to cardiology for observation,  Cardiology diagnosed patient with syncopal episode 2/2 vasovagal reaction.   Patient has history of vasovagal syncope related to needles."
	"PFIZER\BIONTECH"	"590"	"Michigan"	"26"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"1185508-1"	"1185508-1"	"Received vaccine at Covid-19 pop-up clinic on 4/5/21 at 2:30pm. Was fine during the vaccine administration. Waited 30 minutes after vaccination and left the clinic and felt fine. About 15-30 minutes later she was driving around running errands and was drinking water in the car and she noticed that it was becoming hard to swallow. Felt dizzy and disoriented and called her allergist. She carries epi pen because she gets allergy shots due to dog and cat allergies. Epi pen is for potential reaction to allergy shot. Allergist advised her to call EMS. She called EMS and they told her to administer the epi pen. She administered epi pen and began to feel symptoms improve. EMS arrived and she felt better and was not transported to the hospital. She drove herself home and was fine the rest of the day. She also had a topical reaction to the band-aid on her arm, with blisters and ripping off her skin. She generally has allergy issues with adhesives."
	"PFIZER\BIONTECH"	"590"	"Michigan"	"26"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"2074730-1"	"2074730-1"	"After the second dose I noticed that all my lymph nodes got larger and became very painful. I also developed very small bumps on my shoulders that extended down my arm. The specific lymph nodes of concern include a very large one in my left armpit. Two very unusual ones on the left side of my neck above my collarbone. Three very large ones on my stomach. Two along my waistline and 5 large ones on the left side of my back above my kidney. My whole body became very inflamed and I started to gain weight. I became very lethargic and my blood pressure went very high. I was put on a high dose of blood pressure medication. I have always been very athletic and worked out at least once a day. I normally run at least a couple miles every day but after the vaccines I realized that I was to tired to work out or run at all. I started having breathing problems and was wheezing when I breath. My throat felt very tight and I had to try very hard to take normal breaths. I went to the emergency room numerous times for this and they did many tests and labs and images and said everything was normal and sent me home each time. On a daily basis I would develop a blotchy rash on the lower part of my face that extended down my neck onto my shoulders and chest. My throat would swell up and make it very difficult to breath until it went away. I had a lot of trouble sleeping because I would wake up gasping for air 15-20 times a night. My whole body became inflamed and I was constantly in a state of pain. A month or so after the second dose all of my joints started to ache. My shoulders were the worst. They hurt so bad I was not able to use my arms at all some days. I felt constant throbbing sharp pain in both shoulders and pain in all my joints. This went on for about 4-5 months. I began to have random outbreaks of hives on my face and neck. My eyes would become red and swell shut and my throat would swell up so bad I would be gasping for air. I would have chest pains regularly at random. Sometimes I would experience vertigo. I realized that my memory was getting very, very bad and I was having trouble processing thoughts or even putting words together at times."
	"PFIZER\BIONTECH"	"590"	"Michigan"	"26"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"2074730-1"	"2074730-1"	"After the second dose I noticed that all my lymph nodes got larger and became very painful. I also developed very small bumps on my shoulders that extended down my arm. The specific lymph nodes of concern include a very large one in my left armpit. Two very unusual ones on the left side of my neck above my collarbone. Three very large ones on my stomach. Two along my waistline and 5 large ones on the left side of my back above my kidney. My whole body became very inflamed and I started to gain weight. I became very lethargic and my blood pressure went very high. I was put on a high dose of blood pressure medication. I have always been very athletic and worked out at least once a day. I normally run at least a couple miles every day but after the vaccines I realized that I was to tired to work out or run at all. I started having breathing problems and was wheezing when I breath. My throat felt very tight and I had to try very hard to take normal breaths. I went to the emergency room numerous times for this and they did many tests and labs and images and said everything was normal and sent me home each time. On a daily basis I would develop a blotchy rash on the lower part of my face that extended down my neck onto my shoulders and chest. My throat would swell up and make it very difficult to breath until it went away. I had a lot of trouble sleeping because I would wake up gasping for air 15-20 times a night. My whole body became inflamed and I was constantly in a state of pain. A month or so after the second dose all of my joints started to ache. My shoulders were the worst. They hurt so bad I was not able to use my arms at all some days. I felt constant throbbing sharp pain in both shoulders and pain in all my joints. This went on for about 4-5 months. I began to have random outbreaks of hives on my face and neck. My eyes would become red and swell shut and my throat would swell up so bad I would be gasping for air. I would have chest pains regularly at random. Sometimes I would experience vertigo. I realized that my memory was getting very, very bad and I was having trouble processing thoughts or even putting words together at times."
	"PFIZER\BIONTECH"	"590"	"Michigan"	"26"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"2074730-1"	"2074730-1"	"After the second dose I noticed that all my lymph nodes got larger and became very painful. I also developed very small bumps on my shoulders that extended down my arm. The specific lymph nodes of concern include a very large one in my left armpit. Two very unusual ones on the left side of my neck above my collarbone. Three very large ones on my stomach. Two along my waistline and 5 large ones on the left side of my back above my kidney. My whole body became very inflamed and I started to gain weight. I became very lethargic and my blood pressure went very high. I was put on a high dose of blood pressure medication. I have always been very athletic and worked out at least once a day. I normally run at least a couple miles every day but after the vaccines I realized that I was to tired to work out or run at all. I started having breathing problems and was wheezing when I breath. My throat felt very tight and I had to try very hard to take normal breaths. I went to the emergency room numerous times for this and they did many tests and labs and images and said everything was normal and sent me home each time. On a daily basis I would develop a blotchy rash on the lower part of my face that extended down my neck onto my shoulders and chest. My throat would swell up and make it very difficult to breath until it went away. I had a lot of trouble sleeping because I would wake up gasping for air 15-20 times a night. My whole body became inflamed and I was constantly in a state of pain. A month or so after the second dose all of my joints started to ache. My shoulders were the worst. They hurt so bad I was not able to use my arms at all some days. I felt constant throbbing sharp pain in both shoulders and pain in all my joints. This went on for about 4-5 months. I began to have random outbreaks of hives on my face and neck. My eyes would become red and swell shut and my throat would swell up so bad I would be gasping for air. I would have chest pains regularly at random. Sometimes I would experience vertigo. I realized that my memory was getting very, very bad and I was having trouble processing thoughts or even putting words together at times."
	"PFIZER\BIONTECH"	"590"	"Michigan"	"26"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"1108097-1"	"1108097-1"	""Pt's significant other called nurse triage line on 3/14, stated that patient had not been eating since his second dose of the COVID vaccine and was having severe abdominal pain and was ""doubled over in a fetal position and sweating profusely."" Triage advised them to call EMS. Patient presented at the emergency department an hour later, was diagnosed with acute appendicitis, and was admitted to general surgery. Laparoscopic appendectomy was completed on 3/14 with successful removal of ""acute gangrenous, perforated appendix"" and patient was discharged home the same day with no complications.""
	"PFIZER\BIONTECH"	"590"	"Michigan"	"26"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1218376-1"	"1218376-1"	"Bell?s palsy, numbness, headache"
	"PFIZER\BIONTECH"	"590"	"Michigan"	"26"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1919243-1"	"1919243-1"	"I did not have a severe reaction from either one of the shots.But with that said  I was quite miserable for about two days with the second shot. I have been extremely fatigued to the point where I cannot even get up for longer than about an hour a few times a day and walk around. I lost complete strength in my arms and legs, my brain seems to be misfiring. I can?t remember things I have a loss of smell that has not come back it seems to come and go. Rest and sleep does not help The chronic fatigue. I have also noticed an Extreme change in equilibrium and balance. The shoulder I got the injection in has felt like it has been dislocated, no matter how hard I try to stretch it out or to try to put it back into place it seems to be permanently dislocated. I had almost all of these symptoms before the vaccine but not to this extreme. I am almost unable to do anything at this point. I just want to know if there are others besides me that have the same symptoms in condition that I am suffering from I just want to know if this is normal for people that have had the pre-existing conditions that I have and if anybody else is out there experiencing this. I am a single mother of two kids and I can?t seem to get life back on a normal level, enough to function."
	"PFIZER\BIONTECH"	"590"	"Michigan"	"26"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"0961281-1"	"0961281-1"	"near syncope; Sinus Tachycardia; Hypothyroidism; tested positive for Covid 19; tested positive for Covid 19; lost weight; No sense of taste or smell; No sense of taste or smell; losing hair; heart rate started increasing; high blood pressure; Increased cough; Sleepy; tired; Headache; This is a spontaneous report from a contactable other healthcare professional (patient) through the Medical Information Team and Pfizer-sponsored program Pfizer First Connect. A 44-year-old female patient received BNT162B2 (PFIZER-BIONTECH COVID-19 VACCINE; lot number: EL0140), intramuscularly on the arm on 19Dec2020 11:15 at a single dose for COVID-19 immunization. Medical history included tachycardia and stroke from 2019 and diabetes mellitus diagnosed in summer of 2020 and ongoing. Family medical history included father had type 2 diabetes. Concomitant medication included metformin hydrochloride, sitagliptin (JANUMET) for diabetes. The patient previously took regular flu shot and had body aches; it did not happen at the year of report but in years past she did have it. The patient took the COVID vaccine for precaution as she was a healthcare worker/paramedic and stated there was no prescriber. She received the vaccination at a health department facility, not a military facility. She had no previous immunizations and no additional vaccines were administered on the same date as COVID-19 vaccine. The patient received her first dose of COVID-19 vaccine on 19Dec2020 and after nine days, she tested positive for COVID-19 on 30Dec2020 and had an inpatient hospital stay. She mentioned she was so happy that she did not have any symptoms for those days. She stated that she got the shot on the 19th and later that evening was when she started having symptoms. She tried to sleep and it woke her up, she felt sleepy, tired and experienced headache on 19Dec2020 20:00 to 21:00. On 28Dec2020 23:00, she had an increased cough. She initially had increased cough from wearing mask and was having post nasal drip, then she got wet cough and that was when she decided to get tested. She went back and forth on dates; stated she was confused with the dates because of being in the hospital, it had been a while and the dates were all meshing in together. Her specimen was collected and they did the test on 29Dec2020 then found out that she tested positive for COVID virus with a COVID test nasal swab on 30Dec2020 17:30. She mentioned she lost weight after she got COVID, had no sense of taste or smell on unspecified dates. She did not know if it was related to her thyroid but she started losing hair and her heart rate started increasing on Monday, so they took her off all her meds and said the COVID was doing crazy things to the body. She had to go on Carvedilol for the sinus tachycardia and had high blood pressure now. This was all new after she tested positive. She has had bouts of tachycardia before and did have a heart monitor as she had a stroke last year. So those have never been persistent or symptomatic. If she did have a high heart rate, it always went down. This one was symptomatic. She did fine the whole week after the shot, just had that little bit of sleepiness, was tired, and had a headache. The patient reported near syncope with sinus tachycardia due to COVID-19 and hypothyroidism on 08Jan2021 14:30 to 15:00, which required hospitalization from 08Jan2021 to 10Jan2021 (2 days). ER or physician's office was required. She never went to the ER for the vaccination, it was just for the near syncope with sinus tachycardia due to COVID-19 and hypothyroidism that she went and was then admitted to hospital. She just got out of the hospital the day before report (10Jan2021), was there for two days and was still recovering. She was supposed to receive her second vaccination on the day of report however her doctor did not know if she should get the second dose due to double antibodies. She did not ask if she still had the virus or it went away. She has not been to work in two weeks. Outcome of the events tested positive for COVID virus was not recovered; near syncope with sinus tachycardia due to COVID-19 and hypothyroidism was recovered with sequel; sleepy, tired and headache was recovering; while the remaining events was unknown.; Sender's Comments: A possible contributory effect of suspect BNT162B2 on reported events cannot be excluded.  The impact of this report on the benefit/risk profile of the Pfizer product is evaluated as part of Pfizer procedures for safety evaluation, including the review and analysis of aggregate data for adverse events. Any safety concern identified as part of this review, as well as any appropriate action in response, will be promptly notified to regulatory authorities, Ethics Committees, and Investigators, as appropriate."
	"PFIZER\BIONTECH"	"590"	"Michigan"	"26"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1281958-1"	"1281958-1"	"Arm went numb within and hr.  Resulted in multiple neurological symptoms .  Face numbness, leg weakness and numbness."
	"PFIZER\BIONTECH"	"590"	"Michigan"	"26"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"0961281-1"	"0961281-1"	"near syncope; Sinus Tachycardia; Hypothyroidism; tested positive for Covid 19; tested positive for Covid 19; lost weight; No sense of taste or smell; No sense of taste or smell; losing hair; heart rate started increasing; high blood pressure; Increased cough; Sleepy; tired; Headache; This is a spontaneous report from a contactable other healthcare professional (patient) through the Medical Information Team and Pfizer-sponsored program Pfizer First Connect. A 44-year-old female patient received BNT162B2 (PFIZER-BIONTECH COVID-19 VACCINE; lot number: EL0140), intramuscularly on the arm on 19Dec2020 11:15 at a single dose for COVID-19 immunization. Medical history included tachycardia and stroke from 2019 and diabetes mellitus diagnosed in summer of 2020 and ongoing. Family medical history included father had type 2 diabetes. Concomitant medication included metformin hydrochloride, sitagliptin (JANUMET) for diabetes. The patient previously took regular flu shot and had body aches; it did not happen at the year of report but in years past she did have it. The patient took the COVID vaccine for precaution as she was a healthcare worker/paramedic and stated there was no prescriber. She received the vaccination at a health department facility, not a military facility. She had no previous immunizations and no additional vaccines were administered on the same date as COVID-19 vaccine. The patient received her first dose of COVID-19 vaccine on 19Dec2020 and after nine days, she tested positive for COVID-19 on 30Dec2020 and had an inpatient hospital stay. She mentioned she was so happy that she did not have any symptoms for those days. She stated that she got the shot on the 19th and later that evening was when she started having symptoms. She tried to sleep and it woke her up, she felt sleepy, tired and experienced headache on 19Dec2020 20:00 to 21:00. On 28Dec2020 23:00, she had an increased cough. She initially had increased cough from wearing mask and was having post nasal drip, then she got wet cough and that was when she decided to get tested. She went back and forth on dates; stated she was confused with the dates because of being in the hospital, it had been a while and the dates were all meshing in together. Her specimen was collected and they did the test on 29Dec2020 then found out that she tested positive for COVID virus with a COVID test nasal swab on 30Dec2020 17:30. She mentioned she lost weight after she got COVID, had no sense of taste or smell on unspecified dates. She did not know if it was related to her thyroid but she started losing hair and her heart rate started increasing on Monday, so they took her off all her meds and said the COVID was doing crazy things to the body. She had to go on Carvedilol for the sinus tachycardia and had high blood pressure now. This was all new after she tested positive. She has had bouts of tachycardia before and did have a heart monitor as she had a stroke last year. So those have never been persistent or symptomatic. If she did have a high heart rate, it always went down. This one was symptomatic. She did fine the whole week after the shot, just had that little bit of sleepiness, was tired, and had a headache. The patient reported near syncope with sinus tachycardia due to COVID-19 and hypothyroidism on 08Jan2021 14:30 to 15:00, which required hospitalization from 08Jan2021 to 10Jan2021 (2 days). ER or physician's office was required. She never went to the ER for the vaccination, it was just for the near syncope with sinus tachycardia due to COVID-19 and hypothyroidism that she went and was then admitted to hospital. She just got out of the hospital the day before report (10Jan2021), was there for two days and was still recovering. She was supposed to receive her second vaccination on the day of report however her doctor did not know if she should get the second dose due to double antibodies. She did not ask if she still had the virus or it went away. She has not been to work in two weeks. Outcome of the events tested positive for COVID virus was not recovered; near syncope with sinus tachycardia due to COVID-19 and hypothyroidism was recovered with sequel; sleepy, tired and headache was recovering; while the remaining events was unknown.; Sender's Comments: A possible contributory effect of suspect BNT162B2 on reported events cannot be excluded.  The impact of this report on the benefit/risk profile of the Pfizer product is evaluated as part of Pfizer procedures for safety evaluation, including the review and analysis of aggregate data for adverse events. Any safety concern identified as part of this review, as well as any appropriate action in response, will be promptly notified to regulatory authorities, Ethics Committees, and Investigators, as appropriate."
	"PFIZER\BIONTECH"	"590"	"Michigan"	"26"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1108097-1"	"1108097-1"	""Pt's significant other called nurse triage line on 3/14, stated that patient had not been eating since his second dose of the COVID vaccine and was having severe abdominal pain and was ""doubled over in a fetal position and sweating profusely."" Triage advised them to call EMS. Patient presented at the emergency department an hour later, was diagnosed with acute appendicitis, and was admitted to general surgery. Laparoscopic appendectomy was completed on 3/14 with successful removal of ""acute gangrenous, perforated appendix"" and patient was discharged home the same day with no complications.""
	"PFIZER\BIONTECH"	"590"	"Michigan"	"26"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1218376-1"	"1218376-1"	"Bell?s palsy, numbness, headache"
	"PFIZER\BIONTECH"	"590"	"Michigan"	"26"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1281958-1"	"1281958-1"	"Arm went numb within and hr.  Resulted in multiple neurological symptoms .  Face numbness, leg weakness and numbness."
	"PFIZER\BIONTECH"	"590"	"Michigan"	"26"	"50-59 years"	"50-59"	"Life Threatening"	"LT"	"2154823-1"	"2154823-1"	""Patient reported that he was hospitalized for a stroke on the same day vaccination was given. He also reported ""throwing up blood, and passing out"".""
	"PFIZER\BIONTECH"	"590"	"Michigan"	"26"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1147800-1"	"1147800-1"	"Shortly after receiving the injection my arm went ice cold all the way to my fingers and warmed up again quickly. On the way home (about an hour later) I noticed numbness and tingling in my hand and that has continued since (11 days as of this report). My upper arm muscle was sore later that evening and by the next day the pain in my upper arm was extreme. I couldn't move my arm without extreme pain. I took some tylenol late in the day and that did help cut down on some of the pain. I also put an ice pack on my upper arm but it didn't help. The pain wasn't as bad the next (3rd) day but it's still significant enough for me to restrict activity with it. There is also a burning sensation off and on as well as itching deep in my arm. My upper arm has also felt like there is a tight band around it (since day 2) although the muscles themselves don't feel like there's any tightness or knots. I took ibuprofen on day 10 and it helped a little but not a whole lot. At this point I also have what feels like swelling or tenderness under my arm near the armpit area. The pain, burning and itching in my upper arm continues as well as the numbness, tingling and pins all up and down my arm to my hand and fingers."
	"PFIZER\BIONTECH"	"590"	"Michigan"	"26"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1963341-1"	"1963341-1"	"20 minutes after receiving shot I was driving home and became light headed and dizzy, felt like I wanted to faint, difficulty taking a deep breath, nauseated, shaky and heart rate was 125. Chewed a Claritin, drank 20 ounces of water quickly and feeling subsided within 10 minutes. Next day I developed nerve pain over the right side of my upper and lower teeth, severe headache and neck pains, pain over my right eye socket lasting 6 hours. I would have headaches waking me from sleep on and off with pulsations of my heart beat in my right ear. April 4th I felt faint at work-experiencing the same symptoms I did after receiving my vaccine. April 7th I had an MRI brain and experienced a vasovagal near syncopal event while in the scanner. April 12th I went to ED for tachycardia. I was diagnosed with palpitations. PCP ordered Event Monitor for two weeks. I was having auditory and visual hallucination, difficulty thinking, brain fog, headaches, neck and back pain,  nerve pains to my feet with burning sensations, Neve pains to my face and teeth, muscle aches, body aches, nausea, diarrhea, anorexia, anxiety, tremors, pulsations in my brain, vertigo, feeling of bugs crawling on my skin, muscle weakness, fatigue, double vision, blurred vision, disassociation, insomnia. I was diagnosed with POTS May 18th. Started on a beta blocker May 29th."
	"PFIZER\BIONTECH"	"590"	"Michigan"	"26"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"2359605-1"	"2359605-1"	"I was driving home from the clinic and began to feel my throat closing and having to drink and swallow. I reached home and my husband asked if I was okay. I stated that I felt my throat closing and my chest was feeling heavy. He took me to Urgent Care  and they took me by ambulance to ER after I was given nitro at the Urgent Care and was given 150mg Benadryl in the ambulance. When in the ER I was given both oral and IV Prednisone which totaled 350 mg. I was monitored in the ER for 6 hours and an ECG was done with no indication of issues. I was sent home with an oral Predisone script which I proceeded to take for the next 10 days. i began to experience extreme fatigue which continues to this day. Along with the fatigue I have joint pain and swelling which is mainly in the knees and shoulders. Approximately 4 months later, I began to have nausea and vomiting daily when attempting to eat any meal during the day. With this new set of symptoms, I became bedridden for the next 5 months and unable to eat or even drink without vomiting which caused issues with my chronic conditions of my diabetes and high blood pressure as well as my osteoarthritis.  I was able to get a medication of Omeprozale from my physician in the beginning of December which helped to stop the nausea and vomiting. As time has gone on, I continue still with the fatigue which at times has come on without warning and keeps me from activities unless I rest for at least an hour."
	"PFIZER\BIONTECH"	"590"	"Michigan"	"26"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"2154823-1"	"2154823-1"	""Patient reported that he was hospitalized for a stroke on the same day vaccination was given. He also reported ""throwing up blood, and passing out"".""
	"PFIZER\BIONTECH"	"590"	"Michigan"	"26"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1963341-1"	"1963341-1"	"20 minutes after receiving shot I was driving home and became light headed and dizzy, felt like I wanted to faint, difficulty taking a deep breath, nauseated, shaky and heart rate was 125. Chewed a Claritin, drank 20 ounces of water quickly and feeling subsided within 10 minutes. Next day I developed nerve pain over the right side of my upper and lower teeth, severe headache and neck pains, pain over my right eye socket lasting 6 hours. I would have headaches waking me from sleep on and off with pulsations of my heart beat in my right ear. April 4th I felt faint at work-experiencing the same symptoms I did after receiving my vaccine. April 7th I had an MRI brain and experienced a vasovagal near syncopal event while in the scanner. April 12th I went to ED for tachycardia. I was diagnosed with palpitations. PCP ordered Event Monitor for two weeks. I was having auditory and visual hallucination, difficulty thinking, brain fog, headaches, neck and back pain,  nerve pains to my feet with burning sensations, Neve pains to my face and teeth, muscle aches, body aches, nausea, diarrhea, anorexia, anxiety, tremors, pulsations in my brain, vertigo, feeling of bugs crawling on my skin, muscle weakness, fatigue, double vision, blurred vision, disassociation, insomnia. I was diagnosed with POTS May 18th. Started on a beta blocker May 29th."
	"PFIZER\BIONTECH"	"590"	"Michigan"	"26"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"2154823-1"	"2154823-1"	""Patient reported that he was hospitalized for a stroke on the same day vaccination was given. He also reported ""throwing up blood, and passing out"".""
	"PFIZER\BIONTECH"	"590"	"Michigan"	"26"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"2359605-1"	"2359605-1"	"I was driving home from the clinic and began to feel my throat closing and having to drink and swallow. I reached home and my husband asked if I was okay. I stated that I felt my throat closing and my chest was feeling heavy. He took me to Urgent Care  and they took me by ambulance to ER after I was given nitro at the Urgent Care and was given 150mg Benadryl in the ambulance. When in the ER I was given both oral and IV Prednisone which totaled 350 mg. I was monitored in the ER for 6 hours and an ECG was done with no indication of issues. I was sent home with an oral Predisone script which I proceeded to take for the next 10 days. i began to experience extreme fatigue which continues to this day. Along with the fatigue I have joint pain and swelling which is mainly in the knees and shoulders. Approximately 4 months later, I began to have nausea and vomiting daily when attempting to eat any meal during the day. With this new set of symptoms, I became bedridden for the next 5 months and unable to eat or even drink without vomiting which caused issues with my chronic conditions of my diabetes and high blood pressure as well as my osteoarthritis.  I was able to get a medication of Omeprozale from my physician in the beginning of December which helped to stop the nausea and vomiting. As time has gone on, I continue still with the fatigue which at times has come on without warning and keeps me from activities unless I rest for at least an hour."
	"PFIZER\BIONTECH"	"590"	"Michigan"	"26"	"65-79 years"	"65-79"	"Death"	"DTH"	"1081308-1"	"1081308-1"	"Death 3 days afterards, undetermined cause at this time."
	"PFIZER\BIONTECH"	"590"	"Michigan"	"26"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1081308-1"	"1081308-1"	"Death 3 days afterards, undetermined cause at this time."
	"PFIZER\BIONTECH"	"590"	"Minnesota"	"27"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1089242-1"	"1089242-1"	"After COVID vaccine #2- headache started same evening around 5 pm, tiredness, painful charlie horses. 2nd night- chills, tiredness, sore legs, difficulty walking.  3/7/21- woke up with painful legs, heaviness, unable to walk, continued mild headache.  treatment include: Tylenol, Gabapentin and lidocaine cream, avoiding narcotics rehab therapies"
	"PFIZER\BIONTECH"	"590"	"Minnesota"	"27"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1089242-1"	"1089242-1"	"After COVID vaccine #2- headache started same evening around 5 pm, tiredness, painful charlie horses. 2nd night- chills, tiredness, sore legs, difficulty walking.  3/7/21- woke up with painful legs, heaviness, unable to walk, continued mild headache.  treatment include: Tylenol, Gabapentin and lidocaine cream, avoiding narcotics rehab therapies"
	"PFIZER\BIONTECH"	"590"	"Mississippi"	"28"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"2027999-1"	"2027999-1"	""-I had a stroke three years ago. i did therapy to regain proper use of my right side. after my second dose of the pfizer ""vaccine,"" i was back to three years ago with my right side. it is now generally weaker. it gets fatigued easier. i also have tremors in my right arm. if i try to do anything right handed, it shakes.  -noticeable intolerance to cold temperatures now  -my temper is gone. any little thing angers me now. I was a free-wheeling, fun-loving guy before. now I'm just a ball of rage.""
	"PFIZER\BIONTECH"	"590"	"Mississippi"	"28"	"60-64 years"	"60-64"	"Life Threatening"	"LT"	"1153334-1"	"1153334-1"	"Within 5 minutes, patient began to have blurry vision, chest pounding, and trouble breathing. Epinephrine (patient thinks 2 doses) and Benadryl administered in the field. Patient brought to hospital by ambulance where she received IV SoluMedrol, Pepcid, Benadryl, and fluids scheduled throughout hospitalization. Patient improved and was discharged the following day (3/27/21)."
	"PFIZER\BIONTECH"	"590"	"Mississippi"	"28"	"60-64 years"	"60-64"	"Hospitalized"	"H"	"1153334-1"	"1153334-1"	"Within 5 minutes, patient began to have blurry vision, chest pounding, and trouble breathing. Epinephrine (patient thinks 2 doses) and Benadryl administered in the field. Patient brought to hospital by ambulance where she received IV SoluMedrol, Pepcid, Benadryl, and fluids scheduled throughout hospitalization. Patient improved and was discharged the following day (3/27/21)."
	"PFIZER\BIONTECH"	"590"	"Mississippi"	"28"	"65-79 years"	"65-79"	"Death"	"DTH"	"1126135-1"	"1126135-1"	""I am writing this on behalf of my mother. She received the first round of the vaccine (Pfizer/EL9269) on 2/18/21. That evening she reported not feeling ""right"".  Over the next two days after receiving the vaccine on Thursday she reported to family that she didnt feel well. She had no fever but muscle aches, an earache and sore throat (this was on Friday and Saturday). On Sunday her breathing became a bit labored. She still had previous symptoms reported and labored breathing -- she stated she thought she would have to go to the Dr the next day (Monday, Feb 22, 201) if she did not feel better.   Sometime in the night of Feb 21st and Feb 22nd my mom passed away.   My mom had many health problems. Heart disease, diabetic, she was on dialysis and had sleep apnea. However, she definitely seemed to be having some difficulty with the affects of the first vaccine.   Please let her life be counted.""
	"PFIZER\BIONTECH"	"590"	"Missouri"	"29"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"1786684-1"	"1786684-1"	"Patient had anaphylactic reaction. Within 12 hours patient had hives on legs, arms, chest, throat had been closing. Patient had already felt she may genetically at risk for an adverse outcome. She premedicated with Nurtec and Benadryl. She took more Benadryl with the onset of the reaction."
	"PFIZER\BIONTECH"	"590"	"Missouri"	"29"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"1786684-1"	"1786684-1"	"Patient had anaphylactic reaction. Within 12 hours patient had hives on legs, arms, chest, throat had been closing. Patient had already felt she may genetically at risk for an adverse outcome. She premedicated with Nurtec and Benadryl. She took more Benadryl with the onset of the reaction."
	"PFIZER\BIONTECH"	"590"	"Missouri"	"29"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1777338-1"	"1777338-1"	"SIRVA r/t injection being given too high. Ongoing Left shoulder pain, weakness and sleep disturbances  since 1/27/21.  Cortisone injection given 10/11/2021."
	"PFIZER\BIONTECH"	"590"	"Missouri"	"29"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1361079-1"	"1361079-1"	"Within 3 hours of getting the vaccine on May 14, 2021 I could not bend my right leg, could not squat down, and had terrible pain throughout the back of my right calf and surrounding my knee and upper right thigh. During the next 2 days the pain increased and the swelling increased to become very visible to others. The muscles in my calf and thigh were so tight and so bound up that it looked like balls under the skin, as if I was in a constant state of chronic, extreme charlie horse. And that is also what it felt like. So very painful that I could not bear my own weight without crying. By Tuesday, May 18, 4 days later, I was having to use a cane or have someone by my side because the pain was so extreme and my right leg would spasm and buckle without warning. I called my doctor and made an appt. Pain continued throughout the week. I had to switch to a walker. I saw my doctor on Friday May 21st at 11 a.m. He was concerned about the vaccine causing blood clotting and due to the swelling, binding of muscles, and pain that he noted, he ordered an ultrasound for later that day. I had the ultrasound at 2 p.m..  My results were negative for blood clots. I went home to ice my leg and elevate it until I could see a Dr again the next week as it was now after hours and the weekend. At or around 6:30 p.m. that same night, Friday, May 21, I was standing up at my dining room table and felt and heard a horrific snap or pop. It was so excruciating. I fell to the floor and landed on my bottom first and then my back and right shoulder.  I had to be allowed to lay on the floor for at least 20 minutes before I could calm myself from the pain and fear of being lifted off of the floor. I required being carried to my chair because when I tried to walk, my right foot would just drag. I could not lift it at this time. My family decided I needed to go to the emergency room, as did the on-call after hours doctor at my doctor's office whom I called. I was taken to the hospital because when we called they said they would do an MRI in the E.R. We had to use a wheelchair. After admitting me and going through all of the events, they informed me that they would not do MRI's in the E.R. unless the patient met a certain criteria of trauma and I did not..in their opinion. They sent me home with crutches and prescriptions. That weekend was pure hell, although, the muscles seemed to be diminishing in hardness and tightness and swelling with each day after I felt the snap. Regardless, I called my niece on Sunday to ask her to come stay with me and help take care of me until someone would order an MRI because the horrific pain was still there at random moments of trying to maneuver myself to the bathroom and bed. Finally, an MRI was ordered and I had it done on Wednesday, May 26, at 4:00 p.m.. I did not get the results until Friday, May 28, at appx 4 p.m. Full Thickness Tear in the Posterior Horn Medial Meniscus. It is my own and my family's absolute belief that the Phizer shot caused the binding of my leg muscles, of which they were relentlessly bound for almost 2 weeks, with the 1st week being the most painful and traumatic, subsequently causing my meniscus to snap. Even my Dr believed it was a possibility because of the stats on the vaccine and the fact that I had not injured myself previously or on the day of the vaccination. The pressure that was put on those muscles from the binding/balling and swelling were too much for my muscles and tendons to withstand. The Dr bills, the ultrasound, the E.R. bills, the crutches, the prescriptions, the MRI will all be coming out of my pocket because I am an uninsured, unemployed woman trying to protect herself and her community by getting a vaccination that was supposed to be a positive thing. Only, instead, it has crippled me and now...now, I have to figure out how to come up with money for surgery, rehab, etc. Where is the justice in this? The fairness? The peace of mind? The safety? I want a phone call, in the least, from someone of the highest rank to help me understand all of this and what anyone intends to do about it. This is not acceptable, nor is it my responsibility."
	"PFIZER\BIONTECH"	"590"	"Missouri"	"29"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1361079-1"	"1361079-1"	"Within 3 hours of getting the vaccine on May 14, 2021 I could not bend my right leg, could not squat down, and had terrible pain throughout the back of my right calf and surrounding my knee and upper right thigh. During the next 2 days the pain increased and the swelling increased to become very visible to others. The muscles in my calf and thigh were so tight and so bound up that it looked like balls under the skin, as if I was in a constant state of chronic, extreme charlie horse. And that is also what it felt like. So very painful that I could not bear my own weight without crying. By Tuesday, May 18, 4 days later, I was having to use a cane or have someone by my side because the pain was so extreme and my right leg would spasm and buckle without warning. I called my doctor and made an appt. Pain continued throughout the week. I had to switch to a walker. I saw my doctor on Friday May 21st at 11 a.m. He was concerned about the vaccine causing blood clotting and due to the swelling, binding of muscles, and pain that he noted, he ordered an ultrasound for later that day. I had the ultrasound at 2 p.m..  My results were negative for blood clots. I went home to ice my leg and elevate it until I could see a Dr again the next week as it was now after hours and the weekend. At or around 6:30 p.m. that same night, Friday, May 21, I was standing up at my dining room table and felt and heard a horrific snap or pop. It was so excruciating. I fell to the floor and landed on my bottom first and then my back and right shoulder.  I had to be allowed to lay on the floor for at least 20 minutes before I could calm myself from the pain and fear of being lifted off of the floor. I required being carried to my chair because when I tried to walk, my right foot would just drag. I could not lift it at this time. My family decided I needed to go to the emergency room, as did the on-call after hours doctor at my doctor's office whom I called. I was taken to the hospital because when we called they said they would do an MRI in the E.R. We had to use a wheelchair. After admitting me and going through all of the events, they informed me that they would not do MRI's in the E.R. unless the patient met a certain criteria of trauma and I did not..in their opinion. They sent me home with crutches and prescriptions. That weekend was pure hell, although, the muscles seemed to be diminishing in hardness and tightness and swelling with each day after I felt the snap. Regardless, I called my niece on Sunday to ask her to come stay with me and help take care of me until someone would order an MRI because the horrific pain was still there at random moments of trying to maneuver myself to the bathroom and bed. Finally, an MRI was ordered and I had it done on Wednesday, May 26, at 4:00 p.m.. I did not get the results until Friday, May 28, at appx 4 p.m. Full Thickness Tear in the Posterior Horn Medial Meniscus. It is my own and my family's absolute belief that the Phizer shot caused the binding of my leg muscles, of which they were relentlessly bound for almost 2 weeks, with the 1st week being the most painful and traumatic, subsequently causing my meniscus to snap. Even my Dr believed it was a possibility because of the stats on the vaccine and the fact that I had not injured myself previously or on the day of the vaccination. The pressure that was put on those muscles from the binding/balling and swelling were too much for my muscles and tendons to withstand. The Dr bills, the ultrasound, the E.R. bills, the crutches, the prescriptions, the MRI will all be coming out of my pocket because I am an uninsured, unemployed woman trying to protect herself and her community by getting a vaccination that was supposed to be a positive thing. Only, instead, it has crippled me and now...now, I have to figure out how to come up with money for surgery, rehab, etc. Where is the justice in this? The fairness? The peace of mind? The safety? I want a phone call, in the least, from someone of the highest rank to help me understand all of this and what anyone intends to do about it. This is not acceptable, nor is it my responsibility."
	"PFIZER\BIONTECH"	"590"	"Missouri"	"29"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1054006-1"	"1054006-1"	"patient reported feeling faint, got lightheaded, dizzy, nauseated"
	"PFIZER\BIONTECH"	"590"	"Missouri"	"29"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1091990-1"	"1091990-1"	"On 3/4 patient received 1st dose of COVID vaccination. She states that she drove home afterward and decided to sit and watch TV. She immediately began noticing that the words on her TV screen were not legible - her vision had become blurry. This blurriness was accompanied by severe eye pain and pain in the temples of her head. When shutting eyes and keeping them closed for a few hours, the blurriness would subside. However she continues to experience this blurriness 'on and off' to date. Also experienced some mild headaches but they have subsided as of two days ago. Hasn't taken anything to alleviate the symptoms. Patient is extremely concerned that she may permanently lose vision and refuses to get 2nd dose."
	"PFIZER\BIONTECH"	"590"	"Missouri"	"29"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1759271-1"	"1759271-1"	"Anaphylaxis with EpiPen administered at 60 min. after injection to treat sever breathing difficulty."
	"PFIZER\BIONTECH"	"590"	"Missouri"	"29"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"2098785-1"	"2098785-1"	"It started 2/3/2021 that afternoon and I came home and on my right leg my skin raised 3/25 wide and high. An it turn completely white inside my leg, they were black and red like polka dots. I can see it moving around in my leg. I then call my daughters. I had to hit my emergency number for her. I couldn't do anything else. All this had hours after getting the vaccine. I got paralyzed for about 10 mins and started screaming hoping that someone would hear me. I had start having cramps in my leg really bad. I started walking for abut two hours and then I passed out. I don't remember anything else. I lost control of anything.  I was very weak and then I made an appt to see a doctor. An it took me a while before I was able to be seen."
	"PFIZER\BIONTECH"	"590"	"Missouri"	"29"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1054006-1"	"1054006-1"	"patient reported feeling faint, got lightheaded, dizzy, nauseated"
	"PFIZER\BIONTECH"	"590"	"Missouri"	"29"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1759271-1"	"1759271-1"	"Anaphylaxis with EpiPen administered at 60 min. after injection to treat sever breathing difficulty."
	"PFIZER\BIONTECH"	"590"	"Missouri"	"29"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"2098785-1"	"2098785-1"	"It started 2/3/2021 that afternoon and I came home and on my right leg my skin raised 3/25 wide and high. An it turn completely white inside my leg, they were black and red like polka dots. I can see it moving around in my leg. I then call my daughters. I had to hit my emergency number for her. I couldn't do anything else. All this had hours after getting the vaccine. I got paralyzed for about 10 mins and started screaming hoping that someone would hear me. I had start having cramps in my leg really bad. I started walking for abut two hours and then I passed out. I don't remember anything else. I lost control of anything.  I was very weak and then I made an appt to see a doctor. An it took me a while before I was able to be seen."
	"PFIZER\BIONTECH"	"590"	"Montana"	"30"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1912883-1"	"1912883-1"	"Diagnosed and hospitalized while fully vaccinated including a booster shot administered 9/23/2021"
	"PFIZER\BIONTECH"	"590"	"Nebraska"	"31"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"1673285-1"	"1673285-1"	"Heart racing often; shortness of breath; lethargic; extreme brain fog; weight gain; muscle fatigue; headaches; body aches; This is a spontaneous report from a contactable consumer(patient) reported that. A 34-years-old female patient received BNT162B2 (PFIZER-BIONTECH COVID-19 mRNA VACCINE, Solution for injection), dose 1 via an unspecified route of administration, administered in Arm Left on 29Apr2021 11:00 (Batch/Lot Number: EW0172) as DOSE 1, SINGLE for covid-19 immunization (Age at vaccination 34 years). The patient past Medical history included known allergies: Penicillin from an unknown date and unknown if ongoing. There were no concomitant medications. Prior to the vaccination, the patient was not diagnosed with COVID-19. Since the vaccination, the patient had not been tested for COVID-19. The patient did not receive any other vaccine within 4 weeks prior to covid-19 vaccination. The patient has not received other medications in two weeks. on 29Apr2021 18:00, the patient experienced Heart racing often, shortness of breath, lethargic, extreme brain fog to the point where I couldn't do my work, weight gain, muscle fatigue, headaches and body aches. The seriousness criteria are disability. The events result in Doctor or other healthcare professional office/clinic visit, Disability or permanent damage. No treatment was received. The event outcome was recovered with sequelae on an unspecified date in 2021."
	"PFIZER\BIONTECH"	"590"	"Nebraska"	"31"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1775340-1"	"1775340-1"	"I took Benadryl 30 minutes prior to the vaccination due to my reaction to the first one. At the eight minute mark I had nausea difficulty swallowing hoarseness shortness of breath and flushing. The staff gave me another Benadryl. As I was driving home I had to pull over because I started to projectile puke fiercely multiple times and also urinated myself. I gave myself epi and drove to The nearest ER. The ER gave me IV steroids IV Zofran and IV Pepcid and three days of high-dose steroids. I continued to have ongoing issues. Fatigue is so bad I would sleep a day to a day and a half a week extra to try to stay well.? The fatigue lasted 2 1/2 months. I'm now being worked up for inflammatory myopathy."
	"PFIZER\BIONTECH"	"590"	"Nebraska"	"31"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1775340-1"	"1775340-1"	"I took Benadryl 30 minutes prior to the vaccination due to my reaction to the first one. At the eight minute mark I had nausea difficulty swallowing hoarseness shortness of breath and flushing. The staff gave me another Benadryl. As I was driving home I had to pull over because I started to projectile puke fiercely multiple times and also urinated myself. I gave myself epi and drove to The nearest ER. The ER gave me IV steroids IV Zofran and IV Pepcid and three days of high-dose steroids. I continued to have ongoing issues. Fatigue is so bad I would sleep a day to a day and a half a week extra to try to stay well.? The fatigue lasted 2 1/2 months. I'm now being worked up for inflammatory myopathy."
	"PFIZER\BIONTECH"	"590"	"Nebraska"	"31"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1775340-1"	"1775340-1"	"I took Benadryl 30 minutes prior to the vaccination due to my reaction to the first one. At the eight minute mark I had nausea difficulty swallowing hoarseness shortness of breath and flushing. The staff gave me another Benadryl. As I was driving home I had to pull over because I started to projectile puke fiercely multiple times and also urinated myself. I gave myself epi and drove to The nearest ER. The ER gave me IV steroids IV Zofran and IV Pepcid and three days of high-dose steroids. I continued to have ongoing issues. Fatigue is so bad I would sleep a day to a day and a half a week extra to try to stay well.? The fatigue lasted 2 1/2 months. I'm now being worked up for inflammatory myopathy."
	"PFIZER\BIONTECH"	"590"	"Nebraska"	"31"	"60-64 years"	"60-64"	"Hospitalized"	"H"	"1181789-1"	"1181789-1"	""The first day she felt severe fatigue within hours. Went to bed and slept all day and all night. The next day woke up disoriented and weak. Called dr and dr recommended her call the ambulence. Went to ER and admitted to hospital. They said she had an infection and got on antibiotics. In the hospital 2-3 days and dismissed. Continue to have weakness and severe fatigue. Had 3 ""MS hug""- muscles severely contract during this time- has to take muscle relaxer.""
	"PFIZER\BIONTECH"	"590"	"Nevada"	"32"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"1141048-1"	"1141048-1"	"Severe insulin reaction - hypoglycemia- blood sugar level 39 - during a nap after the vaccination. PT had eaten a solid meal after vaccination. PT does not normally experience low  blood sugar at this time of day."
	"PFIZER\BIONTECH"	"590"	"Nevada"	"32"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"1290080-1"	"1290080-1"	"Angioedema and anaphylaxis approximately 15 minutes after the vaccine was administered.  She was given IV solumedrol, benadryl, and famotidine which improved her tongue swelling.  Afterwards she was admitted to an inpatient observation unit at the hospital.  Around 9pm patient developed recurrent tongue swelling and difficulty swallowing.  0.5 mg of epi was administered.  There was some initial improvement followed by additional worsening after 5 minutes.  She was ultimately transferred to the ICU for a continuous epi infusion."
	"PFIZER\BIONTECH"	"590"	"Nevada"	"32"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"1290080-1"	"1290080-1"	"Angioedema and anaphylaxis approximately 15 minutes after the vaccine was administered.  She was given IV solumedrol, benadryl, and famotidine which improved her tongue swelling.  Afterwards she was admitted to an inpatient observation unit at the hospital.  Around 9pm patient developed recurrent tongue swelling and difficulty swallowing.  0.5 mg of epi was administered.  There was some initial improvement followed by additional worsening after 5 minutes.  She was ultimately transferred to the ICU for a continuous epi infusion."
	"PFIZER\BIONTECH"	"590"	"Nevada"	"32"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1274707-1"	"1274707-1"	"Right after my injection, my arm became sore, but then by 6 hrs, I could not use my arm due to extreme pain.  Spouse had to dress me.  Then I was able to start using my arm by day three.  My arm is still having pain and I have limited use of it and it's 4/30/21"
	"PFIZER\BIONTECH"	"590"	"Nevada"	"32"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1541913-1"	"1541913-1"	"About 90 min to 2 hours after receiving the initial dose, my entire right side went numb. I could not walk and had limited or no use of my right arm and leg for several hours. Normal sensations returned that evening but I continued feeling burning, tingling and numbness on and off for several weeks afterwards. I am on disability as I suffer from chronic Lyme disease and I have existing peripheral neuropathy (among other health issues). However, the intensity of nerve pain skyrocketed after the shot and has not let up, even 4 months later. The day after I also began experiencing flu-like symptoms, migraines, body aches, stiff neck and general malaise for 2 more weeks."
	"PFIZER\BIONTECH"	"590"	"Nevada"	"32"	"50-59 years"	"50-59"	"Life Threatening"	"LT"	"2400581-1"	"2400581-1"	"Ireturned home after i had the vaccine. around a half hour later I felt dizzy and sick to my stomach,  I began to vomit and vomit non stop. I wasn't able toget up on my own due to the dizziness, was not able to keep any thing down including fluids at this point my husband and I were not concerned as we were told there may be side effects normal withn the vaccine including vomiting and aches. This reaction {the vomiting and dizziness} continued for approximatly 24 to 36 hours. After the vomiting stopped, I still felt dizzy and weak and was unable to walk without holding on to things or i would falln down. I responded to all vsafe requests as well as husband, we both stated i was not doing well hping someone would contact either one of us. I figured rest would be the best for be to get back to myself, so thats what iI did,for approximately a week I slept feeling so weak and dizzy until the morning of 02/10/2021around 8:00 am i could hear my nephew doing his online schooling,  For some unknown reason this angered me, this was very unusual behavior for me I stumbled to the kitchen and started a confrontation with him and i ended up striking him at some point, the school had no choice but to call police and report my abuse . The police came to our home at appoximatly 2:00 pm They question nephew, my husband, my mother, and myself only to discover this was very unusual behavior from me and i had never done anything like that before.  My husband explained that I had been ill since I Recieved the covid vaccine, the vomiting, dizziness, inability to walk on my own irrational behavior, forgetfulness and the sleepiness.  The police called an ambulance, that transfered me to hospital, where they determined I had a brain bleed resultingf in a stroke."
	"PFIZER\BIONTECH"	"590"	"Nevada"	"32"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"2400581-1"	"2400581-1"	"Ireturned home after i had the vaccine. around a half hour later I felt dizzy and sick to my stomach,  I began to vomit and vomit non stop. I wasn't able toget up on my own due to the dizziness, was not able to keep any thing down including fluids at this point my husband and I were not concerned as we were told there may be side effects normal withn the vaccine including vomiting and aches. This reaction {the vomiting and dizziness} continued for approximatly 24 to 36 hours. After the vomiting stopped, I still felt dizzy and weak and was unable to walk without holding on to things or i would falln down. I responded to all vsafe requests as well as husband, we both stated i was not doing well hping someone would contact either one of us. I figured rest would be the best for be to get back to myself, so thats what iI did,for approximately a week I slept feeling so weak and dizzy until the morning of 02/10/2021around 8:00 am i could hear my nephew doing his online schooling,  For some unknown reason this angered me, this was very unusual behavior for me I stumbled to the kitchen and started a confrontation with him and i ended up striking him at some point, the school had no choice but to call police and report my abuse . The police came to our home at appoximatly 2:00 pm They question nephew, my husband, my mother, and myself only to discover this was very unusual behavior from me and i had never done anything like that before.  My husband explained that I had been ill since I Recieved the covid vaccine, the vomiting, dizziness, inability to walk on my own irrational behavior, forgetfulness and the sleepiness.  The police called an ambulance, that transfered me to hospital, where they determined I had a brain bleed resultingf in a stroke."
	"PFIZER\BIONTECH"	"590"	"Nevada"	"32"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"2400581-1"	"2400581-1"	"Ireturned home after i had the vaccine. around a half hour later I felt dizzy and sick to my stomach,  I began to vomit and vomit non stop. I wasn't able toget up on my own due to the dizziness, was not able to keep any thing down including fluids at this point my husband and I were not concerned as we were told there may be side effects normal withn the vaccine including vomiting and aches. This reaction {the vomiting and dizziness} continued for approximatly 24 to 36 hours. After the vomiting stopped, I still felt dizzy and weak and was unable to walk without holding on to things or i would falln down. I responded to all vsafe requests as well as husband, we both stated i was not doing well hping someone would contact either one of us. I figured rest would be the best for be to get back to myself, so thats what iI did,for approximately a week I slept feeling so weak and dizzy until the morning of 02/10/2021around 8:00 am i could hear my nephew doing his online schooling,  For some unknown reason this angered me, this was very unusual behavior for me I stumbled to the kitchen and started a confrontation with him and i ended up striking him at some point, the school had no choice but to call police and report my abuse . The police came to our home at appoximatly 2:00 pm They question nephew, my husband, my mother, and myself only to discover this was very unusual behavior from me and i had never done anything like that before.  My husband explained that I had been ill since I Recieved the covid vaccine, the vomiting, dizziness, inability to walk on my own irrational behavior, forgetfulness and the sleepiness.  The police called an ambulance, that transfered me to hospital, where they determined I had a brain bleed resultingf in a stroke."
	"PFIZER\BIONTECH"	"590"	"Nevada"	"32"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1490476-1"	"1490476-1"	"Had a retinal check in December 2020 no changes stable. Retinal changes in eyes after vaccination"
	"PFIZER\BIONTECH"	"590"	"New Hampshire"	"33"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1992217-1"	"1992217-1"	"Pain from elbow to wrist. Ongoing pain to elbow. Nearly no mobility in left arm. Unable to lift anything. Severe pain with any sort of usage or flexibility. Progressively got worse from time of injection to current time. Has had cortizone shot with no relief. Has had 15 session of physical therapy. Stopped physical therapy after no more progression. Has had laser therapy for 6 session. Stopped laser therapy after no progression. Scheduled for graded motor imagery and mirror therapy. Will start on the 4th."
	"PFIZER\BIONTECH"	"590"	"New Jersey"	"34"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"1243951-1"	"1243951-1"	"Pulsing in the ear two hours after the shot and every day since."
	"PFIZER\BIONTECH"	"590"	"New Jersey"	"34"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"1219312-1"	"1219312-1"	"3 days later I was in the hospital with a heart attack. I was in CCU for 3 days. The muscle above my heart was inflamed and caused my heart not to do it?s job. I had tests run on my heart and my body and all conclusions came to the vaccine."
	"PFIZER\BIONTECH"	"590"	"New Jersey"	"34"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"1242325-1"	"1242325-1"	"pt reports she became itchy and noticed red bumps on arm then went into rest room and saw it was all over her whole body she returned to her car where her husband was during trip home she developed headache and began having difficulty breathing they went to hospital where she reports she spent two days received two doses of epinephrine and three doses benydryl she reports she would have flare ups of the rash during hospitalization"
	"PFIZER\BIONTECH"	"590"	"New Jersey"	"34"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1242325-1"	"1242325-1"	"pt reports she became itchy and noticed red bumps on arm then went into rest room and saw it was all over her whole body she returned to her car where her husband was during trip home she developed headache and began having difficulty breathing they went to hospital where she reports she spent two days received two doses of epinephrine and three doses benydryl she reports she would have flare ups of the rash during hospitalization"
	"PFIZER\BIONTECH"	"590"	"New Jersey"	"34"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1628554-1"	"1628554-1"	"A couple hours after the vaccine on April 21, 2021 I developed a fever, headache and chills. That evening my face and tongue swelled and my fever spiked to 102. The next day I was dizzy and still had a high fever and facial swelling so I called in sick to work. I took Tylenol and allergy medicine but over the next few weeks I started to develop allergic reactions whenever I would eat foods I was previously not allergic to. A reaction to mango caused severe burning, blistering and a lump inside my mouth even though I was previously not allergic to mango. I visited urgent care and my primary physician and continued taking Benadryl, Zyrtec and Claritin but my condition worsened and the lump on the roof of my mouth got bigger. When my throat felt tight one evening, I went to the Emergency Room at the hospital. They examined the lump and blisters inside my mouth and prescribed prednisone. They also recommended that I see an oral surgeon and an allergist.  The oral surgeon determined that the swelling was due to irritation from the allergic reaction and that surgery was not necessary. While on Prednisone the irritation inside my mouth started to heal but my histamine levels are still elevated according to recent blood work. I am awaiting consultation with the allergist concerning the results of the lab work."
	"PFIZER\BIONTECH"	"590"	"New Jersey"	"34"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1628554-1"	"1628554-1"	"A couple hours after the vaccine on April 21, 2021 I developed a fever, headache and chills. That evening my face and tongue swelled and my fever spiked to 102. The next day I was dizzy and still had a high fever and facial swelling so I called in sick to work. I took Tylenol and allergy medicine but over the next few weeks I started to develop allergic reactions whenever I would eat foods I was previously not allergic to. A reaction to mango caused severe burning, blistering and a lump inside my mouth even though I was previously not allergic to mango. I visited urgent care and my primary physician and continued taking Benadryl, Zyrtec and Claritin but my condition worsened and the lump on the roof of my mouth got bigger. When my throat felt tight one evening, I went to the Emergency Room at the hospital. They examined the lump and blisters inside my mouth and prescribed prednisone. They also recommended that I see an oral surgeon and an allergist.  The oral surgeon determined that the swelling was due to irritation from the allergic reaction and that surgery was not necessary. While on Prednisone the irritation inside my mouth started to heal but my histamine levels are still elevated according to recent blood work. I am awaiting consultation with the allergist concerning the results of the lab work."
	"PFIZER\BIONTECH"	"590"	"New Jersey"	"34"	"65-79 years"	"65-79"	"Death"	"DTH"	"1205121-1"	"1205121-1"	"twelve hours after getting the shot my wife woke up with an upset stomach; her blood sugar was also slightly elevated; within ~the next two hours she became disoriented and confused; I called 911 and within a couple of minutes of the first 911 call she stopped breathing and could not be revived."
	"PFIZER\BIONTECH"	"590"	"New Jersey"	"34"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1082600-1"	"1082600-1"	"Pfizer-BioNTech COVID- 19 Vaccine EUA:   Vaccine recipient?s wife reported that she notice he was slurring his speech and had some confusion prior to getting vaccinated. They contemplated seeking medical care but wanted to get the vaccinated first. After receiving the vaccine, the vaccine recipient was reported to have fell back in his chair and began seizing. EMS responded and treated the patient. They have no history of seizures.  They were transported to emergency department at e Regional Medical Center. The patient was admitted to the intensive care unit for further work up and currently present."
	"PFIZER\BIONTECH"	"590"	"New Jersey"	"34"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1082600-1"	"1082600-1"	"Pfizer-BioNTech COVID- 19 Vaccine EUA:   Vaccine recipient?s wife reported that she notice he was slurring his speech and had some confusion prior to getting vaccinated. They contemplated seeking medical care but wanted to get the vaccinated first. After receiving the vaccine, the vaccine recipient was reported to have fell back in his chair and began seizing. EMS responded and treated the patient. They have no history of seizures.  They were transported to emergency department at e Regional Medical Center. The patient was admitted to the intensive care unit for further work up and currently present."
	"PFIZER\BIONTECH"	"590"	"New Mexico"	"35"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"1182481-1"	"1182481-1"	"throat itching and tightness; throat itching and tightness; This is a spontaneous report from a contactable other healthcare professional. A 30-year-old female patient received BNT162B2 (PFIZER-BIONTECH COVID-19 VACCINE), first dose intramuscular on 06Mar2021 at 14:30 (batch/lot number: EN6204) as a single dose for COVID-19 immunization. Medical history included allergies to latex, eggs, dairy and wheat. The patient's concomitant medications were not reported. The patient previously took epinephrine (EPIPEN) (has been used in the past). Facility type vaccine was public health clinic/veterans administration facility. It was unknown if other vaccine in four weeks and unknown if other medications in two weeks. It was unknown if the patient had Covid prior to vaccination and unknown if Covid tested post vaccination. The patient experienced throat itching and tightness on 06Mar2021 at 14:30. The patient was hospitalized for throat itching and tightness from 06Mar2021 to Mar2021. Patient was given Benadryl 25 mg per oral (PO) by physician on duty. Patient's symptoms resolved and patient was discharged home with friends and boyfriend to watch over patient. The outcome of the events was recovered on Mar2021.  No follow-up attempts are possible. No further information is expected.; Sender's Comments: Based on a plausible temporal association, a causal association  between the reported events of throat itching and tightness cannot be excluded as the events followed the single dose of COVID-19 immunization."
	"PFIZER\BIONTECH"	"590"	"New Mexico"	"35"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1779355-1"	"1779355-1"	"I LEANED DOWN TO TIE MY SHOE AND I LOST VISION IN MY EYE. I WENT TO THE OPHTHALMOLOGIST HE PERFORMED SEVERAL TESTS. BLOOD PRESSURE WAS 137/100 WHICH ISNT NORMAL FOR ME. 41 WAS MY EYE PRESSURE AT THE EYE DOCTOR. AT THE ER IT WAS 17. A 4MM ANEURYSM BUT ITS BEETN THERE SINCE BIRTH. I SEEN A FEW DOCTORS AND NURSES. MY VISION HAS RETURNED BUT MY VISION IS STILL HAZY"
	"PFIZER\BIONTECH"	"590"	"New York"	"36"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"1278192-1"	"1278192-1"	"Abdominal discomfort diagnosed as acute appendicitis"
	"PFIZER\BIONTECH"	"590"	"New York"	"36"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"1304417-1"	"1304417-1"	"Resting heart rate of 117bpm and fever of 103.8(39.9C)"
	"PFIZER\BIONTECH"	"590"	"New York"	"36"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"1238951-1"	"1238951-1"	"left  MCA  M1  dissection/stroke on 3/22./2021, first vaccine3/3/2021  second dose 3/22/2021"
	"PFIZER\BIONTECH"	"590"	"New York"	"36"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"1920740-1"	"1920740-1"	"Same day he received the 2nd dose he felt very weak and had stiffness and arm pain, sleeping a lot. Occasional cold sweats; PT states hes not eating normally due to feeling sick feeling when eating. On 9/6/2021 PT became short of breath and had cold sweats and collapsed. Went to ER on 9/7/2021, PT states he has no memory from 9/7/2021 to 9/9/2021, PT left hospital on 9/13/2021 and went to a different ER until October. ER said PT had a viral infection and was being treated with antibiotics; Pt developed abcess in nerves  and is paralyzed in left arm. PT says his heart has become swollen and heart beat is faster now."
	"PFIZER\BIONTECH"	"590"	"New York"	"36"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"1238951-1"	"1238951-1"	"left  MCA  M1  dissection/stroke on 3/22./2021, first vaccine3/3/2021  second dose 3/22/2021"
	"PFIZER\BIONTECH"	"590"	"New York"	"36"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"1278192-1"	"1278192-1"	"Abdominal discomfort diagnosed as acute appendicitis"
	"PFIZER\BIONTECH"	"590"	"New York"	"36"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"1920740-1"	"1920740-1"	"Same day he received the 2nd dose he felt very weak and had stiffness and arm pain, sleeping a lot. Occasional cold sweats; PT states hes not eating normally due to feeling sick feeling when eating. On 9/6/2021 PT became short of breath and had cold sweats and collapsed. Went to ER on 9/7/2021, PT states he has no memory from 9/7/2021 to 9/9/2021, PT left hospital on 9/13/2021 and went to a different ER until October. ER said PT had a viral infection and was being treated with antibiotics; Pt developed abcess in nerves  and is paralyzed in left arm. PT says his heart has become swollen and heart beat is faster now."
	"PFIZER\BIONTECH"	"590"	"New York"	"36"	"40-49 years"	"40-49"	"Death"	"DTH"	"2076603-1"	"2076603-1"	"Patient received Pfizer COVID19 booster. Later that day, back at the developmental disabilities group home where he lives, he reportedly developed seizures and then cardiopulmonary arrest. CPR was initiated by household staff; they administered on shock with AED. Upon EMS arrival, patient was apneic and pulseless, with initial rhythm of asystole. Patient was intubated and vascular access was established via IO route. He received several rounds of epinephrine, one dose of atropine, two doses of amiodarone, one dose of sodium bicarbonate, and a normal saline bolus. Rhythm progressed to a PEA agonal rhythm and then Idioventricular rhythm with faint carotid pulse, then to course VF. He was defibrillated once at 200 J. H"
	"PFIZER\BIONTECH"	"590"	"New York"	"36"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1583334-1"	"1583334-1"	"Administered in left arm.Initial symptoms cooling, itching sensation down arm into tendons in all 5 fingers of left arm. About an hour later pain was sudden and extreme. Could not move arm in any direction or leave it unsupported. Even with Advil + extra strength Tylenol the pain was excruciating and lasted 3 days. After the pain subsided there was noticeable tingling and bussing sensation from forearm to finger tips. Sometimes it?s the entire arm. There has been a steady loss of function since the initial symptoms were reported to my doctor. I can?t drive with my life arm, I can?t use a computer for any length of time or cook etc as holding my arm out in front of me, pinned to my side, or raised forward and up is not sustainable. If I walk and swing my arms like normal I can barely use it the rest of the day. I also get pain in the tendons and a recurrence of the initially shot sensation in my upper arm (sore and itchy at site) as well as pain and burning down my arm to fingers. Dr said he likely hit a nerve but since my symptoms keep worsening I scheduled an appt with ortho.  It?s affecting my ability to work also (massage therapist)."
	"PFIZER\BIONTECH"	"590"	"New York"	"36"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"2076603-1"	"2076603-1"	"Patient received Pfizer COVID19 booster. Later that day, back at the developmental disabilities group home where he lives, he reportedly developed seizures and then cardiopulmonary arrest. CPR was initiated by household staff; they administered on shock with AED. Upon EMS arrival, patient was apneic and pulseless, with initial rhythm of asystole. Patient was intubated and vascular access was established via IO route. He received several rounds of epinephrine, one dose of atropine, two doses of amiodarone, one dose of sodium bicarbonate, and a normal saline bolus. Rhythm progressed to a PEA agonal rhythm and then Idioventricular rhythm with faint carotid pulse, then to course VF. He was defibrillated once at 200 J. H"
	"PFIZER\BIONTECH"	"590"	"New York"	"36"	"50-59 years"	"50-59"	"Death"	"DTH"	"2028341-1"	"2028341-1"	"Pt.'s Daughter In-Law states that after receiving the 1st dose of Phizer 03/06/2021, started experiencing symptoms 30min with a slight headache lasting 2hrs. 03/07/2021 started experiencing symptoms vomiting until 10:00pm, loose stool lasting 1hr, 03/08/2021 loss of appetite with nausea. 03/242021 Primary visit routine Physical=Normal with Recommendations for 2nd dose of Phizer (03/27/2021). Pt. D.O.D 04/03/2021"
	"PFIZER\BIONTECH"	"590"	"New York"	"36"	"50-59 years"	"50-59"	"Life Threatening"	"LT"	"2001719-1"	"2001719-1"	"Three hours after receiving the booster shot, I experienced BG's in the 480 range and after multiple boluses of 14 units of Novolog, the BG's just increased.  I repeated the insulin bolus twice without any change.  Fell asleep and when I awoke, it was no better.  Went to Urgent care later that afternoon after drinking more water didn't help.  I was in full DKA which Urgent Care confirmed.  Was transferred from Urgent Care to Medical facility where I was admitted and stayed for 4 days."
	"PFIZER\BIONTECH"	"590"	"New York"	"36"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1185470-1"	"1185470-1"	"57 y/o with Past  Medical History of Rheumatoid Arthritis on Methotrexate and a biologic medication completed her 15 minute observation period post administration of her 2nd Pfizer COVID vaccination.  As she walked out and she began listing to the right side. She sat down, confused, and complaining of chest pain. She also noted pruritus over her face and scalp. No c/o Shortness of Breath, wheezing or nausea. She was immediately evaluated by me and EMT's . Vital signs demonstrated a HR of 74 in sinus rhythm, O2 Sat of 98% and BP was 192/104. She did not have a rash but was scratching at pruritic areas on scalp and face.  See continuation page..."
	"PFIZER\BIONTECH"	"590"	"New York"	"36"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"2001719-1"	"2001719-1"	"Three hours after receiving the booster shot, I experienced BG's in the 480 range and after multiple boluses of 14 units of Novolog, the BG's just increased.  I repeated the insulin bolus twice without any change.  Fell asleep and when I awoke, it was no better.  Went to Urgent care later that afternoon after drinking more water didn't help.  I was in full DKA which Urgent Care confirmed.  Was transferred from Urgent Care to Medical facility where I was admitted and stayed for 4 days."
	"PFIZER\BIONTECH"	"590"	"New York"	"36"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"2058983-1"	"2058983-1"	"After receiving booster on 11/18, fatigued for 2 days (similar to shot 2), and swollen lymph nodes (for about a week).  Some shortness of breath initially attributed to walking in cold weather and physical condition and pushed through because of thanksgiving visitors.  Day 10 (Nov 30), unable to sleep lying down due to pain.  Kept thinking I had pulled a muscle, but after friends visited December 10-12, they commented on my 'gasping for breath', so I got a covid test on 12/13 that was negative and scheduled an appt on 12/16 with my physician.    On December 16, upon presentation at Dr.'s office, my blood pressure was high and when asked to lie on the exam table, I told her I could not because it was too painful and I had been sleeping sitting up for two weeks.  My doctor recognized quickly I would need some blood work, chest x-rays, and other workups and, given her office is one block from Hospital, her assistant walked there with me and Dr. called the ER attending to speed my admission.  On admission to the ER, my blood pressure was 170/111, pulse 120.  Blood work was done, chest x-ray, chest CT.  Initially thought that perhaps it was pneumonia or a blood clot, but my white blood cell count was normal and I had no fever.  Was administered some IV antibiotics to treat minor infection, and an echocardiogram was scheduled.  Echo showed a moderate pericardial effusion, I was kept overnight in hospital.  On discharge on December 17, I was prescribed 1800 mg of ibuprofen for two weeks, colchicine for three months (2 tabs daily), and a follow-up was scheduled for me with Dr..    On December 27, I met with Dr., where bloodwork was done to check my inflammation levels and whether I had lupus or another autoimmune disease.  While blood work showed declines in inflammation from 12/16/21 hospital levels (unknown to me), they were still quite outside of the normal range at c-reactive of 11 mg/L (normal range <=4) and Westergren ESR of 50 mm/hr (normal range 0-20)."
	"PFIZER\BIONTECH"	"590"	"New York"	"36"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1185470-1"	"1185470-1"	"57 y/o with Past  Medical History of Rheumatoid Arthritis on Methotrexate and a biologic medication completed her 15 minute observation period post administration of her 2nd Pfizer COVID vaccination.  As she walked out and she began listing to the right side. She sat down, confused, and complaining of chest pain. She also noted pruritus over her face and scalp. No c/o Shortness of Breath, wheezing or nausea. She was immediately evaluated by me and EMT's . Vital signs demonstrated a HR of 74 in sinus rhythm, O2 Sat of 98% and BP was 192/104. She did not have a rash but was scratching at pruritic areas on scalp and face.  See continuation page..."
	"PFIZER\BIONTECH"	"590"	"New York"	"36"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"2058983-1"	"2058983-1"	"After receiving booster on 11/18, fatigued for 2 days (similar to shot 2), and swollen lymph nodes (for about a week).  Some shortness of breath initially attributed to walking in cold weather and physical condition and pushed through because of thanksgiving visitors.  Day 10 (Nov 30), unable to sleep lying down due to pain.  Kept thinking I had pulled a muscle, but after friends visited December 10-12, they commented on my 'gasping for breath', so I got a covid test on 12/13 that was negative and scheduled an appt on 12/16 with my physician.    On December 16, upon presentation at Dr.'s office, my blood pressure was high and when asked to lie on the exam table, I told her I could not because it was too painful and I had been sleeping sitting up for two weeks.  My doctor recognized quickly I would need some blood work, chest x-rays, and other workups and, given her office is one block from Hospital, her assistant walked there with me and Dr. called the ER attending to speed my admission.  On admission to the ER, my blood pressure was 170/111, pulse 120.  Blood work was done, chest x-ray, chest CT.  Initially thought that perhaps it was pneumonia or a blood clot, but my white blood cell count was normal and I had no fever.  Was administered some IV antibiotics to treat minor infection, and an echocardiogram was scheduled.  Echo showed a moderate pericardial effusion, I was kept overnight in hospital.  On discharge on December 17, I was prescribed 1800 mg of ibuprofen for two weeks, colchicine for three months (2 tabs daily), and a follow-up was scheduled for me with Dr..    On December 27, I met with Dr., where bloodwork was done to check my inflammation levels and whether I had lupus or another autoimmune disease.  While blood work showed declines in inflammation from 12/16/21 hospital levels (unknown to me), they were still quite outside of the normal range at c-reactive of 11 mg/L (normal range <=4) and Westergren ESR of 50 mm/hr (normal range 0-20)."
	"PFIZER\BIONTECH"	"590"	"New York"	"36"	"60-64 years"	"60-64"	"Permanent Disability"	"DBL"	"1932908-1"	"1932908-1"	"Immediate Tingling in lips and hands and tongue, numbing of half face, tinnitus"
	"PFIZER\BIONTECH"	"590"	"New York"	"36"	"65-79 years"	"65-79"	"Death"	"DTH"	"1196401-1"	"1196401-1"	"My mother became very ill-- labored breathing, chills, slight fever, body aches, throwing up and diarrhea throughout the weekend. By Sunday (48 hours later), she was having black outs and ended up passing away on Monday, March 22, less than 72 hours later. She was fine without symptoms prior to the shot."
	"PFIZER\BIONTECH"	"590"	"New York"	"36"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1481685-1"	"1481685-1"	"Ischemic Stroke  6 hours after initial shot. Paralyzed on entire left side or body."
	"PFIZER\BIONTECH"	"590"	"New York"	"36"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1269729-1"	"1269729-1"	""brain fog; ""tipsy"", floor appears to move; difficulty standing; This is a spontaneous report from a contactable consumer. A 70-year-old male patient received first dose of BNT162B2 (BNT162B2) via an unspecified route of administration, administered in Arm Right on 15Apr2021 10:45 (Batch/Lot Number: EWO169) as SINGLE DOSE for covid-19 immunization. Medical history included vestibular disorder from an unknown date. Concomitant medications included insulin (INSULIN), lisinopril (LISINOPRIL), acetylsalicylic acid (ASPRIN), lysine (LYSINE), ibuprofen (IBUPROFEN) and simvastatin (SIMVASTATIN) all taken for unspecified indications, start and stop dates were not reported. The patient previously took gabapentin and experienced drug hypersensitivity. The patient experienced brain fog, ""tipsy"", floor appears to move and difficulty standing on 15Apr2021 10:45. It was reported that the events resulted in Disability or permanent damage. Outcome of the events was not recovered.""
	"PFIZER\BIONTECH"	"590"	"New York"	"36"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1362833-1"	"1362833-1"	""Patient states he got the covid vaccine in the morning on 4/30/2021 and by afternoon he was having difficulty walking - states he was having trouble picking his feet up. Patient states he was feeling weak and the next day had to start using a cane (walked without assistance prior to vaccination). Patient states he started losing feeling/strength/movement in feet and legs 4/30/2021, with the weakness/paralysis moving up the legs over the course of a month. Patient states he went to primary doctor approximately 3 weeks after his vaccination and reported his symptoms but his doctor ""wasn't concerned"". On arrival to the ER 5/31/2021 patient was totally unable to sit up unassisted and stated his decreased sensation and loss of movement had risen to bilateral hips. Patient had to be lifted to the stretcher by four staff as he was unable to help at all, with legs dangling/flaccid paralysis obvious. Patient also reports loss of bowel/bladder control since vaccination - states started losing that control as decreased sensation/movement ascended to hips/pelvic region.""
	"PFIZER\BIONTECH"	"590"	"New York"	"36"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1481685-1"	"1481685-1"	"Ischemic Stroke  6 hours after initial shot. Paralyzed on entire left side or body."
	"PFIZER\BIONTECH"	"590"	"New York"	"36"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1098376-1"	"1098376-1"	"3/9/21 PM headache, 3/10/21 AM fever, generalized achiness, 3/11/21 bilateral hand swelling and rash on hands, diffuse itching.  3/14/21AM swelling around eyes.  continues itching.  continued fever.  swelling in hands improved."
	"PFIZER\BIONTECH"	"590"	"New York"	"36"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1362833-1"	"1362833-1"	""Patient states he got the covid vaccine in the morning on 4/30/2021 and by afternoon he was having difficulty walking - states he was having trouble picking his feet up. Patient states he was feeling weak and the next day had to start using a cane (walked without assistance prior to vaccination). Patient states he started losing feeling/strength/movement in feet and legs 4/30/2021, with the weakness/paralysis moving up the legs over the course of a month. Patient states he went to primary doctor approximately 3 weeks after his vaccination and reported his symptoms but his doctor ""wasn't concerned"". On arrival to the ER 5/31/2021 patient was totally unable to sit up unassisted and stated his decreased sensation and loss of movement had risen to bilateral hips. Patient had to be lifted to the stretcher by four staff as he was unable to help at all, with legs dangling/flaccid paralysis obvious. Patient also reports loss of bowel/bladder control since vaccination - states started losing that control as decreased sensation/movement ascended to hips/pelvic region.""
	"PFIZER\BIONTECH"	"590"	"New York"	"36"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1481685-1"	"1481685-1"	"Ischemic Stroke  6 hours after initial shot. Paralyzed on entire left side or body."
	"PFIZER\BIONTECH"	"590"	"New York"	"36"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1098376-1"	"1098376-1"	"3/9/21 PM headache, 3/10/21 AM fever, generalized achiness, 3/11/21 bilateral hand swelling and rash on hands, diffuse itching.  3/14/21AM swelling around eyes.  continues itching.  continued fever.  swelling in hands improved."
	"PFIZER\BIONTECH"	"590"	"New York"	"36"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1362833-1"	"1362833-1"	""Patient states he got the covid vaccine in the morning on 4/30/2021 and by afternoon he was having difficulty walking - states he was having trouble picking his feet up. Patient states he was feeling weak and the next day had to start using a cane (walked without assistance prior to vaccination). Patient states he started losing feeling/strength/movement in feet and legs 4/30/2021, with the weakness/paralysis moving up the legs over the course of a month. Patient states he went to primary doctor approximately 3 weeks after his vaccination and reported his symptoms but his doctor ""wasn't concerned"". On arrival to the ER 5/31/2021 patient was totally unable to sit up unassisted and stated his decreased sensation and loss of movement had risen to bilateral hips. Patient had to be lifted to the stretcher by four staff as he was unable to help at all, with legs dangling/flaccid paralysis obvious. Patient also reports loss of bowel/bladder control since vaccination - states started losing that control as decreased sensation/movement ascended to hips/pelvic region.""
	"PFIZER\BIONTECH"	"590"	"New York"	"36"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1481685-1"	"1481685-1"	"Ischemic Stroke  6 hours after initial shot. Paralyzed on entire left side or body."
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"1092682-1"	"1092682-1"	"Aprox 3 min after injection, broke out in rash and hives, severe itching in neck, face, chest, tingling lips and shaking. EMS was on scene at clinic immediately removed me from car and checked vitals, BP was high 176/94, took by ambulance to ER at Medical Center. Treated in ER for 4.5 hours. Developed migraine, received benadryl, steriods,and medicine for the migraine. Sent home told take benadryl for 2 days and  do"
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"1101760-1"	"1101760-1"	"Patient with anaphylaxis to COVID-19 vaccine.  Onset of symptoms occurred five minutes after receiving vaccine.   Urticarial rash occurred on chest and abdomen.  Shortly after, she developed a wheeze.  EMS was onsite so they administered methylprednisolone, diphenhydramine, Zofran, Phenergran and epinephrine IM.  Second and third dose of epinephrine was administered due to partial response from previous doses.  Patient was taken to Health care hospital for further evaluation and treatment."
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"1258182-1"	"1258182-1"	""At approximately 8:30 AM patient received 2nd dose of Pfizer vaccine in the right arm at the Public Health Center's drive through vaccine clinic. She was accompanied by her husband who was driving her vehicle. At 8:34 AM she notified staff in observation parking area that she felt dizzy, chest pain, and reported wheezing. Two RN's responded at 8:34 AM to observation parking area with emergency kit. Upon arrival, patient verbalized again that she felt dizzy, chest pain and tightness now,  no audible wheezing heard, patient's skin was pale, and her respiratory rate was high. Advised patient to take slow deep breaths and to try to relax and remain calm.  No improvement. At 8:36 AM called 911 for the patient to be evaluated. While one RN was on the phone with 911 operator, patient reports to the second RN throat pain/ tingling, difficulty swallowing, a feeling of a ""lump in her throat"", continued chest pain and tightness, and states that she feels she cannot breathe in or out well. Per standing order Epinephrine 0.3 mg administered in the right thigh IM. Both RN's remained on scene. No improvement, and patient continued to state it was getting harder to breathe, and that her throat was tingling and she could hardly swallow. At 8:44 AM 0.3 mg Epinephrine administered in the left thigh IM per standing order.  At 8:50 AM EMS arrived. Patient had improvement. Vital signs stable upon arrival per EMS. Breathing difficulty improved upon EMS arrival.  No further difficulty swallowing reported. Chest pain reported to be improved as well. 8:55 AM EMS transported patient to local hospital.  Attempted to contact the patient on 04-26-2021 to determine outcome of event. Phone went to voicemail. Voice message left.""
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"2163507-1"	"2163507-1"	"Currently hospitalized with undiagnosed several lung issues, admitted to the hospital on 2/6/2022.  Sickness started 3 or 4 weeks prior.  Initially determined double pneumonia but unable to treat with antibiotics.  None of the cultures grow, every test comes back negative.   Unable to treat because it's unknown... treating symptoms broadly but all medical specialist are baffled but admit the condition is rare.  In my research I found 2 case studies that point to interstitial lung disease.  I believe it was drug induced by the vaccine, slow on set triggered over time.  This is why the perceived infection, not confirmed is not consistently reacting to treatment for the last month.  Shortly after being admitted and  placed on a ventilator he had a stroke.  They also can't say what caused that."
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"2163507-1"	"2163507-1"	"Currently hospitalized with undiagnosed several lung issues, admitted to the hospital on 2/6/2022.  Sickness started 3 or 4 weeks prior.  Initially determined double pneumonia but unable to treat with antibiotics.  None of the cultures grow, every test comes back negative.   Unable to treat because it's unknown... treating symptoms broadly but all medical specialist are baffled but admit the condition is rare.  In my research I found 2 case studies that point to interstitial lung disease.  I believe it was drug induced by the vaccine, slow on set triggered over time.  This is why the perceived infection, not confirmed is not consistently reacting to treatment for the last month.  Shortly after being admitted and  placed on a ventilator he had a stroke.  They also can't say what caused that."
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"2204143-1"	"2204143-1"	"Shoulder pain begin after the injection and persisted for 2 days. Then shoulder mobility began to decrease and pain returned. I was then diagnosed with frozen shoulder and underwent months of physical therapy and 3 steroid injections. Then I had to get an MRI and shoulder surgery to repair the shoulder and and undergoing recovery now. I had no previous injuries to that shoulder and am right-handed so there's no other way to explain the onset of frozen shoulder and subsequent related woes."
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"2163507-1"	"2163507-1"	"Currently hospitalized with undiagnosed several lung issues, admitted to the hospital on 2/6/2022.  Sickness started 3 or 4 weeks prior.  Initially determined double pneumonia but unable to treat with antibiotics.  None of the cultures grow, every test comes back negative.   Unable to treat because it's unknown... treating symptoms broadly but all medical specialist are baffled but admit the condition is rare.  In my research I found 2 case studies that point to interstitial lung disease.  I believe it was drug induced by the vaccine, slow on set triggered over time.  This is why the perceived infection, not confirmed is not consistently reacting to treatment for the last month.  Shortly after being admitted and  placed on a ventilator he had a stroke.  They also can't say what caused that."
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"2204143-1"	"2204143-1"	"Shoulder pain begin after the injection and persisted for 2 days. Then shoulder mobility began to decrease and pain returned. I was then diagnosed with frozen shoulder and underwent months of physical therapy and 3 steroid injections. Then I had to get an MRI and shoulder surgery to repair the shoulder and and undergoing recovery now. I had no previous injuries to that shoulder and am right-handed so there's no other way to explain the onset of frozen shoulder and subsequent related woes."
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1092682-1"	"1092682-1"	"Aprox 3 min after injection, broke out in rash and hives, severe itching in neck, face, chest, tingling lips and shaking. EMS was on scene at clinic immediately removed me from car and checked vitals, BP was high 176/94, took by ambulance to ER at Medical Center. Treated in ER for 4.5 hours. Developed migraine, received benadryl, steriods,and medicine for the migraine. Sent home told take benadryl for 2 days and  do"
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1101760-1"	"1101760-1"	"Patient with anaphylaxis to COVID-19 vaccine.  Onset of symptoms occurred five minutes after receiving vaccine.   Urticarial rash occurred on chest and abdomen.  Shortly after, she developed a wheeze.  EMS was onsite so they administered methylprednisolone, diphenhydramine, Zofran, Phenergran and epinephrine IM.  Second and third dose of epinephrine was administered due to partial response from previous doses.  Patient was taken to Health care hospital for further evaluation and treatment."
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1258182-1"	"1258182-1"	""At approximately 8:30 AM patient received 2nd dose of Pfizer vaccine in the right arm at the Public Health Center's drive through vaccine clinic. She was accompanied by her husband who was driving her vehicle. At 8:34 AM she notified staff in observation parking area that she felt dizzy, chest pain, and reported wheezing. Two RN's responded at 8:34 AM to observation parking area with emergency kit. Upon arrival, patient verbalized again that she felt dizzy, chest pain and tightness now,  no audible wheezing heard, patient's skin was pale, and her respiratory rate was high. Advised patient to take slow deep breaths and to try to relax and remain calm.  No improvement. At 8:36 AM called 911 for the patient to be evaluated. While one RN was on the phone with 911 operator, patient reports to the second RN throat pain/ tingling, difficulty swallowing, a feeling of a ""lump in her throat"", continued chest pain and tightness, and states that she feels she cannot breathe in or out well. Per standing order Epinephrine 0.3 mg administered in the right thigh IM. Both RN's remained on scene. No improvement, and patient continued to state it was getting harder to breathe, and that her throat was tingling and she could hardly swallow. At 8:44 AM 0.3 mg Epinephrine administered in the left thigh IM per standing order.  At 8:50 AM EMS arrived. Patient had improvement. Vital signs stable upon arrival per EMS. Breathing difficulty improved upon EMS arrival.  No further difficulty swallowing reported. Chest pain reported to be improved as well. 8:55 AM EMS transported patient to local hospital.  Attempted to contact the patient on 04-26-2021 to determine outcome of event. Phone went to voicemail. Voice message left.""
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"2163507-1"	"2163507-1"	"Currently hospitalized with undiagnosed several lung issues, admitted to the hospital on 2/6/2022.  Sickness started 3 or 4 weeks prior.  Initially determined double pneumonia but unable to treat with antibiotics.  None of the cultures grow, every test comes back negative.   Unable to treat because it's unknown... treating symptoms broadly but all medical specialist are baffled but admit the condition is rare.  In my research I found 2 case studies that point to interstitial lung disease.  I believe it was drug induced by the vaccine, slow on set triggered over time.  This is why the perceived infection, not confirmed is not consistently reacting to treatment for the last month.  Shortly after being admitted and  placed on a ventilator he had a stroke.  They also can't say what caused that."
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"1237320-1"	"1237320-1"	"Approximately 5 minutes post vaccination at the county public health center drive through vaccine clinic while patient was in the observation parking area the patient beeped her horn and indicated to staff she did not feel well. She had flushing of skin of the chest, and a cough that was just starting. EMS was called at 12:07 PM, and per standing order RN administered 50 mg of Benadryl intramuscularly in the right deltoid at 12:08 PM. The patient progressed to persistent coughing, wheezing, and difficulty talking stating she felt like a lump in her throat and tightening in her throat. Again, following standing order RN administered 0.3 mg of Epinephrine in the left thigh intramuscularly at 12:14 PM. EMS arrived by ambulance at 12:17 PM. Patient was stable upon EMS arrival with all signs/symptoms of allergic anaphylactic reaction gone.  EMS evaluated patient and patient signed declination to go to the hospital for evaluation. She remained on site until 12:41 PM when her father / mother came to pick her up from the vaccine clinic site. Follow up was done with patient on 04-21-2021 @ 11:30 AM. She states that no further reaction occurred, and she took no further medications."
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"1464313-1"	"1464313-1"	"May: tingly/pins-and-needles in hands June: loss of feeling/numbness in left lower leg; quickly followed by acute weakness and loss of feeling/mobility in right leg and both hands and forearms"
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1219868-1"	"1219868-1"	"Slightly blurry vision in 15 minutes. Then at the 31 minute mark, my throat started swelling and my chest was tight, so it was hard to catch my breath. My whole face and ears turned red and i was itchy on my arms. 2 doses of Benadryl made the allergic reaction ease. I was tired for the next two weeks, and then started having heart palpitations regularly. Went to ER was diagnosed with Tachycardia, Hyperkalemia, Hypomagnesemia, and Hypocalcemiaand. Corrected with intravenous drugs and overnight stay in the hospital. Slowing feeling some better, but struggling with inflammation and being exhausted. Felt 100% great before getting this vaccine. Advised by doctors not to get second shot and did not get it."
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1464313-1"	"1464313-1"	"May: tingly/pins-and-needles in hands June: loss of feeling/numbness in left lower leg; quickly followed by acute weakness and loss of feeling/mobility in right leg and both hands and forearms"
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1682658-1"	"1682658-1"	"PT RECEIVED 1ST DOSE OF PFIZER VACCINE, APPROXIMATELY 5 MINUTES AFTER RECEIVING VACCINE, PT WAS HAVING SEIZURE LIKE ACTIVITY. EMS WAS CALLED IMMEDIATELY. PT REMAINED IN A TONIC/CLONIC STATE FOR APPROXIAMTELY 45 SECONDS. PT REGAINED CONSCIOUSNESS AND WAS ADVISED OF WHAT HAPPENED. BP WAS 150/80, PULSE 68, RR-16, SPO2%-98%. PT WAS ALERT TO NAME, DATE, MONTH AND YEAR ONCE HE CAME TO. PT STATED THAT HE HAD NO MEDICATION HX OR HX OF GOING TO THE DOCOR IN OVER 18 YEARS. PT WAS TRANSPORTED VIA EMS TO LOCAL HOSPITAL."
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1219868-1"	"1219868-1"	"Slightly blurry vision in 15 minutes. Then at the 31 minute mark, my throat started swelling and my chest was tight, so it was hard to catch my breath. My whole face and ears turned red and i was itchy on my arms. 2 doses of Benadryl made the allergic reaction ease. I was tired for the next two weeks, and then started having heart palpitations regularly. Went to ER was diagnosed with Tachycardia, Hyperkalemia, Hypomagnesemia, and Hypocalcemiaand. Corrected with intravenous drugs and overnight stay in the hospital. Slowing feeling some better, but struggling with inflammation and being exhausted. Felt 100% great before getting this vaccine. Advised by doctors not to get second shot and did not get it."
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1464313-1"	"1464313-1"	"May: tingly/pins-and-needles in hands June: loss of feeling/numbness in left lower leg; quickly followed by acute weakness and loss of feeling/mobility in right leg and both hands and forearms"
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"0946258-1"	"0946258-1"	"THAT EVENING BETWEEN 10-11 PM HAD A GRAND MAL SEIZURE AND WAS UNRESPONSIVE. TAKEN TO ER WHERE BLOOD WORK WAS DONE AND CT SCAN. SENT HOME AROUND 6:30 AM ON JAN 1ST. (I DO NOT REMEMBER MUCH JUST WHAT MY FAMILY HAD TOLD ME) . I DO REMEMBER BEING SEVERLY SICK WITH VOMITING IN THE ER. CURRENTLY FOLLOWING UP WITH MY FAMILY MD AND HAVE MRI AND EEG TESTS SCHECULED WITHIN THE NEXT COUPLE OF WEEKS."
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1058366-1"	"1058366-1"	"15 minutes after receiving shot, extreme fatigue, blurry vision, bp 250/200. ON the medic transport to ER, Left side weakness, loss of speech. Er evaluated for sudden onset left sided weakness, facial droop.Code stroke was called CT angiography was unremarkable and patient admitted for bp control.  Bp normalized with Clonidine , neurological exam is stable.  Md felt that thus was a combination adverse reaction to vaccine in combination with Wellbutrin.  Discharge after 24 hours"
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1222388-1"	"1222388-1"	"left face, arm, leg numbness and tingling"
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"0946258-1"	"0946258-1"	"THAT EVENING BETWEEN 10-11 PM HAD A GRAND MAL SEIZURE AND WAS UNRESPONSIVE. TAKEN TO ER WHERE BLOOD WORK WAS DONE AND CT SCAN. SENT HOME AROUND 6:30 AM ON JAN 1ST. (I DO NOT REMEMBER MUCH JUST WHAT MY FAMILY HAD TOLD ME) . I DO REMEMBER BEING SEVERLY SICK WITH VOMITING IN THE ER. CURRENTLY FOLLOWING UP WITH MY FAMILY MD AND HAVE MRI AND EEG TESTS SCHECULED WITHIN THE NEXT COUPLE OF WEEKS."
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"60-64 years"	"60-64"	"Life Threatening"	"LT"	"2057964-1"	"2057964-1"	"I had a rash temporarily and then on 11/14/2021 I had a stroke out of nowhere. I had no previous ssues."
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"60-64 years"	"60-64"	"Hospitalized"	"H"	"1084427-1"	"1084427-1"	"Patient reports having slurred speech beginning 2000 the evening following vaccination. She presented to the ER on 02/11/2021 and admitted to hospital for Acute  CVA. Discharged on 02/14/2021. Patient's PCP recommended completion of series."
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"60-64 years"	"60-64"	"Hospitalized"	"H"	"1628096-1"	"1628096-1"	"Within 13 minutes of being given the vaccination her arm begin to swell and become numb.   She felt a prickling feeling up and down her arm.  Felt as if hand had disappeared.  Chest pains, weakness and tiredness."
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"60-64 years"	"60-64"	"Hospitalized"	"H"	"2057964-1"	"2057964-1"	"I had a rash temporarily and then on 11/14/2021 I had a stroke out of nowhere. I had no previous ssues."
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"60-64 years"	"60-64"	"Emergency Room *"	"ER"	"1628096-1"	"1628096-1"	"Within 13 minutes of being given the vaccination her arm begin to swell and become numb.   She felt a prickling feeling up and down her arm.  Felt as if hand had disappeared.  Chest pains, weakness and tiredness."
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1011101-1"	"1011101-1"	"I have chronic Lyme disease, with extreme symptoms of photosensitivity and photophobia.  12 years ago, I had a series of intravenous antibiotics for 9 months.  That halted the progression of the symptoms.  However, with the first injection of the Pfizer vaccine, I had an immediate and increasing photosensitivity/photophobia.  For example, my computer monitor was at 6% brightness.  I reset to 3% brightness, which is still too bright.  My concern is that the second injection due on February 12th may further increase the symptoms.  My Lyme doctor believes that the light sensitivity is perhaps coming from the thalamus.  Additionally, the injection seemed to increase my INR."
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1545020-1"	"1545020-1"	"Immediately my left arm became sore. The soreness never left. Movement of my left arm is still painful after all this time. Sleeping it wakes me up if I move it wrong. Got a steroid shot and was told the person giving the shot had adm. It wrong and now I am left with some syndrome. I need more shots but use Tylenol. It takes it but pain us always present. I am scared to go to the doctor of fear of getting covid so I suffer through it. Strength is limited now in left arm."
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1317793-1"	"1317793-1"	"Eyes itching, throat swelling,  tongue thickness, facial swelling & itching on 5/06/21 On 5/08/21, approx 4:30pm. Wave of pain top of neck spread over my head. Immediately throat swelling, tongue thickening,  slurred speech, left side face numbness & tingling. Called 9-1-1. Approx 3:30 am, wave of heat over my head; face & left arm felt so heavy like I couldn't move. Numbness to left face, eye & my tongue. There has been and continues to be a metallic taste in my mouth."
	"PFIZER\BIONTECH"	"590"	"North Carolina"	"37"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1545020-1"	"1545020-1"	"Immediately my left arm became sore. The soreness never left. Movement of my left arm is still painful after all this time. Sleeping it wakes me up if I move it wrong. Got a steroid shot and was told the person giving the shot had adm. It wrong and now I am left with some syndrome. I need more shots but use Tylenol. It takes it but pain us always present. I am scared to go to the doctor of fear of getting covid so I suffer through it. Strength is limited now in left arm."
	"PFIZER\BIONTECH"	"590"	"North Dakota"	"38"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"0953402-1"	"0953402-1"	"Was feeling anxious right after vaccine given. Laid in cot for a short time, then stated her throat felt like it was closing."
	"PFIZER\BIONTECH"	"590"	"North Dakota"	"38"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"0953402-1"	"0953402-1"	"Was feeling anxious right after vaccine given. Laid in cot for a short time, then stated her throat felt like it was closing."
	"PFIZER\BIONTECH"	"590"	"Ohio"	"39"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"1761468-1"	"1761468-1"	"Nearly immediately after receiving the vaccination, I developed tingling/numbness in bilateral legs. Approximately 15 minutes later, I noticed numbness near my nose on the right side of my face. Over the next hour and a half the tingling/numbness spread throughout other areas of my body such as, the backside of my upper arms, portions of my hands, lower back, torso, left upper side of my face, ears, tongue, along with other sporadic areas. There was sensation of muscle weakness upon standing in bilateral lower legs as well. During this time, I had an unusual sense of pressure in my neck and the tingling/numbness mentioned on my tongue was at the very back portion that made the sensation of swallowing feel very odd, but not difficult. Around this time I contacted the vaccination coordinator to review my current symptoms and was monitored for a short time and had taken a dose of Benadryl. The tingling/numbness on the left upper portion of my face developed a burning sensation. However, my eye sight was never affected throughout my reaction. After taking the Benadryl I went to sleep for around two hours and woke up with all areas of tingling/numbness, red that area and painful to the touch with a burning sensation. I took an additional dose of Benadryl and the symptoms were clear by the end up the night, next morning. Since that time I have sporadic areas and episodes of tingling/numbness, some in which appear to have the tingling/numbness at all times and are unrelieved with different efforts performed."
	"PFIZER\BIONTECH"	"590"	"Ohio"	"39"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"1024368-1"	"1024368-1"	"Patient received her 1st dose of Pfizer vaccine around 1810 on 2/9. Approximately 10-15 mins later her arm was shaking uncontrollably, she felt that her throat was closing and had chest pressure. Medics noted hives and a rash on her chest and administered Epi and Benadryl.  She began exhibiting stroke-like symptoms of expressive aphasia and dysarthria in the medic?s truck around 1850. She was crying and unable to speak. She had right sided facial droop, right sided grip weakness, and right sided arm drift. Patient was transferred to MC.  Patient Update: Patient received tPA on 2/9 at 1949. CT revealed no hemorrhage or large territory stroke and no large vessel occlusion. NIHSS on admission to MC was a 3. Patient was also assessed by speech pathology. Patient appears to have been discharged home on 2/10. Patient to follow up with Outpatient Neuro PT Rehab as she is having some issues with mobility, gait, and overall functional mobility. She is using a 2 wheeled walker at this time."
	"PFIZER\BIONTECH"	"590"	"Ohio"	"39"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"1407096-1"	"1407096-1"	"Day 58 of these symptoms which started approximately 1.5 hours after my shot:  Flushing, severe headaches (especially at the base of my skull), fever, weakness, confusion and brain fog, vision changes, fatigue, rapid heart rate, sweats, rash (appears more now when I eat), shortness of breath, ringing ears, severely bleeding gums, incredibly dry skin, extremely bad dizziness even while sitting still, edema, muscle aches"
	"PFIZER\BIONTECH"	"590"	"Ohio"	"39"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1407096-1"	"1407096-1"	"Day 58 of these symptoms which started approximately 1.5 hours after my shot:  Flushing, severe headaches (especially at the base of my skull), fever, weakness, confusion and brain fog, vision changes, fatigue, rapid heart rate, sweats, rash (appears more now when I eat), shortness of breath, ringing ears, severely bleeding gums, incredibly dry skin, extremely bad dizziness even while sitting still, edema, muscle aches"
	"PFIZER\BIONTECH"	"590"	"Ohio"	"39"	"40-49 years"	"40-49"	"Death"	"DTH"	"2054041-1"	"2054041-1"	"Dyspnea, coma 01/17/2022 2:40 am."
	"PFIZER\BIONTECH"	"590"	"Ohio"	"39"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"1062452-1"	"1062452-1"	"Pt presented to ED 45 minutes after receiving 1st dose Pfizer COVID vaccine with elevated BP, itching, rash and hives. Pt PE upon arrival stated that she was in acute distress. Itching,rash,hives,swelling and redness present on pt's back, chest and left arm. Progression: worsening. Moderate severity. Pt had taken lisinopril 10 mg with no improvement. Pt was treated with steroids, H1 and H2 blockers with good response.  02.01.2021 Pt presented to ED with BP of 200/140. Pt reports BP has been elevated since receiving her COVID vaccine on 01.29.2021. Pt exam positive for tinnitis. BP @ 1253 144/98, 1152 170/107, 1130 185/112, 1126 190/124. Pt BP came down with self administered hydralazine.   02.04.21 Pt presents to Ed      with elevated BP of 161/111 and chest pressure. Pt has not had relief with dose of clonidine and hydralazine. She also took a dose of steroid. Pt ROS pos for chest tightness, chest pain and leg swelling. BP improved with anxiolysis."
	"PFIZER\BIONTECH"	"590"	"Ohio"	"39"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"1351090-1"	"1351090-1"	"The patient is a 49 y.o. female who reports onset of flu-like symptoms including headaches, intermittent fever, nausea and vomiting, and chills within 3 hours of receiving her first COVID-19 vaccination on 4/2/2021. She reports symptoms increased in intensity such that it required her to seek evaluation in the ER on 4/4/2021.  Patient states she was tested for COVID-19 and received positive results. She states she was diagnosed with viral pneumonia and COVID-19 and was discharged home. She received IV infusion therapy for the positive COVID-19 result on 4/7/2021, went home and took a nap and was awoken with severe chest pains and shortness of breath. She was taken to the ER via ambulance where she  was diagnosed with atrial flutter with rapid ventricular response and acute hypoxic respiratory failure secondary to COVID-19 infection. Patient was admitted to the hospital."
	"PFIZER\BIONTECH"	"590"	"Ohio"	"39"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1147159-1"	"1147159-1"	"I felt fine at first for the 15 minutes they held me for observation. But as I walked out to my car I quickly got heavy and tired and started to ache and have a headache. I had to rest in my car for a while before driving home. Once home I crashed immediately for around 4 hours in the middle of the day which is not like me. I had an important dinner meeting i had to attend for my livelihood. I thought I was feeling better but half way through Dinner  I started feeling bad again. Got to the point that I stopped eating and excused myself to get home and rest. Symptoms progressed rapidly. Unfortunately I was pulled over for a minor traffic stop and  tried to explain that I was having a bad reaction to the vaccine and needed to get home. They wouldn?t believe me  and torturously treated me like an OVI. I?m hoping that I can get some kind of documentation and or assistance. I have court on the 1st and it will be devastating if I am convicted. I was not intoxicated  and was not warned about the dangers of driving after the vaccine. Please call me. I need help"
	"PFIZER\BIONTECH"	"590"	"Ohio"	"39"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1291312-1"	"1291312-1"	"Throwing up; nausea; chest pain & tightness to the point I could not move my arm to use my emergency inhaler prescribed after COVID/ I couldn't move; tremor increased; post COVID syndrome & orthostatic hypertension.; post COVID syndrome & orthostatic hypertension.; Lymph node pain; Tilt Table Testing confirmed Covid-induced POTS; mild injection site pain; COVID symptoms in same order as the Oct2020 COVID (upper respiratory, less intense headache, shortness of breath, chest pain); COVID symptoms in same order as the Oct2020 COVID (upper respiratory, less intense headache, shortness of breath, chest pain); COVID symptoms in same order as the Oct2020 COVID (upper respiratory, less intense headache, shortness of breath, chest pain); COVID symptoms in same order as the Oct2020 COVID (upper respiratory, less intense headache, shortness of breath, chest pain).; chest pain & tightness to the point I could not move my arm to use my emergency inhaler prescribed after COVID; dizzy; Fatigue; vasovagal response; Passed out; This is a spontaneous report from a contactable other health professional (patient). A 46-year-old female patient received first dose of BNT162B2 (PFIZER-BIONTECH COVID-19 VACCINE), via an unspecified route of administration, administered in arm left on 05Feb2021 at 10:30 (Lot Number: EL9261) (at the age of 46-year-old) as single dose for COVID-19 immunisation. The patient was not pregnant.  Medical history included infectious mononucleosis (Recent mono) in 2020 (Spring), urinary tract infection (UTI) in 2020 (Summer), venous Insufficiency on Dec2020, shingles in past on an unspecified date, lactose & gluten intolerance from an unknown date and unknown if ongoing, COVID-19 from Jun2020 to an unknown date  (I had recovered from mild COVID in Jun and Oct2020 that required no hospitalization and was managed with DAYQUIL, XYZAL, Prednisone, Vit D and melatonin). Concomitant medications included ibuprofen at 2400 mg and 800 mg; pregabalin (LYRICA); progesterone; bifidobacterium bifidum/bifidobacterium lactis/bifidobacterium longum/lactobacillus acidophilus/lactobacillus rhamnosus (PROBIOTIC), all concomitants were taken for an unspecified indication, start and stop date were not reported.  The patient experienced mild injection site pain, COVID symptoms in same order as the Oct2020 COVID (upper respiratory, less intense headache, shortness of breath, chest pain), dizzy, fatigue, vasovagal response, passed out, nausea, throwing up, tremor increased, chest pain & tightness to the point I could not move my arm to use my emergency inhaler prescribed after COVID/ I couldn't move, post COVID syndrome and orthostatic hypertension, tilt table testing confirmed COVID-induced POTS (postural orthostatic tachycardia syndrome) and lymph node pain, all on 05Feb2021 at 11:00.  All events were serious disabling and required hospitalization. The patient underwent lab tests and procedures which included computerized tomogram (CT): unknown results on an unspecified date, D-dimer: 1300 is very elevated, it shows that I have a lot of inflammation in my body or I could have the clot, 1300, almost 3 times the normal value; magnetic resonance imaging head (MRI): unknown results on an unspecified date, SARS-COV-2 test (nasal swab): negative on 19Feb2021, tilt table test: COVID-induced pots on 05Feb2021 . Unspecified therapeutic measures were taken as a result of the events. The patient outcome of the event passed out was unknown and not recovered for all the other events.; Sender's Comments: Based on the current available information and the plausible drug-event temporal association, a possible contributory role of the suspect product BNT162B2 to the development of reported events cannot be excluded.  The case will be reassessed if additional information becomes available.  The impact of this report on the benefit/risk profile of the Pfizer product is evaluated as part of Pfizer procedures for safety evaluation, including the review and analysis of aggregate data for adverse events. Any safety concern identified as part of this review, as well as any appropriate action in response, will be promptly notified to Regulatory Authorities, Ethics Committees and Investigators, as appropriate."
	"PFIZER\BIONTECH"	"590"	"Ohio"	"39"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1068668-1"	"1068668-1"	""Person received an injection of covid-19 vaccine. She sat down for 15 minutes. Tingling began in left arm, and person felt slight lightheadedness during observation. As person arose from chair, tingling in left arm began to increase and she asked healthcare worker if the tingling  was normal. Worker stated ""I think so"". Friend then aided person as she began to fall to floor - person then placed on stretcher and became unconscious. EMTs times two were summoned to stretcher and they placed heart monitor and blood pressure cuff on person. Person was transferred to the Health Center - upon transfer, person became conscious and felt a heaviness on left side of body. Able to ambulate to BR and felt heaviness of left side of body. Bloodwork and CT scan were performed at FCHC and person reported as normal. It was decided by ER Doctor to transfer person to Hosp. Blood was drawn every so often and MRI was performed which person stated was all normal. Hosp. staff kept person overnight for observation. At approximately 2000 on 2/27/2021, person states that she felt back to normal with tingling of left arm subsided. Person was released early afternoon on Sunday, February 28th, 2021 after Doctor assessed person.""
	"PFIZER\BIONTECH"	"590"	"Ohio"	"39"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1139783-1"	"1139783-1"	"She received the first dose of the Pfizer COVID-19 vaccine on 3/25, and had some lip and tongue swelling and vocal changes with wheezing within 15 minutes of receiving the vaccine.  She was treated with benadryl and albuterol and sent home after improvement.  After going home, continued to have some lip/throat swelling. She then presented to local hospital with worsened symptoms, treated with benadryl and steroids, given a script for prednisone, and sent home.  She did not fill the prednisone script initially, but had some prednisone (unknown strength) at home and took a pill.  The following morning (3/26), she continued to have throat and lip swelling and began to develop some dyspnea. Due to these worsening symptoms, she came to ED.  She received a total of 5 doses of IM epinephrine (1734, 1938, 2010, 2320, 0017) along with IV pepcid and IV solumedrol for persistent subjective throat swelling, dyspnea, and difficulty tolerating secretions.  She was admitted to the ICU for close monitoring of symptoms and consideration of an epinephrine drip, but did NOT require this.  In the morning of 3/27, she noted substantial improvement in symptoms of tongue/lip swelling, improved wheezing, dyspnea, and dysphagia. Still with some mild hoarseness that she attributes to cough, also improving."
	"PFIZER\BIONTECH"	"590"	"Ohio"	"39"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1233174-1"	"1233174-1"	"While in waiting area client experienced loss of consciousness and seizure-like activity lasting approximately 48 seconds per nurse that responded to incident.  Loss of bladder control noted.  Squad responded and transported patient to the hospital via ambulance.  Patient was coherent prior to transport.  He states he was admitted to the hospital and Observation x 24 hours.  He had a CT scan and bloodwork, both normal.  Neurologist at the hospital told him he experienced syncope and no seizure activity was suspected.  He states a history of feeling faint when he sees blood.  He sates the Neurologist advised he get the second dose and lay down after the shot."
	"PFIZER\BIONTECH"	"590"	"Ohio"	"39"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1291312-1"	"1291312-1"	"Throwing up; nausea; chest pain & tightness to the point I could not move my arm to use my emergency inhaler prescribed after COVID/ I couldn't move; tremor increased; post COVID syndrome & orthostatic hypertension.; post COVID syndrome & orthostatic hypertension.; Lymph node pain; Tilt Table Testing confirmed Covid-induced POTS; mild injection site pain; COVID symptoms in same order as the Oct2020 COVID (upper respiratory, less intense headache, shortness of breath, chest pain); COVID symptoms in same order as the Oct2020 COVID (upper respiratory, less intense headache, shortness of breath, chest pain); COVID symptoms in same order as the Oct2020 COVID (upper respiratory, less intense headache, shortness of breath, chest pain); COVID symptoms in same order as the Oct2020 COVID (upper respiratory, less intense headache, shortness of breath, chest pain).; chest pain & tightness to the point I could not move my arm to use my emergency inhaler prescribed after COVID; dizzy; Fatigue; vasovagal response; Passed out; This is a spontaneous report from a contactable other health professional (patient). A 46-year-old female patient received first dose of BNT162B2 (PFIZER-BIONTECH COVID-19 VACCINE), via an unspecified route of administration, administered in arm left on 05Feb2021 at 10:30 (Lot Number: EL9261) (at the age of 46-year-old) as single dose for COVID-19 immunisation. The patient was not pregnant.  Medical history included infectious mononucleosis (Recent mono) in 2020 (Spring), urinary tract infection (UTI) in 2020 (Summer), venous Insufficiency on Dec2020, shingles in past on an unspecified date, lactose & gluten intolerance from an unknown date and unknown if ongoing, COVID-19 from Jun2020 to an unknown date  (I had recovered from mild COVID in Jun and Oct2020 that required no hospitalization and was managed with DAYQUIL, XYZAL, Prednisone, Vit D and melatonin). Concomitant medications included ibuprofen at 2400 mg and 800 mg; pregabalin (LYRICA); progesterone; bifidobacterium bifidum/bifidobacterium lactis/bifidobacterium longum/lactobacillus acidophilus/lactobacillus rhamnosus (PROBIOTIC), all concomitants were taken for an unspecified indication, start and stop date were not reported.  The patient experienced mild injection site pain, COVID symptoms in same order as the Oct2020 COVID (upper respiratory, less intense headache, shortness of breath, chest pain), dizzy, fatigue, vasovagal response, passed out, nausea, throwing up, tremor increased, chest pain & tightness to the point I could not move my arm to use my emergency inhaler prescribed after COVID/ I couldn't move, post COVID syndrome and orthostatic hypertension, tilt table testing confirmed COVID-induced POTS (postural orthostatic tachycardia syndrome) and lymph node pain, all on 05Feb2021 at 11:00.  All events were serious disabling and required hospitalization. The patient underwent lab tests and procedures which included computerized tomogram (CT): unknown results on an unspecified date, D-dimer: 1300 is very elevated, it shows that I have a lot of inflammation in my body or I could have the clot, 1300, almost 3 times the normal value; magnetic resonance imaging head (MRI): unknown results on an unspecified date, SARS-COV-2 test (nasal swab): negative on 19Feb2021, tilt table test: COVID-induced pots on 05Feb2021 . Unspecified therapeutic measures were taken as a result of the events. The patient outcome of the event passed out was unknown and not recovered for all the other events.; Sender's Comments: Based on the current available information and the plausible drug-event temporal association, a possible contributory role of the suspect product BNT162B2 to the development of reported events cannot be excluded.  The case will be reassessed if additional information becomes available.  The impact of this report on the benefit/risk profile of the Pfizer product is evaluated as part of Pfizer procedures for safety evaluation, including the review and analysis of aggregate data for adverse events. Any safety concern identified as part of this review, as well as any appropriate action in response, will be promptly notified to Regulatory Authorities, Ethics Committees and Investigators, as appropriate."
	"PFIZER\BIONTECH"	"590"	"Ohio"	"39"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1351090-1"	"1351090-1"	"The patient is a 49 y.o. female who reports onset of flu-like symptoms including headaches, intermittent fever, nausea and vomiting, and chills within 3 hours of receiving her first COVID-19 vaccination on 4/2/2021. She reports symptoms increased in intensity such that it required her to seek evaluation in the ER on 4/4/2021.  Patient states she was tested for COVID-19 and received positive results. She states she was diagnosed with viral pneumonia and COVID-19 and was discharged home. She received IV infusion therapy for the positive COVID-19 result on 4/7/2021, went home and took a nap and was awoken with severe chest pains and shortness of breath. She was taken to the ER via ambulance where she  was diagnosed with atrial flutter with rapid ventricular response and acute hypoxic respiratory failure secondary to COVID-19 infection. Patient was admitted to the hospital."
	"PFIZER\BIONTECH"	"590"	"Ohio"	"39"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1062452-1"	"1062452-1"	"Pt presented to ED 45 minutes after receiving 1st dose Pfizer COVID vaccine with elevated BP, itching, rash and hives. Pt PE upon arrival stated that she was in acute distress. Itching,rash,hives,swelling and redness present on pt's back, chest and left arm. Progression: worsening. Moderate severity. Pt had taken lisinopril 10 mg with no improvement. Pt was treated with steroids, H1 and H2 blockers with good response.  02.01.2021 Pt presented to ED with BP of 200/140. Pt reports BP has been elevated since receiving her COVID vaccine on 01.29.2021. Pt exam positive for tinnitis. BP @ 1253 144/98, 1152 170/107, 1130 185/112, 1126 190/124. Pt BP came down with self administered hydralazine.   02.04.21 Pt presents to Ed      with elevated BP of 161/111 and chest pressure. Pt has not had relief with dose of clonidine and hydralazine. She also took a dose of steroid. Pt ROS pos for chest tightness, chest pain and leg swelling. BP improved with anxiolysis."
	"PFIZER\BIONTECH"	"590"	"Ohio"	"39"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1147159-1"	"1147159-1"	"I felt fine at first for the 15 minutes they held me for observation. But as I walked out to my car I quickly got heavy and tired and started to ache and have a headache. I had to rest in my car for a while before driving home. Once home I crashed immediately for around 4 hours in the middle of the day which is not like me. I had an important dinner meeting i had to attend for my livelihood. I thought I was feeling better but half way through Dinner  I started feeling bad again. Got to the point that I stopped eating and excused myself to get home and rest. Symptoms progressed rapidly. Unfortunately I was pulled over for a minor traffic stop and  tried to explain that I was having a bad reaction to the vaccine and needed to get home. They wouldn?t believe me  and torturously treated me like an OVI. I?m hoping that I can get some kind of documentation and or assistance. I have court on the 1st and it will be devastating if I am convicted. I was not intoxicated  and was not warned about the dangers of driving after the vaccine. Please call me. I need help"
	"PFIZER\BIONTECH"	"590"	"Ohio"	"39"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1233174-1"	"1233174-1"	"While in waiting area client experienced loss of consciousness and seizure-like activity lasting approximately 48 seconds per nurse that responded to incident.  Loss of bladder control noted.  Squad responded and transported patient to the hospital via ambulance.  Patient was coherent prior to transport.  He states he was admitted to the hospital and Observation x 24 hours.  He had a CT scan and bloodwork, both normal.  Neurologist at the hospital told him he experienced syncope and no seizure activity was suspected.  He states a history of feeling faint when he sees blood.  He sates the Neurologist advised he get the second dose and lay down after the shot."
	"PFIZER\BIONTECH"	"590"	"Ohio"	"39"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1291312-1"	"1291312-1"	"Throwing up; nausea; chest pain & tightness to the point I could not move my arm to use my emergency inhaler prescribed after COVID/ I couldn't move; tremor increased; post COVID syndrome & orthostatic hypertension.; post COVID syndrome & orthostatic hypertension.; Lymph node pain; Tilt Table Testing confirmed Covid-induced POTS; mild injection site pain; COVID symptoms in same order as the Oct2020 COVID (upper respiratory, less intense headache, shortness of breath, chest pain); COVID symptoms in same order as the Oct2020 COVID (upper respiratory, less intense headache, shortness of breath, chest pain); COVID symptoms in same order as the Oct2020 COVID (upper respiratory, less intense headache, shortness of breath, chest pain); COVID symptoms in same order as the Oct2020 COVID (upper respiratory, less intense headache, shortness of breath, chest pain).; chest pain & tightness to the point I could not move my arm to use my emergency inhaler prescribed after COVID; dizzy; Fatigue; vasovagal response; Passed out; This is a spontaneous report from a contactable other health professional (patient). A 46-year-old female patient received first dose of BNT162B2 (PFIZER-BIONTECH COVID-19 VACCINE), via an unspecified route of administration, administered in arm left on 05Feb2021 at 10:30 (Lot Number: EL9261) (at the age of 46-year-old) as single dose for COVID-19 immunisation. The patient was not pregnant.  Medical history included infectious mononucleosis (Recent mono) in 2020 (Spring), urinary tract infection (UTI) in 2020 (Summer), venous Insufficiency on Dec2020, shingles in past on an unspecified date, lactose & gluten intolerance from an unknown date and unknown if ongoing, COVID-19 from Jun2020 to an unknown date  (I had recovered from mild COVID in Jun and Oct2020 that required no hospitalization and was managed with DAYQUIL, XYZAL, Prednisone, Vit D and melatonin). Concomitant medications included ibuprofen at 2400 mg and 800 mg; pregabalin (LYRICA); progesterone; bifidobacterium bifidum/bifidobacterium lactis/bifidobacterium longum/lactobacillus acidophilus/lactobacillus rhamnosus (PROBIOTIC), all concomitants were taken for an unspecified indication, start and stop date were not reported.  The patient experienced mild injection site pain, COVID symptoms in same order as the Oct2020 COVID (upper respiratory, less intense headache, shortness of breath, chest pain), dizzy, fatigue, vasovagal response, passed out, nausea, throwing up, tremor increased, chest pain & tightness to the point I could not move my arm to use my emergency inhaler prescribed after COVID/ I couldn't move, post COVID syndrome and orthostatic hypertension, tilt table testing confirmed COVID-induced POTS (postural orthostatic tachycardia syndrome) and lymph node pain, all on 05Feb2021 at 11:00.  All events were serious disabling and required hospitalization. The patient underwent lab tests and procedures which included computerized tomogram (CT): unknown results on an unspecified date, D-dimer: 1300 is very elevated, it shows that I have a lot of inflammation in my body or I could have the clot, 1300, almost 3 times the normal value; magnetic resonance imaging head (MRI): unknown results on an unspecified date, SARS-COV-2 test (nasal swab): negative on 19Feb2021, tilt table test: COVID-induced pots on 05Feb2021 . Unspecified therapeutic measures were taken as a result of the events. The patient outcome of the event passed out was unknown and not recovered for all the other events.; Sender's Comments: Based on the current available information and the plausible drug-event temporal association, a possible contributory role of the suspect product BNT162B2 to the development of reported events cannot be excluded.  The case will be reassessed if additional information becomes available.  The impact of this report on the benefit/risk profile of the Pfizer product is evaluated as part of Pfizer procedures for safety evaluation, including the review and analysis of aggregate data for adverse events. Any safety concern identified as part of this review, as well as any appropriate action in response, will be promptly notified to Regulatory Authorities, Ethics Committees and Investigators, as appropriate."
	"PFIZER\BIONTECH"	"590"	"Ohio"	"39"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1351090-1"	"1351090-1"	"The patient is a 49 y.o. female who reports onset of flu-like symptoms including headaches, intermittent fever, nausea and vomiting, and chills within 3 hours of receiving her first COVID-19 vaccination on 4/2/2021. She reports symptoms increased in intensity such that it required her to seek evaluation in the ER on 4/4/2021.  Patient states she was tested for COVID-19 and received positive results. She states she was diagnosed with viral pneumonia and COVID-19 and was discharged home. She received IV infusion therapy for the positive COVID-19 result on 4/7/2021, went home and took a nap and was awoken with severe chest pains and shortness of breath. She was taken to the ER via ambulance where she  was diagnosed with atrial flutter with rapid ventricular response and acute hypoxic respiratory failure secondary to COVID-19 infection. Patient was admitted to the hospital."
	"PFIZER\BIONTECH"	"590"	"Ohio"	"39"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1816453-1"	"1816453-1"	"High fever, chills,, diffuse severe joint and muscle pain, headache. After 4 days all resolved except neck pain and in between shoulders pain. Resurgence of frequent headaches. Then I developed pain/numbness/ weakness in right arm and hand and I was diagnosed with thoracic outlet syndrome. I developed thyroid nodules, With PT numbness resolved, but neck and back pain and headaches persisted. Then I had positional headache with blurred vision, nausea, dizziness, numbness of nose and upper front teeth, sleep problems, severe tinnitus, pain behind my eyes. I was diagnosed with IIH. I believe something may have gone wrong with se one dose of the vaccine."
	"PFIZER\BIONTECH"	"590"	"Ohio"	"39"	"60-64 years"	"60-64"	"Hospitalized"	"H"	"2018480-1"	"2018480-1"	""had tingling sensation in my tongue; tingling and numbness in my lower legs; tingling and numbness in my lower legs; burning sensations throughout different parts of my body; light headedness; dry mouth; sensitivity of smell; upper back pain; general feeling of unwell; This is a spontaneous report received from contactable reporter (Consumer or other non HCP). The reporter is the patient.  A 62 year-old female patient (not pregnant) received bnt162b2 (BNT162B2), administered in arm left, administration date 02Apr2021 14:15 (Lot number: ER8733) at the age of 62 years as dose 1, single for covid-19 immunisation. The patient had no relevant medical history. Facility type vaccine was Other. No other vaccine in four weeks. No other medications in two weeks. No Known allergies to patient knowledge. There were no concomitant medication.  The following information was reported: PARAESTHESIA ORAL (hospitalization) with onset 02Apr2021 14:30, outcome ""recovered"", described as ""had tingling sensation in my tongue""; PARAESTHESIA (hospitalization), HYPOAESTHESIA (hospitalization) all with onset 02Apr2021 14:30, outcome ""recovered"" and all described as ""tingling and numbness in my lower legs""; BURNING SENSATION (hospitalization) with onset 02Apr2021 14:30, outcome ""recovered"", described as ""burning sensations throughout different parts of my body""; DIZZINESS (hospitalization) with onset 02Apr2021 14:30, outcome ""recovered"", described as ""light headedness""; DRY MOUTH (hospitalization) with onset 02Apr2021 14:30, outcome ""recovered"", described as ""dry mouth""; PAROSMIA (hospitalization) with onset 02Apr2021 14:30, outcome ""recovered"", described as ""sensitivity of smell""; BACK PAIN (hospitalization) with onset 02Apr2021 14:30, outcome ""recovered"", described as ""upper back pain""; MALAISE (hospitalization) with onset 02Apr2021 14:30, outcome ""recovered"", described as ""general feeling of unwell"". The patient was hospitalized for paraesthesia oral, paraesthesia, hypoaesthesia, burning sensation, dizziness, dry mouth, parosmia, back pain, malaise (hospitalization duration: 1 day(s)). The events ""had tingling sensation in my tongue"", ""tingling and numbness in my lower legs"", ""tingling and numbness in my lower legs"", ""burning sensations throughout different parts of my body"", ""light headedness"", ""dry mouth"", ""sensitivity of smell"", ""upper back pain"" and ""general feeling of unwell"" were evaluated at the physician office visit. The patient underwent the following laboratory tests and procedures: Multiple heart scans: result unknown. Therapeutic measures were taken as a result of paraesthesia oral, paraesthesia, hypoaesthesia, burning sensation, dizziness, dry mouth, parosmia, back pain, malaise. Detail information was reported as: Adverse event: Right after vaccine, had tingling sensation in tongue; over 4 week period had tingling and numbness in lower legs; burning sensations throughout different parts of body; light headedness; dry mouth; sensitivity of smell; upper back pain; general feeling of unwell. AE resulted in: Doctor or other healthcare professional office/clinic visit, Hospitalization AE treatment: Multiple heart scans. No covid prior vaccination. No covid tested post vaccination.""
	"PFIZER\BIONTECH"	"590"	"Ohio"	"39"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1046117-1"	"1046117-1"	"5:20PM 'SOB, DIZZY, THROAT TIGHT'.  PLACED ON COT WITH HEAD ELEVATED. CONTINUES TO HAVE SOB. 5:30PM STATES 'FEELING BETTER'. 5:40PM BECOMING SOB AGAIN. 5:55PM  INCREASED SOB/DYSPNEA- SQUAD CALLED. IV ATTEMPT X3 WITHOUT SUCCESS.  6:30PM TRANSPORTED TO ER VIA SQUAD, A/O X3, PINK, W/D, SEVERE DYSPNEA. (2-19-21 3PM TC PT RELEASED FROM HOSPITAL THIS AM. FULL RECOVERY .)"
	"PFIZER\BIONTECH"	"590"	"Ohio"	"39"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1299346-1"	"1299346-1"	"SOB resulting in near respiratory arrest, pt intubated.; SOB resulting in near respiratory arrest, pt intubated.; This is a spontaneous report from a contactable other hcp. A 66-years-old female patient received BNT162B2 (BNT162B2), dose 1 intramuscular, administered in Arm Left on 30Apr2021 11:30 (Batch/Lot Number: EW0158) as single dose for covid-19 immunization. Medical history included drug hypersensitivity to sulfa from an unknown date. It is unknown that the patient received any other vaccines within four weeks prior to the vaccination. Since the vaccination, the patient had not been tested for COVID-19. The patient's concomitant medications were not reported. On 30Apr2021 the patient experienced sob resulting in near respiratory arrest, pt intubated. The event resulted in Emergency room/department or urgent care. The outcome of the events were unknown.  No follow-up attempts are possible. No further information is expected.; Sender's Comments: Based on the information currently available, a possible contributory role of the suspect vaccine BNT162B2 or comirnarty in triggering the onset of SOB results in near respiratory arrest cannot be excluded but also consider relevant medical history and concomittant drugs and drug history. The impact of this report on the benefit/risk profile of the Pfizer product is evaluated as part of Pfizer procedures for safety evaluation, including the review and analysis of aggregate data for adverse events. Any safety concern identified as part of this review, as well as any appropriate action in response, will be promptly notified to  Committees and Investigators, as appropriate."
	"PFIZER\BIONTECH"	"590"	"Ohio"	"39"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1046117-1"	"1046117-1"	"5:20PM 'SOB, DIZZY, THROAT TIGHT'.  PLACED ON COT WITH HEAD ELEVATED. CONTINUES TO HAVE SOB. 5:30PM STATES 'FEELING BETTER'. 5:40PM BECOMING SOB AGAIN. 5:55PM  INCREASED SOB/DYSPNEA- SQUAD CALLED. IV ATTEMPT X3 WITHOUT SUCCESS.  6:30PM TRANSPORTED TO ER VIA SQUAD, A/O X3, PINK, W/D, SEVERE DYSPNEA. (2-19-21 3PM TC PT RELEASED FROM HOSPITAL THIS AM. FULL RECOVERY .)"
	"PFIZER\BIONTECH"	"590"	"Ohio"	"39"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1299346-1"	"1299346-1"	"SOB resulting in near respiratory arrest, pt intubated.; SOB resulting in near respiratory arrest, pt intubated.; This is a spontaneous report from a contactable other hcp. A 66-years-old female patient received BNT162B2 (BNT162B2), dose 1 intramuscular, administered in Arm Left on 30Apr2021 11:30 (Batch/Lot Number: EW0158) as single dose for covid-19 immunization. Medical history included drug hypersensitivity to sulfa from an unknown date. It is unknown that the patient received any other vaccines within four weeks prior to the vaccination. Since the vaccination, the patient had not been tested for COVID-19. The patient's concomitant medications were not reported. On 30Apr2021 the patient experienced sob resulting in near respiratory arrest, pt intubated. The event resulted in Emergency room/department or urgent care. The outcome of the events were unknown.  No follow-up attempts are possible. No further information is expected.; Sender's Comments: Based on the information currently available, a possible contributory role of the suspect vaccine BNT162B2 or comirnarty in triggering the onset of SOB results in near respiratory arrest cannot be excluded but also consider relevant medical history and concomittant drugs and drug history. The impact of this report on the benefit/risk profile of the Pfizer product is evaluated as part of Pfizer procedures for safety evaluation, including the review and analysis of aggregate data for adverse events. Any safety concern identified as part of this review, as well as any appropriate action in response, will be promptly notified to  Committees and Investigators, as appropriate."
	"PFIZER\BIONTECH"	"590"	"Ohio"	"39"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1046117-1"	"1046117-1"	"5:20PM 'SOB, DIZZY, THROAT TIGHT'.  PLACED ON COT WITH HEAD ELEVATED. CONTINUES TO HAVE SOB. 5:30PM STATES 'FEELING BETTER'. 5:40PM BECOMING SOB AGAIN. 5:55PM  INCREASED SOB/DYSPNEA- SQUAD CALLED. IV ATTEMPT X3 WITHOUT SUCCESS.  6:30PM TRANSPORTED TO ER VIA SQUAD, A/O X3, PINK, W/D, SEVERE DYSPNEA. (2-19-21 3PM TC PT RELEASED FROM HOSPITAL THIS AM. FULL RECOVERY .)"
	"PFIZER\BIONTECH"	"590"	"Ohio"	"39"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1299346-1"	"1299346-1"	"SOB resulting in near respiratory arrest, pt intubated.; SOB resulting in near respiratory arrest, pt intubated.; This is a spontaneous report from a contactable other hcp. A 66-years-old female patient received BNT162B2 (BNT162B2), dose 1 intramuscular, administered in Arm Left on 30Apr2021 11:30 (Batch/Lot Number: EW0158) as single dose for covid-19 immunization. Medical history included drug hypersensitivity to sulfa from an unknown date. It is unknown that the patient received any other vaccines within four weeks prior to the vaccination. Since the vaccination, the patient had not been tested for COVID-19. The patient's concomitant medications were not reported. On 30Apr2021 the patient experienced sob resulting in near respiratory arrest, pt intubated. The event resulted in Emergency room/department or urgent care. The outcome of the events were unknown.  No follow-up attempts are possible. No further information is expected.; Sender's Comments: Based on the information currently available, a possible contributory role of the suspect vaccine BNT162B2 or comirnarty in triggering the onset of SOB results in near respiratory arrest cannot be excluded but also consider relevant medical history and concomittant drugs and drug history. The impact of this report on the benefit/risk profile of the Pfizer product is evaluated as part of Pfizer procedures for safety evaluation, including the review and analysis of aggregate data for adverse events. Any safety concern identified as part of this review, as well as any appropriate action in response, will be promptly notified to  Committees and Investigators, as appropriate."
	"PFIZER\BIONTECH"	"590"	"Oklahoma"	"40"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1014871-1"	"1014871-1"	"CENTRAL RETINAL VEIN OCCLUSION RESULTING IN LOSS OF SIGHT TO RIGHT EYE  I WAS ON COMPUTER AND HAD BRIGHT FLASHES OF LIGHTS THE LOST VISION IN THE EYE ABOUT 2 1/2 HOURS AFTER RECIEVING VACCINE. CRVO IS RARE IN MY AGE WITH NO HEALTH PROBLEMS. SAW ER DOCTOR THAT NIGHT THEN OPTHAMOLOGIST THE NEXT MORNING WHO DIAGNOSED ME. I AM CURREENTLY PRESCRIBED A BABY ASPIRIN AND WILL HAVE TO GET INJECTIONS IN MY EYE WHEN MACULAR EDEMA OCCURS, AN EXPECTED OCCURRENCE WITH A BLOOD CLOT IN THE RETINAL VEIN"
	"PFIZER\BIONTECH"	"590"	"Oklahoma"	"40"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1014871-1"	"1014871-1"	"CENTRAL RETINAL VEIN OCCLUSION RESULTING IN LOSS OF SIGHT TO RIGHT EYE  I WAS ON COMPUTER AND HAD BRIGHT FLASHES OF LIGHTS THE LOST VISION IN THE EYE ABOUT 2 1/2 HOURS AFTER RECIEVING VACCINE. CRVO IS RARE IN MY AGE WITH NO HEALTH PROBLEMS. SAW ER DOCTOR THAT NIGHT THEN OPTHAMOLOGIST THE NEXT MORNING WHO DIAGNOSED ME. I AM CURREENTLY PRESCRIBED A BABY ASPIRIN AND WILL HAVE TO GET INJECTIONS IN MY EYE WHEN MACULAR EDEMA OCCURS, AN EXPECTED OCCURRENCE WITH A BLOOD CLOT IN THE RETINAL VEIN"
	"PFIZER\BIONTECH"	"590"	"Oklahoma"	"40"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1042388-1"	"1042388-1"	"TONGUE/LIP EDEMA 15 MINUTES POST INJECTION"
	"PFIZER\BIONTECH"	"590"	"Oregon"	"41"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"1301521-1"	"1301521-1"	"Metallic taste in mouth immediately following the injection. About an hour later I had throat swelling, coughing, trouble breathing. It felt like something stuck in my throat."
	"PFIZER\BIONTECH"	"590"	"Oregon"	"41"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1301521-1"	"1301521-1"	"Metallic taste in mouth immediately following the injection. About an hour later I had throat swelling, coughing, trouble breathing. It felt like something stuck in my throat."
	"PFIZER\BIONTECH"	"590"	"Oregon"	"41"	"65-79 years"	"65-79"	"Death"	"DTH"	"1169895-1"	"1169895-1"	"Death; 48 hours after vaccine"
	"PFIZER\BIONTECH"	"590"	"Pennsylvania"	"42"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"1290262-1"	"1290262-1"	"My entire world has unraveled since getting this shot.  Been to 4 ERs for systemic inflammation and neurological symptoms.  Written off a psycho and about to be committed, but was brilliant.  I believe I was given an undiluted dose of Pfizer without diluent, and became psychotic, and furthermore I believe my parents, who also got it, have had their judgement affected as well.  They have been a lot less urgent with concern for their welfare of me since the shot. All they do is sleep all the time, wouldn't take me to the ER even when I was having trouble reading and staggering around.  I understand I have no credibility here, but please look into this matter seriously, and not just the ravings of a crazy person."
	"PFIZER\BIONTECH"	"590"	"Pennsylvania"	"42"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"1670323-1"	"1670323-1"	"Within 2 hours of the shot, I had severe heart burn that lasted into the night. I woke up multiple times with diarrhea and stomach pains, which led into Saturday. By Saturday, heartburn was gone but still having stomach pains, nausea and diarrhea and flu like symptoms. Monday starting increasing stomach pains and nausea and by midday Tuesday, the stomach pains were very severe. I went to doctor, who sent me for a CT scan to find my appendix was very inflamed and I had to have emergency surgery to have it removed. When asked why I didn?t come sooner, I said I thought it was just a side effect of the vaccine. I was told I was lucky it didn?t rupture. Please note I never had issues with my appendix or any stomach issues prior"
	"PFIZER\BIONTECH"	"590"	"Pennsylvania"	"42"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"1290262-1"	"1290262-1"	"My entire world has unraveled since getting this shot.  Been to 4 ERs for systemic inflammation and neurological symptoms.  Written off a psycho and about to be committed, but was brilliant.  I believe I was given an undiluted dose of Pfizer without diluent, and became psychotic, and furthermore I believe my parents, who also got it, have had their judgement affected as well.  They have been a lot less urgent with concern for their welfare of me since the shot. All they do is sleep all the time, wouldn't take me to the ER even when I was having trouble reading and staggering around.  I understand I have no credibility here, but please look into this matter seriously, and not just the ravings of a crazy person."
	"PFIZER\BIONTECH"	"590"	"Pennsylvania"	"42"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"1586830-1"	"1586830-1"	"Developed a migraine within 5 minutes after the injection, the migraine has not subsided since the injection."
	"PFIZER\BIONTECH"	"590"	"Pennsylvania"	"42"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"1653890-1"	"1653890-1"	"Increase in joint pain. Severe since vaccine."
	"PFIZER\BIONTECH"	"590"	"Pennsylvania"	"42"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"1290262-1"	"1290262-1"	"My entire world has unraveled since getting this shot.  Been to 4 ERs for systemic inflammation and neurological symptoms.  Written off a psycho and about to be committed, but was brilliant.  I believe I was given an undiluted dose of Pfizer without diluent, and became psychotic, and furthermore I believe my parents, who also got it, have had their judgement affected as well.  They have been a lot less urgent with concern for their welfare of me since the shot. All they do is sleep all the time, wouldn't take me to the ER even when I was having trouble reading and staggering around.  I understand I have no credibility here, but please look into this matter seriously, and not just the ravings of a crazy person."
	"PFIZER\BIONTECH"	"590"	"Pennsylvania"	"42"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"1670323-1"	"1670323-1"	"Within 2 hours of the shot, I had severe heart burn that lasted into the night. I woke up multiple times with diarrhea and stomach pains, which led into Saturday. By Saturday, heartburn was gone but still having stomach pains, nausea and diarrhea and flu like symptoms. Monday starting increasing stomach pains and nausea and by midday Tuesday, the stomach pains were very severe. I went to doctor, who sent me for a CT scan to find my appendix was very inflamed and I had to have emergency surgery to have it removed. When asked why I didn?t come sooner, I said I thought it was just a side effect of the vaccine. I was told I was lucky it didn?t rupture. Please note I never had issues with my appendix or any stomach issues prior"
	"PFIZER\BIONTECH"	"590"	"Pennsylvania"	"42"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1290262-1"	"1290262-1"	"My entire world has unraveled since getting this shot.  Been to 4 ERs for systemic inflammation and neurological symptoms.  Written off a psycho and about to be committed, but was brilliant.  I believe I was given an undiluted dose of Pfizer without diluent, and became psychotic, and furthermore I believe my parents, who also got it, have had their judgement affected as well.  They have been a lot less urgent with concern for their welfare of me since the shot. All they do is sleep all the time, wouldn't take me to the ER even when I was having trouble reading and staggering around.  I understand I have no credibility here, but please look into this matter seriously, and not just the ravings of a crazy person."
	"PFIZER\BIONTECH"	"590"	"Pennsylvania"	"42"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1670323-1"	"1670323-1"	"Within 2 hours of the shot, I had severe heart burn that lasted into the night. I woke up multiple times with diarrhea and stomach pains, which led into Saturday. By Saturday, heartburn was gone but still having stomach pains, nausea and diarrhea and flu like symptoms. Monday starting increasing stomach pains and nausea and by midday Tuesday, the stomach pains were very severe. I went to doctor, who sent me for a CT scan to find my appendix was very inflamed and I had to have emergency surgery to have it removed. When asked why I didn?t come sooner, I said I thought it was just a side effect of the vaccine. I was told I was lucky it didn?t rupture. Please note I never had issues with my appendix or any stomach issues prior"
	"PFIZER\BIONTECH"	"590"	"Pennsylvania"	"42"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"1285757-1"	"1285757-1"	"Developed severe abdominal cramps on my left side around 7 p.m. on Wednesday, April 28. Cramps were intermittent and in varying degrees of intensity. Cramps continued through Friday, April 30 with varying intensity. Attempted to treat with Tylenol and GasX.  Starting around 10:30 a.m. on Saturday May, 1, the pain in my left side increased in intensity and was not waning. After consulting with a telehealth practitioner, I  went to the emergency room and was quickly admitted. My blood and urine were tested, along with CT scans of my body. The CT scan revealed that blood was no longer reaching two parts of my left kidney and I was diagnosed with a arterial thrombosis.   I was fully admitted to the hospital and a heparin drip was immediately started."
	"PFIZER\BIONTECH"	"590"	"Pennsylvania"	"42"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1285757-1"	"1285757-1"	"Developed severe abdominal cramps on my left side around 7 p.m. on Wednesday, April 28. Cramps were intermittent and in varying degrees of intensity. Cramps continued through Friday, April 30 with varying intensity. Attempted to treat with Tylenol and GasX.  Starting around 10:30 a.m. on Saturday May, 1, the pain in my left side increased in intensity and was not waning. After consulting with a telehealth practitioner, I  went to the emergency room and was quickly admitted. My blood and urine were tested, along with CT scans of my body. The CT scan revealed that blood was no longer reaching two parts of my left kidney and I was diagnosed with a arterial thrombosis.   I was fully admitted to the hospital and a heparin drip was immediately started."
	"PFIZER\BIONTECH"	"590"	"Pennsylvania"	"42"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1652780-1"	"1652780-1"	"Eye began watering non-stop; lesions appeared on side of neck/more lesions appeared on ears; scalp itching; dandruff; nerve pain; Shingles/shingles outbreak on my neck./determined to be disseminated shingles scalp, neck, ears, right eye; Originally thought it was heat rash/heat rash still present/heat rash on back of neck; This is a spontaneous report from a contactable consumer (patient). A 43-year-old female patient received BNT162B2 (PFIZER-BIONTECH COVID-19 VACCINE; lot number: EW0176), via an unspecified route of administration in the left upper arm on 01May2021 at 10:30 (at the age of 43-year-old), dose 2, single for COVID-19 immunisation. Medical history included sinus problems, allergies to penicillin. Concomitant medications included fluticasone propionate (FLONASE) and loratadine (CLARITINE). Historical vaccine included BNT162B2 (PFIZER-BIONTECH COVID-19 VACCINE; lot number: EW0162) administered via an unspecified route of administration in the left upper arm on 09Apr2021 at 15:30 (at the age of 43-year-old), dose 1, single for COVID-19 immunisation. Prior to vaccination, the patient was not diagnosed with COVID-19, did not receive other vaccines four weeks prior. The patient was not pregnant at the time of vaccination. The vaccine was administered at public health department. Around 5May2021 to 8May2021, the patient noticed heat rash on back of neck. On 08May2021, the patient had shingles. On 15May2021, about two weeks later, the patient noticed scalp itching, but she figured it was product dandruff. On 26May2021, the patient had shingles outbreak started on her neck. Originally thought it was heat rash. On 08Jun2021, the patient's eye began watering nonstop. The heat rash was still present and lesions appeared on side of neck. The patient was prescribed with antibiotics (z-pack) and steroid eye drops. By the end of week more lesions appeared on ears. Determined to be disseminated shingles on scalp, neck, ears and right eye. The patient received 2 rounds of Valtrex 3g for the events and also received gabapentin for nerve pain missed work on neck, right eye (as reported). Symptoms returned three weeks after finishing the medications. If known side effect would have went for treatment earlier. The patient stated that she missed seven days of work without pay and mentioned that she still would have recommend the vaccine, but people need to be aware it can stir things up. The events were reported as serious (persistent /significant disability /incapacity) and resulted in doctor or other healthcare professional office/clinic visit and emergency room/department or urgent care visit. The patient had not been tested for COVID-19 since vaccination. The outcome of the events was not recovered.  No follow-up attempts are possible; No further information is expected."
	"PFIZER\BIONTECH"	"590"	"Pennsylvania"	"42"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1285757-1"	"1285757-1"	"Developed severe abdominal cramps on my left side around 7 p.m. on Wednesday, April 28. Cramps were intermittent and in varying degrees of intensity. Cramps continued through Friday, April 30 with varying intensity. Attempted to treat with Tylenol and GasX.  Starting around 10:30 a.m. on Saturday May, 1, the pain in my left side increased in intensity and was not waning. After consulting with a telehealth practitioner, I  went to the emergency room and was quickly admitted. My blood and urine were tested, along with CT scans of my body. The CT scan revealed that blood was no longer reaching two parts of my left kidney and I was diagnosed with a arterial thrombosis.   I was fully admitted to the hospital and a heparin drip was immediately started."
	"PFIZER\BIONTECH"	"590"	"Pennsylvania"	"42"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1285757-1"	"1285757-1"	"Developed severe abdominal cramps on my left side around 7 p.m. on Wednesday, April 28. Cramps were intermittent and in varying degrees of intensity. Cramps continued through Friday, April 30 with varying intensity. Attempted to treat with Tylenol and GasX.  Starting around 10:30 a.m. on Saturday May, 1, the pain in my left side increased in intensity and was not waning. After consulting with a telehealth practitioner, I  went to the emergency room and was quickly admitted. My blood and urine were tested, along with CT scans of my body. The CT scan revealed that blood was no longer reaching two parts of my left kidney and I was diagnosed with a arterial thrombosis.   I was fully admitted to the hospital and a heparin drip was immediately started."
	"PFIZER\BIONTECH"	"590"	"Pennsylvania"	"42"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1652780-1"	"1652780-1"	"Eye began watering non-stop; lesions appeared on side of neck/more lesions appeared on ears; scalp itching; dandruff; nerve pain; Shingles/shingles outbreak on my neck./determined to be disseminated shingles scalp, neck, ears, right eye; Originally thought it was heat rash/heat rash still present/heat rash on back of neck; This is a spontaneous report from a contactable consumer (patient). A 43-year-old female patient received BNT162B2 (PFIZER-BIONTECH COVID-19 VACCINE; lot number: EW0176), via an unspecified route of administration in the left upper arm on 01May2021 at 10:30 (at the age of 43-year-old), dose 2, single for COVID-19 immunisation. Medical history included sinus problems, allergies to penicillin. Concomitant medications included fluticasone propionate (FLONASE) and loratadine (CLARITINE). Historical vaccine included BNT162B2 (PFIZER-BIONTECH COVID-19 VACCINE; lot number: EW0162) administered via an unspecified route of administration in the left upper arm on 09Apr2021 at 15:30 (at the age of 43-year-old), dose 1, single for COVID-19 immunisation. Prior to vaccination, the patient was not diagnosed with COVID-19, did not receive other vaccines four weeks prior. The patient was not pregnant at the time of vaccination. The vaccine was administered at public health department. Around 5May2021 to 8May2021, the patient noticed heat rash on back of neck. On 08May2021, the patient had shingles. On 15May2021, about two weeks later, the patient noticed scalp itching, but she figured it was product dandruff. On 26May2021, the patient had shingles outbreak started on her neck. Originally thought it was heat rash. On 08Jun2021, the patient's eye began watering nonstop. The heat rash was still present and lesions appeared on side of neck. The patient was prescribed with antibiotics (z-pack) and steroid eye drops. By the end of week more lesions appeared on ears. Determined to be disseminated shingles on scalp, neck, ears and right eye. The patient received 2 rounds of Valtrex 3g for the events and also received gabapentin for nerve pain missed work on neck, right eye (as reported). Symptoms returned three weeks after finishing the medications. If known side effect would have went for treatment earlier. The patient stated that she missed seven days of work without pay and mentioned that she still would have recommend the vaccine, but people need to be aware it can stir things up. The events were reported as serious (persistent /significant disability /incapacity) and resulted in doctor or other healthcare professional office/clinic visit and emergency room/department or urgent care visit. The patient had not been tested for COVID-19 since vaccination. The outcome of the events was not recovered.  No follow-up attempts are possible; No further information is expected."
	"PFIZER\BIONTECH"	"590"	"Pennsylvania"	"42"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1212944-1"	"1212944-1"	"Vaccine 130 pm.  Lost contro of arms andlegs around 8 pm. Hit filing cabinet and tore skin off to my skull. Taken to trauma unit at campus. Received 13 stitches and a tetnus shot"
	"PFIZER\BIONTECH"	"590"	"Pennsylvania"	"42"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1212944-1"	"1212944-1"	"Vaccine 130 pm.  Lost contro of arms andlegs around 8 pm. Hit filing cabinet and tore skin off to my skull. Taken to trauma unit at campus. Received 13 stitches and a tetnus shot"
	"PFIZER\BIONTECH"	"590"	"Pennsylvania"	"42"	"60-64 years"	"60-64"	"Life Threatening"	"LT"	"1114504-1"	"1114504-1"	"Spots in vision, dizziness, light headed, passed out multiple times, BP and sugar fluctuations on day of vaccine.  approximate 5 days later developed a fever, vomiting and pneumonia.  currently being treated at Hospital in by Dr."
	"PFIZER\BIONTECH"	"590"	"Pennsylvania"	"42"	"60-64 years"	"60-64"	"Permanent Disability"	"DBL"	"1114504-1"	"1114504-1"	"Spots in vision, dizziness, light headed, passed out multiple times, BP and sugar fluctuations on day of vaccine.  approximate 5 days later developed a fever, vomiting and pneumonia.  currently being treated at Hospital in by Dr."
	"PFIZER\BIONTECH"	"590"	"Pennsylvania"	"42"	"60-64 years"	"60-64"	"Hospitalized"	"H"	"1114504-1"	"1114504-1"	"Spots in vision, dizziness, light headed, passed out multiple times, BP and sugar fluctuations on day of vaccine.  approximate 5 days later developed a fever, vomiting and pneumonia.  currently being treated at Hospital in by Dr."
	"PFIZER\BIONTECH"	"590"	"Pennsylvania"	"42"	"60-64 years"	"60-64"	"Emergency Room *"	"ER"	"1114504-1"	"1114504-1"	"Spots in vision, dizziness, light headed, passed out multiple times, BP and sugar fluctuations on day of vaccine.  approximate 5 days later developed a fever, vomiting and pneumonia.  currently being treated at Hospital in by Dr."
	"PFIZER\BIONTECH"	"590"	"Pennsylvania"	"42"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1310971-1"	"1310971-1"	"Got 2nd shot  around 11 AM 4/15/21, Went home ate lunch and sat on couch to relax around 1:30.  Thought he was just sleeping,  tired to wake him up around 4:00.  Hard to get awake,  words garbled,  head was pounding, could not move either arm nor leg.   Called 911 Ambulance took him to hospital ER,  they ran test listed below and decided to keep him overnight.  Thought he may have had a stroke They were supposed to to MRI next mornng, 4/16.  He was better and able to finally move arms and legs,  did not do MRI let him go home  followed up with Dr PCP  on 4/19 .  Very tired with no energy for about a week after was a little forgetful for a few days.  Dr ordered more test,  he wasn't sure it was a stroke. had a lingering headache for over a week,  finally feeling a little better,  still not alot of energy"
	"PFIZER\BIONTECH"	"590"	"Pennsylvania"	"42"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1310971-1"	"1310971-1"	"Got 2nd shot  around 11 AM 4/15/21, Went home ate lunch and sat on couch to relax around 1:30.  Thought he was just sleeping,  tired to wake him up around 4:00.  Hard to get awake,  words garbled,  head was pounding, could not move either arm nor leg.   Called 911 Ambulance took him to hospital ER,  they ran test listed below and decided to keep him overnight.  Thought he may have had a stroke They were supposed to to MRI next mornng, 4/16.  He was better and able to finally move arms and legs,  did not do MRI let him go home  followed up with Dr PCP  on 4/19 .  Very tired with no energy for about a week after was a little forgetful for a few days.  Dr ordered more test,  he wasn't sure it was a stroke. had a lingering headache for over a week,  finally feeling a little better,  still not alot of energy"
	"PFIZER\BIONTECH"	"590"	"Rhode Island"	"44"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"1316672-1"	"1316672-1"	"i became the sickest ive felt since a child i puked bile for over 72 hours n my whole body hurt and on top of it i could take none of my meds that made me sick because im medically dependent on them and not being able to take then caused me to relapse on heroin ....thanks guys your crazy if you think im getting a 2nd shot or any other vaccine for that matter ever again....thats how sick i was n still am and my sobriety was compromised n i lost months of clean time and am just now getting back on my meds.....worst decision i made was to get that vaccine .....give my second dose to the next sucker sheep.....p.s i also had a mental break down that all stemmed from your vaccine....thank you so much for almost killing me"
	"PFIZER\BIONTECH"	"590"	"Rhode Island"	"44"	"65-79 years"	"65-79"	"Death"	"DTH"	"1127657-1"	"1127657-1"	"Cardiopulmonary arrest at home @ 1 hour after vaccine administration. CPR by EMS to today hospital for asystolic cardiac arrest. Pt. Intubated then terminally extubated"
	"PFIZER\BIONTECH"	"590"	"Rhode Island"	"44"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1127657-1"	"1127657-1"	"Cardiopulmonary arrest at home @ 1 hour after vaccine administration. CPR by EMS to today hospital for asystolic cardiac arrest. Pt. Intubated then terminally extubated"
	"PFIZER\BIONTECH"	"590"	"Rhode Island"	"44"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1127657-1"	"1127657-1"	"Cardiopulmonary arrest at home @ 1 hour after vaccine administration. CPR by EMS to today hospital for asystolic cardiac arrest. Pt. Intubated then terminally extubated"
	"PFIZER\BIONTECH"	"590"	"Rhode Island"	"44"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1127657-1"	"1127657-1"	"Cardiopulmonary arrest at home @ 1 hour after vaccine administration. CPR by EMS to today hospital for asystolic cardiac arrest. Pt. Intubated then terminally extubated"
	"PFIZER\BIONTECH"	"590"	"South Carolina"	"45"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1735677-1"	"1735677-1"	"Blood Clots in left calf and left lung"
	"PFIZER\BIONTECH"	"590"	"South Carolina"	"45"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1735677-1"	"1735677-1"	"Blood Clots in left calf and left lung"
	"PFIZER\BIONTECH"	"590"	"South Carolina"	"45"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1735677-1"	"1735677-1"	"Blood Clots in left calf and left lung"
	"PFIZER\BIONTECH"	"590"	"Tennessee"	"47"	"30-39 years"	"30-39"	"Death"	"DTH"	"1741146-1"	"1741146-1"	"Parents reported to Death Investigator that patient complained of body aches, severe headache, and pain in his lower extremities on the evening of 9/22/21 (thee date he received the vaccine).  He was taking Tylenol for his symptoms per his parents.  On Thursday, 09/23/21, he continued with the above symptoms and felt worse per parents.  Mother asked him if he needed to go to the doctor and he said no.  On Friday, 09/24/21, he felt better than the day before but still had symptoms.  Parents last talked with him around 2230 Friday night.  They went to wake him up at 1100 on  Saturday, 09/25/21 and found him deceased in the bed.  EMS was called and he was transported to Hospital Emergency Department DOA."
	"PFIZER\BIONTECH"	"590"	"Tennessee"	"47"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"1530065-1"	"1530065-1"	"Aleve for fever. My husband is experiencing chronic heavy nose bleeds three to five times a week every since the second vaccination that he received on June 9, 2021. Yesterday, August 5, 2021, he was at work when the worst one began to date. His  mask was full of blood, his clothes covered in blood, blood was all of the work floor  at my job from my work station leading to another part of the building. These nose bleeds did not begin until the same day hours after I was administered a second vaccine dose on June, 9, 2021. I have tried to report this to  but the representatives on  the phone are rude and hung up. This health department administered both vaccines that I have received of Pfzier."
	"PFIZER\BIONTECH"	"590"	"Tennessee"	"47"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"1121688-1"	"1121688-1"	"I started experiencing innappropriate affect and lost control of emotions. I would cry innappropriately or laugh at things innappropriately. I began experiencing brain fog and memory loss. Then i began experiencing vertigo that impaired my spacial reasoning. On Tuesday 3/9 I lost the ability to see objects far away. on 3/10 I woke up and was unable to read close up, or distinguish letters. The vision and vertigo has continued. I have to shut my eyes completely to walk without becoming sick. I can not be in a busy room with movement or my eyes will hurt. I can not read anything with font smaller then size 18. I can not watch TV because i can no longer see far away. I can not drive a car due to the motion., and i cant see the objects as they move."
	"PFIZER\BIONTECH"	"590"	"Tennessee"	"47"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"1018229-1"	"1018229-1"	"Approximately 15 minutes after patient received Pfizer vaccine #1 she began to experience shortness of breath, tachypnea, tachycardia, diaphoresis, and hives to upper extremities."
	"PFIZER\BIONTECH"	"590"	"Tennessee"	"47"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1121688-1"	"1121688-1"	"I started experiencing innappropriate affect and lost control of emotions. I would cry innappropriately or laugh at things innappropriately. I began experiencing brain fog and memory loss. Then i began experiencing vertigo that impaired my spacial reasoning. On Tuesday 3/9 I lost the ability to see objects far away. on 3/10 I woke up and was unable to read close up, or distinguish letters. The vision and vertigo has continued. I have to shut my eyes completely to walk without becoming sick. I can not be in a busy room with movement or my eyes will hurt. I can not read anything with font smaller then size 18. I can not watch TV because i can no longer see far away. I can not drive a car due to the motion., and i cant see the objects as they move."
	"PFIZER\BIONTECH"	"590"	"Tennessee"	"47"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1530065-1"	"1530065-1"	"Aleve for fever. My husband is experiencing chronic heavy nose bleeds three to five times a week every since the second vaccination that he received on June 9, 2021. Yesterday, August 5, 2021, he was at work when the worst one began to date. His  mask was full of blood, his clothes covered in blood, blood was all of the work floor  at my job from my work station leading to another part of the building. These nose bleeds did not begin until the same day hours after I was administered a second vaccine dose on June, 9, 2021. I have tried to report this to  but the representatives on  the phone are rude and hung up. This health department administered both vaccines that I have received of Pfzier."
	"PFIZER\BIONTECH"	"590"	"Tennessee"	"47"	"60-64 years"	"60-64"	"Life Threatening"	"LT"	"1104084-1"	"1104084-1"	"Admitted to hospital- Acute severe progressive hypoxic respiratory failure- intubated, trach placed, COVID-19 pneumonia, Afib Patient treated at primary care office 01/13/2021 for respiratory illness (tested negative for COVID at this time), had vaccine 01/20/2021, developed headache and tested positive COVID-19 the following day 01/21/2021. Symptoms worsened with nausea and shortness of breath. Patient admitted 01/29/2021, condition progressed- intubated 02/07/2021, trach placed 02/25/2021.Discharged to specialty hospital 03/12/2021 for continued respiratory support and rehabilitation"
	"PFIZER\BIONTECH"	"590"	"Tennessee"	"47"	"60-64 years"	"60-64"	"Hospitalized"	"H"	"1104084-1"	"1104084-1"	"Admitted to hospital- Acute severe progressive hypoxic respiratory failure- intubated, trach placed, COVID-19 pneumonia, Afib Patient treated at primary care office 01/13/2021 for respiratory illness (tested negative for COVID at this time), had vaccine 01/20/2021, developed headache and tested positive COVID-19 the following day 01/21/2021. Symptoms worsened with nausea and shortness of breath. Patient admitted 01/29/2021, condition progressed- intubated 02/07/2021, trach placed 02/25/2021.Discharged to specialty hospital 03/12/2021 for continued respiratory support and rehabilitation"
	"PFIZER\BIONTECH"	"590"	"Tennessee"	"47"	"65-79 years"	"65-79"	"Death"	"DTH"	"1731435-1"	"1731435-1"	"Case fully vaccinated with Pfizer. Tested positive for COVID 19 @ 9/15/2021. Admitted on 9/15/2021 and expired on 9/20/2021 while still hospitalized."
	"PFIZER\BIONTECH"	"590"	"Tennessee"	"47"	"65-79 years"	"65-79"	"Death"	"DTH"	"2198652-1"	"2198652-1"	"Presented to ER with coughing and dyspnea, Abdominal swelling d/t ascites with chronic leg edema.  Initially admitted for COVID-19 PNA and AKI on CKD.  Started therapeutic dose Lovenox, and IV fluids.  Telemetry reported 3rd degree heart clock with a HR in 40's, repeat EKG showed Mobitz, type 1.  VQ scan inconclusive for PE, Echo showed preserved EF and no structural abnormalities.  Patient also found to have a UTI, started on meropenem."
	"PFIZER\BIONTECH"	"590"	"Tennessee"	"47"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1313274-1"	"1313274-1"	"Minor symptoms immediately after vaccinations, including vertigo at first vaccine and brown out on second. Pain developed over a few hours, including a bad headache after first vaccine. In four days this moved to fairly severe whole body muscular and nerve pain. Had second vaccination 4/17/2021, lot number ER8731. Pain still persisting almost a month later. Myalgia?"
	"PFIZER\BIONTECH"	"590"	"Tennessee"	"47"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1357750-1"	"1357750-1"	"CONFUSION, SHORT TERM MEMORY LOSS, DIZZINESS, LONG TERM MEMORY LOSS"
	"PFIZER\BIONTECH"	"590"	"Tennessee"	"47"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1827444-1"	"1827444-1"	"Pain at injection site; Chills; Extreme leg weakness; Lethargy; This is a spontaneous report from a contactable consumer (patient). A 78-year-old female patient received bnt162b2 (PFIZER BIONTECH COVID-19 mRNA VACCINE, Formulation: Solution for injection), dose 3 via an unspecified route of administration, administered in left arm on 27Sep2021 11:00 (Lot Number: FC3184) as dose 3 (booster), single for COVID-19 immunization (at the age of 78-year-old). Medical history included ongoing back pain from 2014 (Pertinent details: regenerative therapy 21Sep2021). Concomitant medication included paracetamol (TYLENOL). The patient previously received 1st dose of bnt162b2 (PFIZER BIONTECH COVID-19 mRNA VACCINE, Formulation: Solution for injection), via an unspecified route of administration, administered in left arm on 10Feb2021 (Lot Number: EL9269) as dose 1, single for COVID-19 immunization (at the age of 78-year-old) and experienced pain. She also received 2nd dose of bnt162b2 (PFIZER BIONTECH COVID-19 mRNA VACCINE, Formulation: Solution for injection), via an unspecified route of administration, administered in left arm on 14Mar2021 (Lot Number was not reported) as dose 2, single for COVID-19 immunization (at the age of 78-year-old) and experienced pain. On 27Sep2021 15:00, the patient experienced pain at injection site, chills, extreme leg weakness and lethargy. Seriousness of the events reported as disability. No treatment received for adverse events. As of 29Sep2021, the clinical outcome of the events was recovering.  Follow-up attempts are completed. No further information is expected."
	"PFIZER\BIONTECH"	"590"	"Tennessee"	"47"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1893113-1"	"1893113-1"	"administered in Arm Left on 04Nov2021 11:30  as DOSE 3 (BOOSTER), SINGLE for covid-19 immunisation.; Dysfunctional left hip, I regarded as a disabling bursitis flare-up (I cannot walk now) of a non-disabling painful condition that had been annoying for about 1-2 mo.; Dysfunctional left hip, I regarded as a disabling bursitis flare-up (I cannot walk now) of a non-disabling painful condition that had been annoying for about 1-2 mo.; This is a spontaneous report from a contactable physician (patient). A 77-year-old (age at vaccination) male patient received bnt162b2 (PFIZER-BIONTECH COVID-19 VACCINE), dose 3 via an unspecified route of administration, administered in Arm Left on 04Nov2021 11:30 (Batch/Lot Number: FH8020) as DOSE 3 (BOOSTER), SINGLE for covid-19 immunisation. Medical history included prostate cancer (Prostate ca (treatment seems to be successful). MI in 1995) from 1995 to an unknown date, dysfunctional left hip from an unknown date. Concomitant medications included abiraterone acetate (ZYTIGA); denosumab (XGEVA); prednisone and metoprolol all taken for an unspecified indication, start and stop date were not reported. The patient received the first dose (at 77-years-old) of bnt162b2 (PFIZER-BIONTECH COVID-19 VACCINE) administered in right arm on 12Apr2021 10:15 (Batch/Lot number: ER8729) and the second dose (at 77-years-old) administered in left arm on 03May2021 10:30 (Batch/Lot number: EN6205) for covid-19 immunisation. The patient experienced dysfunctional left hip, which he regarded as a disabling bursitis flare-up (he cannot walk now) of a non-disabling painful condition that had been annoying for about 1-2 months on 04Nov2021 22:30. The event was considered disabling. The patient did not receive treatment for the event. The patient did not recover from the event.; Sender's Comments: Based on the information currently available,The casual association between the reported events and suspected vaccine BNT162B2 cannot be completely excluded.  The impact of this report on the benefit/risk profile of the Pfizer product is evaluated as part of Pfizer procedures for safety evaluation, including the review and analysis of aggregate data for adverse events. Any safety concern identified as part of this review, as well as any appropriate action in response, will be promptly notified to regulatory authorities, Ethics Committees, and Investigators, as appropriate."
	"PFIZER\BIONTECH"	"590"	"Tennessee"	"47"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"2198652-1"	"2198652-1"	"Presented to ER with coughing and dyspnea, Abdominal swelling d/t ascites with chronic leg edema.  Initially admitted for COVID-19 PNA and AKI on CKD.  Started therapeutic dose Lovenox, and IV fluids.  Telemetry reported 3rd degree heart clock with a HR in 40's, repeat EKG showed Mobitz, type 1.  VQ scan inconclusive for PE, Echo showed preserved EF and no structural abnormalities.  Patient also found to have a UTI, started on meropenem."
	"PFIZER\BIONTECH"	"590"	"Texas"	"48"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"2095488-1"	"2095488-1"	"Heaviness on both legs after dose 1. Heaviness on both legs persisted after dose 2 Difficulty walking and lower body and upper body tremor and spasm Increased Migraine Hips, waist, lower back pain-Difficulty setting for long period of time Development right leg paralysis and foot drop Extreme leg weakness, unable to stand, drive: Loss of motor function on both legs Confirmed CIDP-Chronic Inflammatory demyelinating Polyneuropathy diagnosis  Current treatment: Gamunex-C loading (5days) and Maintanance dose(1 dose every 3weeks) Physical therapy"
	"PFIZER\BIONTECH"	"590"	"Texas"	"48"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"1052450-1"	"1052450-1"	"Patient was experiencing rash and chills after her second dose of COVID19 vaccine, treated herself with benadryl to resolve. Rash re-appeared following day, presented to the ED received solumedrol, fluids and benadryl, and she was discharged with ranitidine and hydroxyzine (2/21). She returned on 2/23 to ED, presented with rash, tachycardia and c/o abdominal pain . She was treated with methylprednisolone 15mg, 1L of LR, 1L of NS, and 50 mg IV diphenhydramine, 0.3 mg IM Epinephrine, and 20 mg of famotidine IVx1. Patient was continued on prednisone 40 mg po bid and famotidine 20mg po bid."
	"PFIZER\BIONTECH"	"590"	"Texas"	"48"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1052450-1"	"1052450-1"	"Patient was experiencing rash and chills after her second dose of COVID19 vaccine, treated herself with benadryl to resolve. Rash re-appeared following day, presented to the ED received solumedrol, fluids and benadryl, and she was discharged with ranitidine and hydroxyzine (2/21). She returned on 2/23 to ED, presented with rash, tachycardia and c/o abdominal pain . She was treated with methylprednisolone 15mg, 1L of LR, 1L of NS, and 50 mg IV diphenhydramine, 0.3 mg IM Epinephrine, and 20 mg of famotidine IVx1. Patient was continued on prednisone 40 mg po bid and famotidine 20mg po bid."
	"PFIZER\BIONTECH"	"590"	"Texas"	"48"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1382427-1"	"1382427-1"	"soreness in my left arm that has continued to the present. It has continued to get worse, up until the present. I finally returned home to have it looked at. Have gone to 3 different types of drs in the past few days. I have been told i have frozen shoulder and i believe it is from that shot."
	"PFIZER\BIONTECH"	"590"	"Texas"	"48"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1490292-1"	"1490292-1"	"HIGH glucose levels (338-550), Nerve damage (burning in feet and legs, numbing in hand(L). Insulin increased by 20%. Nerve test performed. Still having nerve problems to this day (requiring nerve pain medication)."
	"PFIZER\BIONTECH"	"590"	"Texas"	"48"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"2367704-1"	"2367704-1"	"Increased pain during injection. Post injection: headache, dizziness, nausea, chest pain, abdominal and back pain, throat closing ."
	"PFIZER\BIONTECH"	"590"	"Texas"	"48"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1382427-1"	"1382427-1"	"soreness in my left arm that has continued to the present. It has continued to get worse, up until the present. I finally returned home to have it looked at. Have gone to 3 different types of drs in the past few days. I have been told i have frozen shoulder and i believe it is from that shot."
	"PFIZER\BIONTECH"	"590"	"Texas"	"48"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"2367704-1"	"2367704-1"	"Increased pain during injection. Post injection: headache, dizziness, nausea, chest pain, abdominal and back pain, throat closing ."
	"PFIZER\BIONTECH"	"590"	"Texas"	"48"	"60-64 years"	"60-64"	"Hospitalized"	"H"	"1951679-1"	"1951679-1"	"I felt shot going into corroded artery into head, it numbed left side of face and I developed migraine on right arm. I had 2 episodes since this started. Last event I had to be care flighted from the local hospital to the stroke ward of a different.  Blood clot found in aorta at hospital. Classified as TIA which triggers strokes currently."
	"PFIZER\BIONTECH"	"590"	"Texas"	"48"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1239207-1"	"1239207-1"	"Vaccine triggered Guillian Barre Syndrome, 90% paralyzed from the waist down, hospitalized for 12 days, rehab hospital for 12 days Still doing out-patient rehab. Walking and doing daily activities, but with limited strength and stamina"
	"PFIZER\BIONTECH"	"590"	"Texas"	"48"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1239207-1"	"1239207-1"	"Vaccine triggered Guillian Barre Syndrome, 90% paralyzed from the waist down, hospitalized for 12 days, rehab hospital for 12 days Still doing out-patient rehab. Walking and doing daily activities, but with limited strength and stamina"
	"PFIZER\BIONTECH"	"590"	"Texas"	"48"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1239207-1"	"1239207-1"	"Vaccine triggered Guillian Barre Syndrome, 90% paralyzed from the waist down, hospitalized for 12 days, rehab hospital for 12 days Still doing out-patient rehab. Walking and doing daily activities, but with limited strength and stamina"
	"PFIZER\BIONTECH"	"590"	"Texas"	"48"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1255171-1"	"1255171-1"	"chest pain; palpitations; experiencing consistent PVC's which is abnormal because I do not have any Cardiac history; have a D-Dimer lab result of 758ng/ml as well as other abnormal labs; have a D-Dimer lab result of 758ng/ml as well as other abnormal labs; irregular heart rate and am going to have to more cardiac work up; extreme shortness of breath with minimal exertion; weakness; dizziness; very tired; muscle aches; This is a spontaneous report from a contactable consumer (patient). A 68-year-old female patient (not pregnant) received bnt162b2 (PFIZER-BIONTECH COVID-19 mRNA VACCINE, Lot Number: EP7533), second dose via an unspecified route of administration, administered in Arm Left on 07Apr2021 14:15 (at 68 years old, not pregnant), single dose for covid-19 immunisation. Medical history included hypothyroidism, arthritis, all from an unknown date. The patient had her first dose of bnt162b2 for Covid-19 Immunization on Mar2021. The patient was taking unspecified concomitant medicines. The patient experienced within 5 minutes after receiving her second injection, she began having chest pain and palpitations. The paramedics ran a 4 lead EKG and she was experiencing consistent PVC's which is abnormal because she does not have any Cardiac history. She went to the emergency room and was noted to have a D-Dimer lab result of 758ng/ml as well as other abnormal labs. Still continue having PVC's and irregular heart rate and was going to have to more cardiac work up. Also have experienced other symptoms associated with actual COVID such as extreme shortness of breath with minimal exertion, weakness, dizziness, very tired. And muscle aches 2 days as of Friday 09Apr2021. All the events also reported as started 07Apr2021 14:15. The outcome of the events was not recovered. Treatment for the events was observation and medication. Patient was hospitalized due to the events for 1 day. No COVID prior vaccination. No COVID tested post vaccination. No Known allergies."
	"PFIZER\BIONTECH"	"590"	"Texas"	"48"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1239207-1"	"1239207-1"	"Vaccine triggered Guillian Barre Syndrome, 90% paralyzed from the waist down, hospitalized for 12 days, rehab hospital for 12 days Still doing out-patient rehab. Walking and doing daily activities, but with limited strength and stamina"
	"PFIZER\BIONTECH"	"590"	"Texas"	"48"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1255171-1"	"1255171-1"	"chest pain; palpitations; experiencing consistent PVC's which is abnormal because I do not have any Cardiac history; have a D-Dimer lab result of 758ng/ml as well as other abnormal labs; have a D-Dimer lab result of 758ng/ml as well as other abnormal labs; irregular heart rate and am going to have to more cardiac work up; extreme shortness of breath with minimal exertion; weakness; dizziness; very tired; muscle aches; This is a spontaneous report from a contactable consumer (patient). A 68-year-old female patient (not pregnant) received bnt162b2 (PFIZER-BIONTECH COVID-19 mRNA VACCINE, Lot Number: EP7533), second dose via an unspecified route of administration, administered in Arm Left on 07Apr2021 14:15 (at 68 years old, not pregnant), single dose for covid-19 immunisation. Medical history included hypothyroidism, arthritis, all from an unknown date. The patient had her first dose of bnt162b2 for Covid-19 Immunization on Mar2021. The patient was taking unspecified concomitant medicines. The patient experienced within 5 minutes after receiving her second injection, she began having chest pain and palpitations. The paramedics ran a 4 lead EKG and she was experiencing consistent PVC's which is abnormal because she does not have any Cardiac history. She went to the emergency room and was noted to have a D-Dimer lab result of 758ng/ml as well as other abnormal labs. Still continue having PVC's and irregular heart rate and was going to have to more cardiac work up. Also have experienced other symptoms associated with actual COVID such as extreme shortness of breath with minimal exertion, weakness, dizziness, very tired. And muscle aches 2 days as of Friday 09Apr2021. All the events also reported as started 07Apr2021 14:15. The outcome of the events was not recovered. Treatment for the events was observation and medication. Patient was hospitalized due to the events for 1 day. No COVID prior vaccination. No COVID tested post vaccination. No Known allergies."
	"PFIZER\BIONTECH"	"590"	"Utah"	"49"	"30-39 years"	"30-39"	"Life Threatening"	"LT"	"0985779-1"	"0985779-1"	"Went into anaphylactic shock.  Started feeling dizzy and light headed 15 mins after the vaccine was given. At 20 mins my throat felt tighter and it was making me cough trying to get air so they gave me 50 ml of benedryl into my right arm. I started to pass out and my breathing was labored so I was given my epipen and taken to the ER. While I was there I was monitored for 4 hours and given 2 more medications. One was a steroid, I?m unsure on the second."
	"PFIZER\BIONTECH"	"590"	"Utah"	"49"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"2024787-1"	"2024787-1"	"After the vaccine I waited and went home. I was having hot and cold flashes and numbness in my body. As I moved around I caught cold and had to sit down where I would get hot again. I went to bed and felt numbness and had the hot and cold feelings. The next day I was dizzy and the same thing would jolt me out of bed. My heart was pounding. I have numbness and flushing. It was elevated the my blood pressure and heart rate.  I experience numbness all up and down my body.  I went to the ER on April 20th, April 5th, April 13th, May 18th, April 12th March 19th, August 19th. They have no answers as to what is going on with me. I have been told it is anxiety. I am now very sad and short tempered.   I get shaky through out the day. It feels as if the floor is actually moving. I have pounding in my chest like my heart is racing constantly off and on. My heart sits at 108 to 112 on my poll at rest."
	"PFIZER\BIONTECH"	"590"	"Utah"	"49"	"30-39 years"	"30-39"	"Permanent Disability"	"DBL"	"2076640-1"	"2076640-1"	"Pain and numbness in hands starting on the left side and spreading to both feet, eventually reaching elbows and knees. Pain was initially mild but grew worse until weeks after giving birth. Difficulty driving, typing, preparing food, dressing etc... Cortico steroid injection and x rays of hands to test for carpal tunnel syndrome. Surgery was recommended for a nerve release, and performed on right hand. Surgery did not improve condition, and doctor suggested everything would improve after giving birth. After giving birth there was no improvement. Doctor was reminded that pain was in both hands and feet. EMG was then conducted results were normal. Referred to neurologist. In office neurological testing. Small Fiber Neuropathy suspected. Skin punch biopsy to be scheduled.   Symptoms began improving mid January, but still troubling. *Had been participating in smartphone based tool, and was told to call to provide more information, but lost track of information.  Patient's first pregnancy, est delivery date 11/3/21, Baby born by c-section 7 lb 9 oz."
	"PFIZER\BIONTECH"	"590"	"Utah"	"49"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"0985779-1"	"0985779-1"	"Went into anaphylactic shock.  Started feeling dizzy and light headed 15 mins after the vaccine was given. At 20 mins my throat felt tighter and it was making me cough trying to get air so they gave me 50 ml of benedryl into my right arm. I started to pass out and my breathing was labored so I was given my epipen and taken to the ER. While I was there I was monitored for 4 hours and given 2 more medications. One was a steroid, I?m unsure on the second."
	"PFIZER\BIONTECH"	"590"	"Utah"	"49"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"2024787-1"	"2024787-1"	"After the vaccine I waited and went home. I was having hot and cold flashes and numbness in my body. As I moved around I caught cold and had to sit down where I would get hot again. I went to bed and felt numbness and had the hot and cold feelings. The next day I was dizzy and the same thing would jolt me out of bed. My heart was pounding. I have numbness and flushing. It was elevated the my blood pressure and heart rate.  I experience numbness all up and down my body.  I went to the ER on April 20th, April 5th, April 13th, May 18th, April 12th March 19th, August 19th. They have no answers as to what is going on with me. I have been told it is anxiety. I am now very sad and short tempered.   I get shaky through out the day. It feels as if the floor is actually moving. I have pounding in my chest like my heart is racing constantly off and on. My heart sits at 108 to 112 on my poll at rest."
	"PFIZER\BIONTECH"	"590"	"Utah"	"49"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"1229973-1"	"1229973-1"	"3.5 hours after the vaccine shot my body shot full of adrenaline and my heart raced up to 150 beats per minute. I ended up checking myself into the emergency room 5 hours after the vaccine shot because my heart rate wouldn't slow down and my blood pressure increased. They found out my heart had gone into atrial fibrillation. I have had no known history of atrial fibrillation in the past and prior EKG's at physicals have been normal.   I am an otherwise healthy individual.The doctor conducted an emergency  Cardioversion to return the heart rhythm to normal."
	"PFIZER\BIONTECH"	"590"	"Utah"	"49"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"2050880-1"	"2050880-1"	"I have constant vertigo of varying degrees of intensity.  It is worst when I try to be active and gets even worse when I try to focus on something while in motion."
	"PFIZER\BIONTECH"	"590"	"Utah"	"49"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1229973-1"	"1229973-1"	"3.5 hours after the vaccine shot my body shot full of adrenaline and my heart raced up to 150 beats per minute. I ended up checking myself into the emergency room 5 hours after the vaccine shot because my heart rate wouldn't slow down and my blood pressure increased. They found out my heart had gone into atrial fibrillation. I have had no known history of atrial fibrillation in the past and prior EKG's at physicals have been normal.   I am an otherwise healthy individual.The doctor conducted an emergency  Cardioversion to return the heart rhythm to normal."
	"PFIZER\BIONTECH"	"590"	"Virginia"	"51"	"30-39 years"	"30-39"	"Death"	"DTH"	"1372096-1"	"1372096-1"	"Patient died abruptly 2-3 hours after receiving shot."
	"PFIZER\BIONTECH"	"590"	"Virginia"	"51"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"1184721-1"	"1184721-1"	"Bells Palsy. Started 1 hour and 20 minutes after my second vaccine dose was administered. Currently hospitalized and having tests run."
	"PFIZER\BIONTECH"	"590"	"Virginia"	"51"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1184721-1"	"1184721-1"	"Bells Palsy. Started 1 hour and 20 minutes after my second vaccine dose was administered. Currently hospitalized and having tests run."
	"PFIZER\BIONTECH"	"590"	"Virginia"	"51"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1450062-1"	"1450062-1"	"90 minutes after vaccine, Right hand and right foot became tingly and numb suddenly. The feeling traveled to the left hand and foot. Progressively got worse. In the following days, numbness and tingling traveled to wrists and ankles too."
	"PFIZER\BIONTECH"	"590"	"Virginia"	"51"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1450062-1"	"1450062-1"	"90 minutes after vaccine, Right hand and right foot became tingly and numb suddenly. The feeling traveled to the left hand and foot. Progressively got worse. In the following days, numbness and tingling traveled to wrists and ankles too."
	"PFIZER\BIONTECH"	"590"	"Virginia"	"51"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1450062-1"	"1450062-1"	"90 minutes after vaccine, Right hand and right foot became tingly and numb suddenly. The feeling traveled to the left hand and foot. Progressively got worse. In the following days, numbness and tingling traveled to wrists and ankles too."
	"PFIZER\BIONTECH"	"590"	"Virginia"	"51"	"50-59 years"	"50-59"	"Life Threatening"	"LT"	"1030131-1"	"1030131-1"	"Basal Ganglia sudden stroke; This is a spontaneous report from a contactable consumer (patient). A 55-year-old female patient received BNT162B2 (PFIZER-BIONTECH COVID-19 MRNA VACCINE), via an unspecified route of administration, on 30Jan2021 at 13:00 (at the age of 55-years-old) at a single dose for COVID-19 immunization. The patient had no medical history and no blood pressure condition. The patient was not pregnant at the time of vaccination. Prior to the vaccination, the patient was not diagnosed with COVID-19. The patient had no known allergies to medications, food, or other products. Concomitant medications, taken within two weeks of vaccination, included an unspecified thyroid medication. The patient did not receive any other vaccines within four weeks prior to the vaccination. The patient experienced basal ganglia sudden stroke on 30Jan2021 at 13:00, which prolonged hospitalization, caused disability, and was reported as life-threatening. The vaccine was received during existing hospitalization. The patient underwent lab tests and procedures which included nasal swab: negative on 03Feb2021. Therapeutic measures were taken as a result of the event, which included intensive care unit (ICU) neurocare. The clinical outcome of basal ganglia sudden stroke was unknown.   The batch/lot number for the vaccine, BNT162B2, was not provided and will be requested during follow up."
	"PFIZER\BIONTECH"	"590"	"Virginia"	"51"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1030131-1"	"1030131-1"	"Basal Ganglia sudden stroke; This is a spontaneous report from a contactable consumer (patient). A 55-year-old female patient received BNT162B2 (PFIZER-BIONTECH COVID-19 MRNA VACCINE), via an unspecified route of administration, on 30Jan2021 at 13:00 (at the age of 55-years-old) at a single dose for COVID-19 immunization. The patient had no medical history and no blood pressure condition. The patient was not pregnant at the time of vaccination. Prior to the vaccination, the patient was not diagnosed with COVID-19. The patient had no known allergies to medications, food, or other products. Concomitant medications, taken within two weeks of vaccination, included an unspecified thyroid medication. The patient did not receive any other vaccines within four weeks prior to the vaccination. The patient experienced basal ganglia sudden stroke on 30Jan2021 at 13:00, which prolonged hospitalization, caused disability, and was reported as life-threatening. The vaccine was received during existing hospitalization. The patient underwent lab tests and procedures which included nasal swab: negative on 03Feb2021. Therapeutic measures were taken as a result of the event, which included intensive care unit (ICU) neurocare. The clinical outcome of basal ganglia sudden stroke was unknown.   The batch/lot number for the vaccine, BNT162B2, was not provided and will be requested during follow up."
	"PFIZER\BIONTECH"	"590"	"Virginia"	"51"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1058148-1"	"1058148-1"	"Severe Tinnitus; Slight soreness at injection site on 06Feb2021; This is a spontaneous report from a contactable consumer, the patient.  A 50-year-old male patient received the first dose of BNT162b2 (PFIZER-BIONTECH COVID-19 mRNA VACCINE; Lot Number: EL9261), via an unspecified route of administration in the left arm on 06Feb2021 at 13:45 (at the age of 50-years-old) as a single dose for COVID-19 immunization.   Medical history was not reported. Prior to the vaccination, the patient was not diagnosed with COVID-19.  Since the vaccination, the patient had not been tested for COVID-19. Concomitant medications included levothyroxine (MANUFACTURER UNKNOWN), lisinopril (MANUFACTURER UNKNOWN), and simvastatin (MANUFACTURER UNKNOWN); all for unknown indications from unknown dates and unknown if ongoing.  The patient did not receive any other vaccines within four weeks prior to the vaccination. The patient previously took oxycodone hydrochloride/paracetamol (PERCOCET) on unknown dates for an unknown indication and experienced drug allergy.  The patient experienced slight soreness at injection site on 06Feb2021 and severe tinnitus on 08Feb2021 at 05:00; both reported as serious for disability.  The tinnitus was further described as intermittent and constant buzzing and vibrations in right ear only. No other issues or symptoms. The patient did not receive any treatment for the events. The clinical outcomes of the tinnitus and slight soreness at injection site were not recovered."
	"PFIZER\BIONTECH"	"590"	"Virginia"	"51"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"2151485-1"	"2151485-1"	"The tinnitus, eye aches, nausea and vertigo from the earlier vaccines had simmered down. By the time I got this vaccine I was only suffering the eye pain and the tinnitus (which was getting better). As soon as I got this vaccine the tinnitus began again with an uproar and hasn?t abated much."
	"PFIZER\BIONTECH"	"590"	"Virginia"	"51"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"2267903-1"	"2267903-1"	"About 8 hours after receiving my second dose, I started to feel very foggy, experience severe joint pain, dizziness, vertigo, confusion, memory loss of recent events, I have blackouts and feel fatigued. I would have moments where I would just fall asleep and wake up an hour later, in shock that I slept that long. This would happen multiple times throughout the day. A few months after my vaccine, I started to experience high blood pressure and tremors in my fingers. This is still occurring 1 year after receiving the vaccine. About three months ago, I started to experience constant and shooting eye pain. My vision has gotten a little worse. I previously had RLS and it has become worse."
	"PFIZER\BIONTECH"	"590"	"Virginia"	"51"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1030131-1"	"1030131-1"	"Basal Ganglia sudden stroke; This is a spontaneous report from a contactable consumer (patient). A 55-year-old female patient received BNT162B2 (PFIZER-BIONTECH COVID-19 MRNA VACCINE), via an unspecified route of administration, on 30Jan2021 at 13:00 (at the age of 55-years-old) at a single dose for COVID-19 immunization. The patient had no medical history and no blood pressure condition. The patient was not pregnant at the time of vaccination. Prior to the vaccination, the patient was not diagnosed with COVID-19. The patient had no known allergies to medications, food, or other products. Concomitant medications, taken within two weeks of vaccination, included an unspecified thyroid medication. The patient did not receive any other vaccines within four weeks prior to the vaccination. The patient experienced basal ganglia sudden stroke on 30Jan2021 at 13:00, which prolonged hospitalization, caused disability, and was reported as life-threatening. The vaccine was received during existing hospitalization. The patient underwent lab tests and procedures which included nasal swab: negative on 03Feb2021. Therapeutic measures were taken as a result of the event, which included intensive care unit (ICU) neurocare. The clinical outcome of basal ganglia sudden stroke was unknown.   The batch/lot number for the vaccine, BNT162B2, was not provided and will be requested during follow up."
	"PFIZER\BIONTECH"	"590"	"Virginia"	"51"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"2151485-1"	"2151485-1"	"The tinnitus, eye aches, nausea and vertigo from the earlier vaccines had simmered down. By the time I got this vaccine I was only suffering the eye pain and the tinnitus (which was getting better). As soon as I got this vaccine the tinnitus began again with an uproar and hasn?t abated much."
	"PFIZER\BIONTECH"	"590"	"Virginia"	"51"	"60-64 years"	"60-64"	"Death"	"DTH"	"1325015-1"	"1325015-1"	"Severe headache nauseous"
	"PFIZER\BIONTECH"	"590"	"Virginia"	"51"	"60-64 years"	"60-64"	"Permanent Disability"	"DBL"	"2490016-1"	"2490016-1"	"Developed asymptomatic persistent atrial fibrillation and reduced ejection fraction. No health conditions prior to vaccination. Since diagnosis,  have had three cardioversions, taking antiarrhythmic dofetilide, and scheduled for cardiac ablation because medication is no longer controlling Afib."
	"PFIZER\BIONTECH"	"590"	"Virginia"	"51"	"60-64 years"	"60-64"	"Hospitalized"	"H"	"2490016-1"	"2490016-1"	"Developed asymptomatic persistent atrial fibrillation and reduced ejection fraction. No health conditions prior to vaccination. Since diagnosis,  have had three cardioversions, taking antiarrhythmic dofetilide, and scheduled for cardiac ablation because medication is no longer controlling Afib."
	"PFIZER\BIONTECH"	"590"	"Virginia"	"51"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1347386-1"	"1347386-1"	"After 1st shot - day 9 syncope at 5:00 am fell and hit head.  Sought ER treatment. General  symptoms, dull headache, stomach upset, weak, jittery feeling, heart pounding.  After 2nd shot - waves of malaise come and go - generally feel poor in every way.  Dull headache, stomach upset, jittery.  mild dizziness, weakness, feel faint."
	"PFIZER\BIONTECH"	"590"	"Virginia"	"51"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1347386-1"	"1347386-1"	"After 1st shot - day 9 syncope at 5:00 am fell and hit head.  Sought ER treatment. General  symptoms, dull headache, stomach upset, weak, jittery feeling, heart pounding.  After 2nd shot - waves of malaise come and go - generally feel poor in every way.  Dull headache, stomach upset, jittery.  mild dizziness, weakness, feel faint."
	"PFIZER\BIONTECH"	"590"	"Washington"	"53"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1144152-1"	"1144152-1"	"Burning, tingling, numbness on left arm, shoulder, face.   Most symptoms resolved in 36 hours. Resulted in sinus disease left maxillary sinus and swollen lymph glands in neck"
	"PFIZER\BIONTECH"	"590"	"Washington"	"53"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1144152-1"	"1144152-1"	"Burning, tingling, numbness on left arm, shoulder, face.   Most symptoms resolved in 36 hours. Resulted in sinus disease left maxillary sinus and swollen lymph glands in neck"
	"PFIZER\BIONTECH"	"590"	"West Virginia"	"54"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1768226-1"	"1768226-1"	"My arm was sore and achy, my joints hurt, double COVID pneumonia was in hospital for a week in 12April 2021. Joints hurts till today. Was bed ridden."
	"PFIZER\BIONTECH"	"590"	"West Virginia"	"54"	"65-79 years"	"65-79"	"Death"	"DTH"	"1103970-1"	"1103970-1"	""Reported by EMS per report from wife that he was ""sick after shot"" and got worse during the night. Wife found him the following morning cold and pale, pulseless.  Dispatch called at 719AM.  Pt pronounced on the scene and taken to Funeral Home.  Uncertain if Medical Exam is planned""
	"PFIZER\BIONTECH"	"590"	"West Virginia"	"54"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1132491-1"	"1132491-1"	"Lose of blood found to be from small intestine; Cardiac arrest; Going into shock; Rash all over face; Hemoglobin low; This is a spontaneous report from a contactable consumer. A 70-year-old male patient received bnt162b2 (PFIZER-BIONTECH COVID-19 VACCINE, lot number unknown) dose 1 via an unspecified route of administration on 05Feb2021 as single dose for covid-19 immunisation. The patient medical history was not reported. Concomitant medications in two weeks included atorvastatin 40 mg, gabapentin 300 mg, amlodipine 5 mg, losartan 100 mg, aspirin [acetylsalicylic acid] 81 mg and potassium. The patient previously took tylenol and codeine and both experienced allergies. No other vaccine in four weeks. The patient experienced rash all over face, lose of blood found to be from small intestine, hemoglobin low, cardiac arrest, going into shock on 05Feb2021. Events resulted in Emergency room/department or urgent care, Hospitalization, Life threatening illness (immediate risk of death from the event). The patient was hospitalized for 6 days due to above events. Covid test post vaccination included Nasal swab with Negative result on 11Mar2021. Treatment included blood transfusion. The outcome of events was not recovered.  Information on the lot/batch number has been requested."
	"PFIZER\BIONTECH"	"590"	"West Virginia"	"54"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1132491-1"	"1132491-1"	"Lose of blood found to be from small intestine; Cardiac arrest; Going into shock; Rash all over face; Hemoglobin low; This is a spontaneous report from a contactable consumer. A 70-year-old male patient received bnt162b2 (PFIZER-BIONTECH COVID-19 VACCINE, lot number unknown) dose 1 via an unspecified route of administration on 05Feb2021 as single dose for covid-19 immunisation. The patient medical history was not reported. Concomitant medications in two weeks included atorvastatin 40 mg, gabapentin 300 mg, amlodipine 5 mg, losartan 100 mg, aspirin [acetylsalicylic acid] 81 mg and potassium. The patient previously took tylenol and codeine and both experienced allergies. No other vaccine in four weeks. The patient experienced rash all over face, lose of blood found to be from small intestine, hemoglobin low, cardiac arrest, going into shock on 05Feb2021. Events resulted in Emergency room/department or urgent care, Hospitalization, Life threatening illness (immediate risk of death from the event). The patient was hospitalized for 6 days due to above events. Covid test post vaccination included Nasal swab with Negative result on 11Mar2021. Treatment included blood transfusion. The outcome of events was not recovered.  Information on the lot/batch number has been requested."
	"PFIZER\BIONTECH"	"590"	"West Virginia"	"54"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1132491-1"	"1132491-1"	"Lose of blood found to be from small intestine; Cardiac arrest; Going into shock; Rash all over face; Hemoglobin low; This is a spontaneous report from a contactable consumer. A 70-year-old male patient received bnt162b2 (PFIZER-BIONTECH COVID-19 VACCINE, lot number unknown) dose 1 via an unspecified route of administration on 05Feb2021 as single dose for covid-19 immunisation. The patient medical history was not reported. Concomitant medications in two weeks included atorvastatin 40 mg, gabapentin 300 mg, amlodipine 5 mg, losartan 100 mg, aspirin [acetylsalicylic acid] 81 mg and potassium. The patient previously took tylenol and codeine and both experienced allergies. No other vaccine in four weeks. The patient experienced rash all over face, lose of blood found to be from small intestine, hemoglobin low, cardiac arrest, going into shock on 05Feb2021. Events resulted in Emergency room/department or urgent care, Hospitalization, Life threatening illness (immediate risk of death from the event). The patient was hospitalized for 6 days due to above events. Covid test post vaccination included Nasal swab with Negative result on 11Mar2021. Treatment included blood transfusion. The outcome of events was not recovered.  Information on the lot/batch number has been requested."
	"PFIZER\BIONTECH"	"590"	"Wisconsin"	"55"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"1666442-1"	"1666442-1"	""Client had no issues during 15 minute observation period. States that shortly after observation period, she began with dizziness and nausea. Chills/aches that night. Vaccination was during menstruation and began experiencing heavy bleeding. By Sunday 8/15/2021, had heavier bleeding with clots and was seen at ER ( then admitted. Reported ""blood level"" (hgb?) 1.9 per client. Client states vaccination caused the clots and that also a tumor was identified on her cervix. Placed on hormone therapy and will require surgery later this month. Her provider advised her to still receive her second vaccination.  Health Department/this writer did administer the second dose on 9/2/2021 with a 30 minute observation period with no incidence.""
	"PFIZER\BIONTECH"	"590"	"Wisconsin"	"55"	"30-39 years"	"30-39"	"Emergency Room *"	"ER"	"1666442-1"	"1666442-1"	""Client had no issues during 15 minute observation period. States that shortly after observation period, she began with dizziness and nausea. Chills/aches that night. Vaccination was during menstruation and began experiencing heavy bleeding. By Sunday 8/15/2021, had heavier bleeding with clots and was seen at ER ( then admitted. Reported ""blood level"" (hgb?) 1.9 per client. Client states vaccination caused the clots and that also a tumor was identified on her cervix. Placed on hormone therapy and will require surgery later this month. Her provider advised her to still receive her second vaccination.  Health Department/this writer did administer the second dose on 9/2/2021 with a 30 minute observation period with no incidence.""
	"PFIZER\BIONTECH"	"590"	"Wisconsin"	"55"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"2194437-1"	"2194437-1"	""CLIENT REPORTS HIVES AND INTENSE ITCHING AFTER LEAVING THE FACILITY. CLIENT ALSO REPORTED 2 DAYS ALTER (FRIDAY), THE CLIENT WENT INTO MEDICAL PROVIDER AFTER FEELING ""WEIRD. CLIENT HAD BLOOD DRAWN AND WAS ALTER CALLED BACK TO THE HOSPITAL TO HAVE SCANS OF LUNGS TO EB SURE SHE DIDN'T HAVE BLOOD CLOTS. D-DIMER WAS HIGH (5 OR HIGHER). CLIENT REPORTED HAVING ISSUES WITH BLOOD FOR WEEKS AFTER.""
	"PFIZER\BIONTECH"	"590"	"Wisconsin"	"55"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"1899343-1"	"1899343-1"	"headache; blurred, slow response vision; blurred, slow response vision; tiredness; prickly/achy pain; fever; sweats; chills; swollen glands; shortness of breath; sore arm; nausea; This is a spontaneous report from a contactable consumer (patient). A 41-year-old female patient received bnt162b2 (BNT162B2), dose 2 intramuscular, administered in Arm Left on 02Nov2021 09:15 (Lot Number: 30155BA; Expiration Date: 07Nov2021) as DOSE 2, SINGLE for COVID-19 immunisation at the age of 41 years old. Medical history included ongoing Birth control. Concomitant medication(s) included ethinylestradiol, ferrous fumarate, norethisterone acetate (LARIN 24 FE) taken for birth control from 1997 and ongoing.  The patient previously received first dose of BNT162B2 intramuscular in left shoulder on 12Oct2021 12:30 (Lot number: 30145BA, Exp: 30Nov2021) for COVID-19 immunisation at the age of 41 years old, and experienced almost immediate headache with blurred, slow response vision, tiredness, Prickly/achy pain moving throughout body that started hour 10 - 40 hs along with fever, sweats, chills, swollen gland. Shortness of breath. 1st dose gave a severe cough last until 2nd.  The patient experienced almost immediate headache with blurred, slow response vision. Then experienced tiredness, Prickly/achy pain moving throughout body that started hour 10 - 40 hs, along with fever, sweats, chills, swollen gland. Left shortness of breath. Additional symptoms: Sore arm for days, nausea. Both doses out of work for days and upon return, unable to work at 100%. Events onset date was reported on 02Nov2021 09:30, treatment received included oral Ibuprofen. Outcome of events was unknown. Seriousness criteria: Persistent /significant disability/ incapacity.   Follow-up attempts are completed. No further information is expected."
	"PFIZER\BIONTECH"	"590"	"Wisconsin"	"55"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1753765-1"	"1753765-1"	"About hour I started feeling shaky and high heart rate. I stopped at a friends house she is a nurse checked my BP 183/125. She suggested I go to the ER took about 1 hour to get there. I got EKG, Chest X-ray and blood work stayed for observation for 3 hours. As of today I don't feel but regular symptoms such as sore arm and tired."
	"PFIZER\BIONTECH"	"590"	"Wisconsin"	"55"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1753765-1"	"1753765-1"	"About hour I started feeling shaky and high heart rate. I stopped at a friends house she is a nurse checked my BP 183/125. She suggested I go to the ER took about 1 hour to get there. I got EKG, Chest X-ray and blood work stayed for observation for 3 hours. As of today I don't feel but regular symptoms such as sore arm and tired."
	"PFIZER\BIONTECH"	"590"	"Wisconsin"	"55"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1482840-1"	"1482840-1"	"hair loss; migraine; Nausea; Fatigue; increase weight gain; no appetite; shooting pain in the muscles; Insomnia for 9 days; This is a spontaneous report from a contactable nurse. A 57-year-old female nurse (patient) reported for herself.  A 57-years-old non pregnant female patient received BNT162B2 (PFIZER-BIONTECH COVID-19 VACCINE, Formulation: Solution for injection, Batch/Lot Number: EW0183, Expiration date: Unknown), via intramuscular route, administered in left arm (deltoid) on 20May2021 16:00 (at the age of 57-years-old) as dose 2, single for covid-19 immunisation in public health clinic/veterans administration facility. Medical history included known allergies. The concomitant medications were none. The patient did not receive any other vaccines within 4 weeks prior to the COVID vaccine. Prior to vaccination, the patient was not diagnosed with COVID-19. The patient previously received first dose of BNT162B2 (PFIZER-BIONTECH COVID-19 VACCINE, Formulation: Solution for injection, Batch/Lot Number: EW0179, Expiration date: Unknown), via intramuscular route, administered in deltoid on 29Apr2021 (at the age of 57-years-old) as dose 1, single for covid-19 immunisation and no problem with first injection. On 20May2021 at 02:00 Am, the patient experienced insomnia for 9 days. On 21May2021 at 02:00, the patient experienced, hair loss, migraine, nausea For 4 weeks, fatigue, increase weight gain, no appetite, shooting pain in the muscles. Since the vaccination, the patient has not been tested for COVID-19. Therapeutic measures were taken as a result of insomnia for 9 days, migraine with smudging with SAGE disease and Tylenol 500 mg respectively. The event Insomnia and nausea were reported as Persistent/ Significant disability/ Incapacity, Important medical event, migraine was reported as Persistent/ Significant disability/ Incapacity, and hair loss was reported as Important medical event. The outcome of the event migraine was resolved on an unspecified date in 2021 and nausea was resolved on 15Jun2021, hair loss was not resolved and other events were resolving.  Follow-up attempts are needed. Further information is requested.  Follow-up: This is a follow up-spontaneous report from a contactable other HCP (nurse). This other HCP (nurse) reported in response to HCP letter via follow-up letter:; Sender's Comments: Considering a plausible temporal relationship, a possible contributory role of suspect product BNT162B2 to the reported Insomnia, hair loss and Migraine cannot be excluded.  The impact of this report on the benefit/risk profile of the Pfizer product is evaluated as part of Pfizer procedures for safety evaluation, including the review and analysis of aggregate data for adverse events. Any safety concern identified as part of this review, as well as any appropriate action in response, will be promptly notified to Regulatory Authorities, Ethics Committees, and Investigators, as appropriate."
	"PFIZER\BIONTECH"	"590"	"Wisconsin"	"55"	"50-59 years"	"50-59"	"Permanent Disability"	"DBL"	"1623912-1"	"1623912-1"	"Fell asleep for 8-9 hours after vaccine and woke up unable to talk. She struggles with forming words and speaking entirely. She closes her eyes and takes deep breathes when trying to talk, and words come out slurred or not baseline for her speech."
	"PFIZER\BIONTECH"	"590"	"Wisconsin"	"55"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1175809-1"	"1175809-1"	"Patient was observed for 30 min after her second dose of covid-19 vaccine (note patient decided to take diphenhydramine immediately after receiving this dose of vaccine because she experienced a spike in her blood pressure with her first covid-19 vaccine). Patient felt fine and left the vaccine clinic. But about 2 hours after receiving the second dose, patient developed numbness, right upper and lower extremity weakness and headache. Upon presentation to the ED, patient developed right sided facial droop and ongoing right upper and lower extremity weakness and headache. Stroke protocols were initiated including offering tPA for clinical stroke, but patient declined it.   At workup, her EKG showed a sinus rhythm, she had not reported recent illness.  A CT angiogram showed no significant flow limiting stenosis either in the neck or head and there was no perfusion deficit.  However, incidental bilateral aneurysms were discovered at the anterior cerebral arteries at the junction of the A3 segments and pericallosal arteries.  There was no evidence that they had hemorrhage and they are small, less than 5 mm in diameter and neurosurgery has evaluated the patient and is not recommending any urgent intervention.   The next day the patient was doing well, presenting symptoms/deficits resolved except for ongoing mild headache. An MRI examination of the brain has shown no acute infarct and normal brain morphology was described.  She had an echocardiogram, which showed grossly normal left ventricular size and systolic function with an estimated ejection fraction of 65%.  Amlodipine was started for elevated blood pressure. Note: patient had a history of hypertension but was not on medications for this prior to admission.   Neurology consult = ?This is a peculiar event.  It is unclear if the patient had a TIA or COVID reaction to a COVID vaccination or a reaction to headache.  She does not exhibit a completed stroke on MRI scan.  She has recovered completely except for mild headache.  Incidental aneurysms were discovered and at some point she should have follow up for that. She should have a follow up with the stroke service.  In the meantime, I think it is reasonable to continue with daily aspirin on this patient.  Note that she had a cryptogenic TIA.?"
	"PFIZER\BIONTECH"	"590"	"Wisconsin"	"55"	"50-59 years"	"50-59"	"Hospitalized"	"H"	"1218044-1"	"1218044-1"	"First COVID19 shot felt fast heartbeat but seemed to subside in couple hours Second COVID19 shot same fast heartbeat seemed to subside but I was tired. Next day it felt as if someone threw a fast pitch softball at my chest took my breath away seemed to last several minutes then extreme heartburn set in. Very fatigued, heart burn lasted 9 days.  Starting on 4/5/21 joint pain also started in my new hip. On  4/12/21 jaw pain set in at which point  went to urgent care."
	"PFIZER\BIONTECH"	"590"	"Wisconsin"	"55"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1218044-1"	"1218044-1"	"First COVID19 shot felt fast heartbeat but seemed to subside in couple hours Second COVID19 shot same fast heartbeat seemed to subside but I was tired. Next day it felt as if someone threw a fast pitch softball at my chest took my breath away seemed to last several minutes then extreme heartburn set in. Very fatigued, heart burn lasted 9 days.  Starting on 4/5/21 joint pain also started in my new hip. On  4/12/21 jaw pain set in at which point  went to urgent care."
	"PFIZER\BIONTECH"	"590"	"Wisconsin"	"55"	"50-59 years"	"50-59"	"Emergency Room *"	"ER"	"1623912-1"	"1623912-1"	"Fell asleep for 8-9 hours after vaccine and woke up unable to talk. She struggles with forming words and speaking entirely. She closes her eyes and takes deep breathes when trying to talk, and words come out slurred or not baseline for her speech."
	"PFIZER\BIONTECH"	"590"	"Wyoming"	"56"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1095109-1"	"1095109-1"	"At 3:00 pm 3/11/21 patient's son phoned with patient present stating patient had chest pain and felt heaviness in chest, this nurse recommended and encouraged patient's son to phone 911 and patient to go to ER. This nurse followed up with patient 3/12/21 1:50 pm  and patient was taken to ER 3/11/21 and given nitro, patient then declined diagnostic testing. Pt kept for overnight observation and sent home 3/12/21 10 am."
	"PFIZER\BIONTECH"	"590"	"Wyoming"	"56"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1095109-1"	"1095109-1"	"At 3:00 pm 3/11/21 patient's son phoned with patient present stating patient had chest pain and felt heaviness in chest, this nurse recommended and encouraged patient's son to phone 911 and patient to go to ER. This nurse followed up with patient 3/12/21 1:50 pm  and patient was taken to ER 3/11/21 and given nitro, patient then declined diagnostic testing. Pt kept for overnight observation and sent home 3/12/21 10 am."
	"PFIZER\BIONTECH"	"590"	"Puerto Rico"	"72"	"40-49 years"	"40-49"	"Permanent Disability"	"DBL"	"2559527-1"	"2559527-1"	""The patient refers that after 5 minutes post-vaccination, while in observation he had an episode of ""feeling dizziness, shortness of breath, heat and sweating, all over his body"".  At evaluation by paramedics, they found that the patient had high blood pressure (189/88 mm/Hg- according to the patient). The patient was given oxygen, monitored, and stabilized, after one hour patient was stable and was discharged.  In the afternoon, the patient reported that he continued with dizziness and went by himself to the ER where he was found with high blood pressure and was referred to a cardiologist.  The patient also referred that he developed two days after immunization hair loss, arrhythmia, dizziness, numbness in both upper and lower limbs, smell and taste of metal, daily hot flashes, chest pain, and insomnia. Afterwards, in October 2021, the patient was hospitalized for 2 weeks due to pneumonia, and on 12/8/2022 patient had a heart attack and was hospitalized for 5 days and had a catheterism. The patient is been followed by a cardiologist.""
	"PFIZER\BIONTECH"	"590"	"Puerto Rico"	"72"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"0903800-1"	"0903800-1"	"sob, nausea, malaise, vomit, chest pain, throat tightness"
	"PFIZER\BIONTECH"	"590"	"Puerto Rico"	"72"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1273242-1"	"1273242-1"	"During the night, I had a really strong headache, nausea, chills, pain in my left arm that reached my chest, and then a lot of sweating. Wednesday I did not work, Thursday I still worked with the pains. Friday I woke up around 5:00 am with severe chest pain and nausea. The pain was not normal, I went to the Hospital, to the emergency room."
	"PFIZER\BIONTECH"	"590"	"Puerto Rico"	"72"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"2559527-1"	"2559527-1"	""The patient refers that after 5 minutes post-vaccination, while in observation he had an episode of ""feeling dizziness, shortness of breath, heat and sweating, all over his body"".  At evaluation by paramedics, they found that the patient had high blood pressure (189/88 mm/Hg- according to the patient). The patient was given oxygen, monitored, and stabilized, after one hour patient was stable and was discharged.  In the afternoon, the patient reported that he continued with dizziness and went by himself to the ER where he was found with high blood pressure and was referred to a cardiologist.  The patient also referred that he developed two days after immunization hair loss, arrhythmia, dizziness, numbness in both upper and lower limbs, smell and taste of metal, daily hot flashes, chest pain, and insomnia. Afterwards, in October 2021, the patient was hospitalized for 2 weeks due to pneumonia, and on 12/8/2022 patient had a heart attack and was hospitalized for 5 days and had a catheterism. The patient is been followed by a cardiologist.""
	"PFIZER\BIONTECH"	"590"	"Puerto Rico"	"72"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"2559527-1"	"2559527-1"	""The patient refers that after 5 minutes post-vaccination, while in observation he had an episode of ""feeling dizziness, shortness of breath, heat and sweating, all over his body"".  At evaluation by paramedics, they found that the patient had high blood pressure (189/88 mm/Hg- according to the patient). The patient was given oxygen, monitored, and stabilized, after one hour patient was stable and was discharged.  In the afternoon, the patient reported that he continued with dizziness and went by himself to the ER where he was found with high blood pressure and was referred to a cardiologist.  The patient also referred that he developed two days after immunization hair loss, arrhythmia, dizziness, numbness in both upper and lower limbs, smell and taste of metal, daily hot flashes, chest pain, and insomnia. Afterwards, in October 2021, the patient was hospitalized for 2 weeks due to pneumonia, and on 12/8/2022 patient had a heart attack and was hospitalized for 5 days and had a catheterism. The patient is been followed by a cardiologist.""
	"PFIZER\BIONTECH"	"590"	"Puerto Rico"	"72"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1727507-1"	"1727507-1"	"A 72-year-old male patient, after receiving his first dose of PFIZER, found himself in the observation area waiting for his 15 minutes and reports feeling dizzy. Patient is transferred to the incident observation area to have his vitals taken by EMT. The vital signs were: P-67, Sat- 99%, B / P-120/70 and Dxt- 387. At 11:42 am, Doctor is called to consult the case, which indicates that they transfer it to hospital."
	"PFIZER\BIONTECH"	"590"	"Virgin Islands"	"78"	"65-79 years"	"65-79"	"Permanent Disability"	"DBL"	"1035741-1"	"1035741-1"	"Patient reports being in her usual state of good health when she presented for COVID19 Vaccination. She reports onset of diplopia  without other symptom approximately 45 minutes after vaccination.  Later that night she notes  onset of full L eye ptosis which resulted in resolution of the diplopia. She was evaluated by ophthalmology the next day, 2/11, and was referred to the ER where she had a brain CT with no acute changes and unremarkable labs.  Treatment with Plavix 75mg was initiated. She was evaluated in my office on 2/16 for persistent ptosis of her L eye and her exam  is consistent with isolated third nerve palsy.   Diabetes and lipid levels are at target."
	"PFIZER\BIONTECH"	"590"	"Virgin Islands"	"78"	"65-79 years"	"65-79"	"Emergency Room *"	"ER"	"1035741-1"	"1035741-1"	"Patient reports being in her usual state of good health when she presented for COVID19 Vaccination. She reports onset of diplopia  without other symptom approximately 45 minutes after vaccination.  Later that night she notes  onset of full L eye ptosis which resulted in resolution of the diplopia. She was evaluated by ophthalmology the next day, 2/11, and was referred to the ER where she had a brain CT with no acute changes and unremarkable labs.  Treatment with Plavix 75mg was initiated. She was evaluated in my office on 2/16 for persistent ptosis of her L eye and her exam  is consistent with isolated third nerve palsy.   Diabetes and lipid levels are at target."
	"PFIZER\BIONTECH"	"590"	"Unknown"	"U"	"30-39 years"	"30-39"	"Hospitalized"	"H"	"1174100-1"	"1174100-1"	"Had difficulty breathing and swelling of the back of her throat as well as a skin rash and itching on her chest.  She was given Epi, benadryl, and steroid inhaler by EMS.  In ED was started on an epi drip, when the was dced after a few hours patient's symptoms returned.  Epinephrine was  then restarted and patient was admitted to the hospital."
	"PFIZER\BIONTECH"	"590"	"Unknown"	"U"	"40-49 years"	"40-49"	"Life Threatening"	"LT"	"1146924-1"	"1146924-1"	"rash - rapid spreading; breathing problems, throat constriction.  Epi-Pen self-administered.  EMS called and transported with standard Benadryl via PO)."
	"PFIZER\BIONTECH"	"590"	"Unknown"	"U"	"40-49 years"	"40-49"	"Hospitalized"	"H"	"1184295-1"	"1184295-1"	"Patient received Pfizer COVID-19 vaccine on 4/6/2021.  Patient reports the following adverse reactions: facial swelling, lips swelling, reddness, small hives.    Patient was given 25mg Benadryl PO per protocol. Dr was made aware. Monitored patient.   Patient started to experience some throat tightness but no shortness of breath or difficulty breathing. Spoke with Dr again and gave patient 0.3mg Epinephrine in right deltoid. Dr came down to clinic as patient was going to ED per car with her sister driving.   In the ED , patient was treated for anaphylaxis at hospital and stayed overnight (epinephrine, solumedrol, pepcid x2). After discharge on prednisone 40mg daily x5 days, patient came back with hives and was readmitted and treated overnight with pepcid/benadryl expect to be discharged again today."
	"PFIZER\BIONTECH"	"590"	"Unknown"	"U"	"40-49 years"	"40-49"	"Emergency Room *"	"ER"	"1146924-1"	"1146924-1"	"rash - rapid spreading; breathing problems, throat constriction.  Epi-Pen self-administered.  EMS called and transported with standard Benadryl via PO)."
	"PFIZER\BIONTECH"	"590"	"Unknown"	"U"	"65-79 years"	"65-79"	"Life Threatening"	"LT"	"1825859-1"	"1825859-1"	"Extreme fatigue, headaches, migrane, vertigo. Pain on right side, pain on left side, heart attack, temporary paralysis on right side, temporary blindness in right eye, pain in kidneys, 2nd heart attack. Contacted the CDC on three different occasions, was told they didn't know what to do. Referred to supervisor. No calls back. Referred to the state department of health. Also told didn't know what to tell."
	"PFIZER\BIONTECH"	"590"	"Unknown"	"U"	"65-79 years"	"65-79"	"Hospitalized"	"H"	"1136609-1"	"1136609-1"	"Swelling at injection site.  183/99, HR 77, R. 70, 98.6.  Pt. observed with swelling at injection site.  Elevated BP has history.  Transported to a Hospital for further evaluation."
"---"
"Dataset: The Vaccine Adverse Event Reporting System (VAERS)"
"Query Parameters:"
"Age: 30-39 years; 40-49 years; 50-59 years; 60-64 years; 65-79 years"
"Event Category: Death; Life Threatening; Permanent Disability; Hospitalized; Emergency Room *"
"Onset Interval: 0 days"
"Serious: Yes"
"State / Territory: The United States/Territories/Unknown"
"Vaccine Administered By: Public"
"Vaccine Manufacturer: MODERNA; PFIZER\BIONTECH"
"VAERS ID: All"
"Group By: Vaccine Manufacturer; State / Territory; Age; Event Category; VAERS ID"
"Show Totals: False"
"Show Zero Values: Disabled"
"---"
"Help: See http://wonder.cdc.gov/wonder/help/vaers.html for more information."
"---"
"Query Date: Apr 18, 2023 7:07:34 PM"
"---"
"Suggested Citation: Accessed at http://wonder.cdc.gov/vaers.html on Apr 18, 2023 7:07:34 PM"
"---"
Messages:
"1. The full results are too long to be displayed, only non-zero rows are available."
"2. VAERS data in CDC WONDER are updated every Friday. Hence, results for the same query can change from week to week."
"3. These results are for 603 total events."
"4. When grouped by VAERS ID, results initially don't show Events Reported, Percent, or totals. Use Quick or More Options to"
"restore them, if you wish."
"5. Click on a VAERS ID to see a report containing detailed information for the event."
"---"
Footnotes:
"1. Submitting a report to VAERS does not mean that healthcare personnel or the vaccine caused or contributed to the adverse"
"event (possible side effect)."
"2. * These values are only available from VAERS 2.0 Report Form, active 06/30/2017 to present."
"---"
Caveats:
"1. <p> VAERS accepts reports of adverse events and reactions that occur following vaccination. Healthcare providers, vaccine"
"manufacturers, and the public can submit reports to VAERS. While very important in monitoring vaccine safety, VAERS reports"
"alone cannot be used to determine if a vaccine caused or contributed to an adverse event or illness. The reports may contain"
"information that is incomplete, inaccurate, coincidental, or unverifiable. Most reports to VAERS are voluntary, which means they"
"are subject to biases. This creates specific limitations on how the data can be used scientifically. Data from VAERS reports"
"should always be interpreted with these limitations in mind. </p> <p> The strengths of VAERS are that it is national in scope"
"and can quickly provide an early warning of a safety problem with a vaccine. As part of CDC and FDA's multi-system approach to"
"post-licensure vaccine safety monitoring, VAERS is designed to rapidly detect unusual or unexpected patterns of adverse events,"
"also known as ""safety signals."" If a safety signal is found in VAERS, further studies can be done in safety systems such as"
"the CDC's Vaccine Safety Datalink (VSD) or the Clinical Immunization Safety Assessment (CISA) project. These systems do not have"
"the same limitations as VAERS, and can better assess health risks and possible connections between adverse events and a vaccine."
"</p> <p> Key considerations and limitations of VAERS data: <ul><li> Vaccine providers are encouraged to report any clinically"
"significant health problem following vaccination to VAERS, whether or not they believe the vaccine was the cause. </li><li>"
"Reports may include incomplete, inaccurate, coincidental and unverified information. </li><li> The number of reports alone"
"cannot be interpreted or used to reach conclusions about the existence, severity, frequency, or rates of problems associated"
"with vaccines. </li><li> VAERS data are limited to vaccine adverse event reports received between 1990 and the most recent date"
"for which data are available. </li><li> VAERS data do not represent all known safety information for a vaccine and should be"
"interpreted in the context of other scientific information. </li></ul> </p>"
"2."
"3. Some items may have more than 1 occurrence in any single event report, such as Symptoms, Vaccine Products, Manufacturers, and"
"Event Categories. If data are grouped by any of these items, then the number in the Events Reported column may exceed the total"
"number of unique events. If percentages are shown, then the associated percentage of total unique event reports will exceed 100%"
"in such cases. For example, the number of Symptoms mentioned is likely to exceed the number of events reported, because many"
"reports include more than 1 Symptom. When more than 1 Symptom occurs in a single report, then the percentage of Symptoms to"
"unique events is more than 100%. More information: http://wonder.cdc.gov/wonder/help/vaers.html#Suppress."
"4. Data contains VAERS reports processed as of 04/07/2023. The VAERS data in WONDER are updated weekly, yet the VAERS system"
"receives continuous updates including revisions and new reports for preceding time periods. Duplicate event reports and/or"
"reports determined to be false are removed from VAERS. More information: http://wonder.cdc.gov/wonder/help/vaers.html#Reporting."
"5. Under Title 21, Code of Federal Regulations Section 600.80: http://wonder.cdc.gov/wonder/help/vaers/21CFR600-80.htm., a"
"serious event is defined with any of the following outcomes: Death, a life-threatening adverse experience, inpatient"
"hospitalization or prolongation of existing hospitalization, a persistent or significant disability/incapacity, or a congenital"
"anomaly/birth defect."
"6. Values of Event Category field vary in their availability over time due to changes in the reporting form. The ""Emergency"
"Room/Office Visit"" value was avaliable only for events reported using the VAERS-1 form, active 07/01/1990 to 06/29/2017. The"
"""Congenital Anomaly/Birth Defect"", ""Emergency Room"", and ""Office Visit"" values are available only for events reported"
"using the VAERS 2.0 form, active 06/30/2017 to present. These changes must be considered when evaluating count of events for"
"these categories."
"7. Values of Vaccine Administered By field vary in their availability over time due to changes in the reporting form. The"
"""Work"", ""Pharmacy"", ""Senior Living"", and ""School"" values are available only for events reported using the VAERS 2.0"
"form, active 06/30/2017 to present. These changes must be considered when evaluating count of events for these categories."